











N.H.A. BUYING GUIDE 


Published by Nursing Home Administrator 


A guide to purchasing equipment and supplies for 
nursing homes, convalescent homes, homes for 
the aged, and related facilities. Lists 11,000 
sources for more than 1,200 classifications 
of products for medical and nursing 
service, housekeeping and main- 
tenance, food service, laundry, 
furniture and furnishings and 
other aspects of modern 
nursing home operation. 
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We even provide the signs 


Small thing? Perhaps. But it does tell you some- 
thing about dealing with Liquid. Namely, that here’s 
a company big enough, thorough enough to supply R LIQUID CARBONIC 
all your gas needs. Down to the last detail. Look RAL DYNAMICS 
to Liquid for complete piping systems, high-purity omsion or GSR 
gases and related dispensing and regulating equip- ey ree Se ae 
ment. And, of course, “No Smoking” signs. Ask 8375 Mayrand Street, Montreal 9, Quebec 
your Liquid Medical Representative* for a supply. 
Note the helpful safety data on the back: 
*He'll tell you why the sign is printed blue, not red. 
For more facts circle 1 on reply card 
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How to Use the N.H.A. Buying Guide 


This is the 1965-66 Edition of the nursing and convalescent home’s “look- 
ing-up place.” It will help you dozens of times during the year. Follow 
these “How to Use” suggestions to get maximum value from every page of 
this Guide: 


1. Put this Buying Guide where it will be readily available to you and 
your key personnel all year long. 


2. To locate sources of supply, turn to the product classification of the item 
for which you are looking. For example, if you are in the market for 
servers, turn to the classifications SERVERS: BEVERAGE or SERV- 
ERS: FOOD. There you will find a list of firms interested in working 
with you. Full addresses of these firms are listed in the Company Direc- 
tory starting on page 3. 


. For more detailed information about the leading sources of supply for 
nursing homes, turn to the Advertisers’ Index on page 162 and then con- 
sult the advertisements on the advertising pages indicated and in the 
Catalog Section following the Company Directory. These firms are also 
shown in boxes or in bold face type in the Classified Directory. Suppliers 
with boxed listings have catalogs in the Catalog Section following the 
Company Directory. Suppliers listed in bold face type have advertise- 
ments in the Classified Directory or Company Directory section. These 
firms are particularly interested in quoting you on your requirements. To 
get more information about their products, use the Reader Information 
cards provided in the back of the Guide. 
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Yes, if you have a small volume laundry 
operation, American has designed a com- 
pact Washer-Extractor especially for you. 
It's a ruggedly constructed machine. One 
whose top-quality performance features 
have already been proven through years of 
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ot ie ie 


American’s New 25-Ib. 
Capacity CASCADEX 


Washer-Extractor 


use on American's larger CASCADEXES— 
machines that are unequalled in the laun- 
dry field. 

Features such as a variable speed drive for 
smooth, easy speed changes and an auto- 
matic vibration control so that there is never 
any worry about out-of-balance loads. This 
CASCADEX has a short washing and ex- 
tracting cycle, including starch time, and 
requires little space—only 46” wide, 39” 
deep and 58” high. 

If you want a machine whose quality equals 
that of the large commercial models, but 
costs so much less, find out more about 
American's 25-lb. capacity CASCADEX 
Washer-Extractor. Call your nearby Ameri- 
can representative or write for complete 
information. 

American Laundry Machinery Industries 
Cincinnati, Ohio 45212 

You get more from American 


You get more from 


ieee 
merican 


American Laundry Machinery . Omo 45212 
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COMPANY DIRECTORY 


Addresses of Firms Listed in Classified Directory of Suppliers 


A 


Adjustable Fixture Co. 102-110 E. Mason St., Milwaukee, Wis. 53202 
Alconox Inc., 853 Broadway. New York, N. Y. 10003 
Allen Filter Co., 25 S. St. Clair St., Toledo, Ohio 43604 
American Laundry Machinery Industries, Ross & Section Aves., Cin- 
cinnati, Ohio 45212 
American Sterilizer Co., 2426 W. 23rd St., Erie, Pa. 16506 
Ametek, Inc., Troy Laundrite Division, 554 — 12th Ave., East 
Moline, Ill. 61244 
Amira Products, Inc., 981 Fostertown Road, Newburgh, N. Y. 12552 
Amsco Canada, Ltd., 255 Queen St. E., Brampton, Ont., Canada 
Applegate Chemical Co., 7351 Hamlin Ave., Skokie, Ill. 60076 


ADC Drapery Track Corp., 2121 S. 12th St., Allentown, Pa. 18103 

A. S. R. Hospital Division, American Safety Razor Co., 380 Madison 
Ave., New York, N. Y. 10017 

Abbott Laboratories, I4th & Sheridan, North Chicago, Ili. 60064 

Abco, Inc., 705 Fifth Ave., McKeesport, Pa. 15134 

Ac-Lab Equipment Co., 675 Timpson Place, New York (Bronx), N. Y 
10455 

Ace Bulletin & Dir ry Co., Inc., 3150 W. Berwyn Ave., Chicago, Ill. 
60625 

Ace-Sycamore, Inc., falb Ave., Sycamore, Ill. 60178 

Acme. Artforge Western Ave., Chicago, Ill. 60608 

Acme Bulletin & Directory Board Corp., 37 E. 12th St., New York, 
N. Y. 10003 

Acme Cotton Products Co., Inc., 99 W. Hawthorne Ave., Valley Stream, 
N. Y. 11582 

Acme Engineering Co., Inc., P. O. Box 2279, Greensboro, N.C. 27402 

Acme National Refrigeration Co., Inc., P. O. Box 188, Woolsey Station, 
Long Island City, N. Y. 11105 

Acme Scale Co., 3620 San Pablo Ave., Oakland, Calif. 94608 

Acme Visible Records, Inc., 5712 W. Allview Drive, Crozet, Va. 22932 

Acorn Wire & Iron Works, 4940 S. Kilbourn Ave., Chicago, Ill. 60632 

Adams-Rite Mfg. Co., 1425 Grand Central Ave., Glendale, Calif. 91201 

Adams & Westlake Co., 1025 N. Michigan St., Elkhart, Ind. 46514 

Addressograph-Multigraph Corp., 1200 Babbitt Road, Cleveland, Ohio 
44117 

Adler Co., 1603 Harrison Ave., Cincinnati, Ohio 45214 

Admiral Corp., Commercial Products Division, 3800 Cortland St., Chi- 
cago, Ill. 60647 

Admiral Equipment Co., 100 Fifth Ave., New York, N. Y. 10011 

Advance Chemical Co., 333 Fell St., San Francisco, Calif. 94102 

Advance Floor Machine Co., Industrial Center, Spring Park, Minn. 
55384 

Advance Food Service Equipment, Inc., 790 Summa Ave., Westbury, 
L. L., N. Y. 11590 

Aeroceuticals, Inc., 104 Silliman Ave., Bridgeport, Conn. 06605 

Aeronautical & Instrument Division, Robertshaw-Fulton Controls Co., 
Santa Ana Freeway at Euclid St., Anaheim, Calif. 92803 

Aeroplast Corp., Station A-Box 1, 420 Delrose Ave., Dayton, Ohio 
45403 

Air Filter Corp., 4554 W. Woolworth Ave., Milwaukee, Wis. 53218 

Air-Maze Division, Rockwell-Standard Corp., 25000 Miles Road, Cleve- 
land, Ohio 44128 

Air Products & Chemicals, Inc., P. O. Box 5087, Washington, D. C. 
20019 

Air-Shields, Inc., 330 Jacksonville Road, Hatboro, Pa. 19040 

Aireactor Corp., 271 Madison Ave., New York, N. Y. 10016 

Airkem, Inc., 241 E. 44th St., New York, N. Y. 10017 

Airtemp Division, Chrysler Corp., P. O. Box 1037, Dayton, Ohio 45401 

Ajax Business Machines Inc., 11 Commercial St., Plainview, N. Y. 
11803 

Ajax Presses, 619 S. Sth W. St., Salt Lake City, Utah 84110 

Ajusto Equipment Co., 515 Conneaut St., Bowling Green, Ohio 43402 

Akron Catheter Inc., 2495 Brice Road, Akron, Ohio 44313 

Aladdin Industries Inc., 703 Murfreesboro Road, Nashville, Tenn. 37210 

Alarm Lock Corp., 33 Powerhouse Road, Roslyn Heights, L. I., N. Y. 
11577 

Alberene Stone, Division of The Georgia Marble Co., 386 Park Ave. 
S., New York, N. Y. 10016 

Alcan Aluminum Corp., 111 W. 50th St., New York, N. Y. 10020 

Alco Ranch Washable Footwear Co., 342 S. Chadbourne St., San 
Angelo, Texas 76901 

All-Steel Equipment Inc., Route 31, Aurora, Ill. 60507 

Allen Business Machines, Inc., R. C., 678 Front Ave. N. W., Grand 
Rapids, Mich. 49504 

Allen Marking Products, Inc., 2825 Main St., Kansas City, Mo. 64108 

Alley Co., Inc., E. E., P. O. Box 288, Sloatsburg, N. Y. 10974 

Allis-Chalmers Mfg. Co., Engine-Material Handling Division, 1135 S. 
70th St., Milwaukee, Wis. 53214 


Allison, W. D., Division of Shampaine Industries, Inc., 1920 S. Jefferson 
Ave., St. Louis, Mo. 63104 

Allmetal Food Equipment Corp., 401 Broadway, New York, N. Y. 
10013 

“Allright"’ Chemical Co., 870 Riverside Drive, New York, N. Y. 10032 

Aloe-Health & Science Division of Brunswick, 1831 Olive St., St. Louis, 
Mo. 63103 

Altec Lansing Corp., 1515 S. Manchester Ave., Anaheim, Calif. 92802 

Aluminum Co. of America, 1501 Alcoa Bldg., Pittsburgh, Pa. 15219 

Amana Refrigeration, Inc., Amana, Iowa 55203 

Amcoin Corp., 5-17 — 46th Roud, Long Island City, N. Y. 11101 

Ameray Corp., 1050 Route 46, Kenvil, N. J. 07847 

American Air Filter Co., Inc., 215 Central Ave., Louisville, Ky. 40208 

American Appraisal Co., 525 E. Michigan St., Milwaukee, Wis. 53201 

American Automatic Ice Machine Co., 1600 Broadway N. E., Minne- 
apolis, Minn. 55413 

American Biltrite Rubber Co., Amtico Flooring Division, Foot of Per- 
rine Ave., Trenton, N. J. 08607 

American Chair Co., 911 N. llth St., Sheboygan, Wis. 53082 

American Communications Corp., 178-15 Eveleth Road, Springfield 
Gardens, N. Y. 11434 

American Council on Education, 1785 Massachusetts Ave. N. W., 
Washington, D. C. 20006 

American Crayon Co., Division of Joseph Dixon Crucible Co., 1706 
Hayes Ave., Sandusky, Ohio 44871 

American Cyanamid Co., Bldg., Products Division, 5 Bay State Road, 
Cambridge, Mass. 02138 

American Cystoscope Makers, Inc., 8 Pelham Parkway, Pelham Manor, 
N. Y. 10803 

American Dryer Division, Utah-American Corp., 1124 E. Franklin St., 
Huntington, Ind. 46750 

American Electrodynamics, 1840 S. Sepulvedo Blvd., Los Angeles, 
Calif. 90025 

American Elumin Co., 1676 Commerce Drive, Stow, Ohio 44224 

American Floor Products Co., 4922 Wisconsin Ave. N. W., Washington, 
D. C. 20016 

American Handicrafts Co., 1011 Foch St., Fort Worth, Texas 76107 

American Hospital Supply Corp., 2020 Ridge Ave., Evanston, Ill. 60201 

American Hygienic Corp., 221 N. LaSalle St., Chicago, Ill. 60601 

American Iato-Dynamics Corp., 1009 W. Arbor Vitae St., Inglewood, 
Calif. 90301 

American LaFrance, A Division of Sterling Precision Corp., 63 E. 
La France St., Elmira, N. Y. 14904 

American-Lincoln Corp., 518 S. St. Clair St., Toledo, Ohio 43603 

American Marsh Pumps, Inc., Whittington Pump & Engineering Divi- 
sion, 722 Porter St., Lansing, Mich. 48905 

American Mat Corp., 2390 Adams St., Toledo, Ohio 43602 

American Medical Ass'n., 535 N. Dearborn St., Chicago, Ill. 60610 

American Metal Furniture, Inc., 930 W. New York St., Indianapolis, 
Ind. 46202 

American Metal Ware Co., 368 W. Huron St., Chicago, Ill. 60610 

American Olean Tile Co., 1000 Cannon Ave., Lansdale, Pa. 19446 

American Optical Co., Instrument Division, Box A, Buffalo, N. Y. 14215 

American Paper & Plastic Products, Inc., 4425 Port Washington Road, 
Milwaukee, Wis. 53212 

American Playground Device Co., 1801 S. Jackson St., Anderson, Ind. 
46016 

American Reedcraft Corp., 417 Lafayette Ave., Hawthorne, N. J. 07524 

American-Saint Gobain Corp., P. O. Box 929, Kingsport, Tenn. 37662 

American Seating Co., 901 Broadway Ave. N. W., Grand Rapids, Mich., 
49502 

American Slicing Machine Co., 6322 N. Cicero Ave., Chicago, Ill. 60646 

American Sponge & Chamois Co., Inc., 47-00 — 34th St., Long Island 
City, N. Y. 11101 

American Stair-Glide Corp., 1000 W. 25th St., Kansas City, Mo. 64108 

American-Standard, Air Conditioning Division, 40 W. 40th St., New 
York, N. Y. 10018 

An.zrican-Standard Industrial Division, 811 Tireman Ave., Detroit, 
Mich. 48232 

American-Standard, Plumbing & Heating Division, 40 W. 40th St., 
New York, N. Y. 10018 

American Ultraviolet Co., P. O. Box 196, Summit, N. J. 07901 

American Water Softener Section, Rex Chain Belt Inc., 4644 W. Green- 
field Ave., Milwaukee, Wis. 53214 

American Wheel Chair Division, Institutional Industries, Inc., 5500 
Muddy Creek Road, Cincinnati, Ohio 45238 

American Wool Council Division of American Sheep Producers, 2581 
Barnhart St., Denver, Colo. 80229 

Ames Co., Inc., 819 McNaughton Ave., Elkhart, Ind. 46518 

Amsco-Excel Division of American Sterilizer Co. P. O. Box S49, 
Jamestown, N. Y. 14701 





P. ©. Box 1654, Louisville, Ky. 40201 
Co., 414 Meadow St., Waterbury, Conn. 


Ill. 60507 
, 200 Glass Ave., Lancaster, Ohio 43130 
36-36 — 36th St., Long Island City, N. Y. 
Main St., Lake Zurich, Ill. 60047 
E., 320 W. 80th St., Kansas City, Mo. 64114 
sion, Dynamics Corp. of America, P. O. Box 
e., Scranton, Pa. 18501 
Inc., 101 Paul Ave., Hudson, N. Y. 12534 
Box 466, St. Louis, Mo. 63166 


S., New York, N. Y. 10016 


Inc., 440 Park Ave 
1701 W. Wellington Ave., Chicago, Ill. 60657 
Inc., P. O. Box 197, 2986 Industrial Bivd., 


roadway, New York, N. Y. 10001 
erville, N. J. 08876 


iminum Corp., 3638 | 


17604 
Three Rivers, Mich 


on St., Knox, Ind. 46534 
N. J. 08360 


Cuyahoga Falls, Ohio 


Gainesville, Fla. 32603 


P. O. Box 838, Union, 
Long Island City, N. Y. 
1000 Railroad St., Windber, Pa 


American Trading and Production Corp 
N. Y. 11218 
E. Banning Ave., Compton, Calif. 90223 
34-20 — 45th St., Long Island City, N. Y. 


shelby, Ohio 44875 

N. Wolf Road, Northlake, Ill. 60164 
California Ave., Monrovia, Calif. 91016 
i St., New York, N. Y. 10017 
Uvalde Rock Asphalt Co., 500 Frost 
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Bard, Inc., C. R., 731 Central Ave., Murray Hill, N. J. 07971 

Baum Co., Inc., W. A. 620 Oak St., Copiague. L. I., N. Y. 11726 

Beam Metal Specialties, Inc., 25-11 — 49th St., Long Island City, 
N. Y. 11103 

Bittner Corp., 109 Worth St., New York, N. Y. 10013 

Brewer Co. E. F., P. O. Box 711, Butler, Wis. 53007 

Brewster Corp., Cove Road, Old Lyme, Conn. 06371 

Briggs Printing Co., 7887 University Ave., P. O. Box 1086. Des Moines. 
lowa 50311 

Brunswick Corp., Commercial Furniture Division, 2605 E. Kilgore Road. 
Kalamazoo, Mich. 49003 


n Ave., New York, N. Y. 10022 
2nd St., New York, N. Y. 10017 
0 W. 43rd St., Chicago, Ill. 60632 

sll St., Winston Salem, N. C. 27101 
e Road, Cleveland, Ohio 44110 
n Sharon, Mass. 02067 

Y. 10013 


2729, Muncie, Ind. 47305 
Bally, Pa. 19503 
Baltimor isiness Forms, Inc., 3132 Frederick Ave., Baltimore, Md 


Balyeat Ltd., 32 N. § Ss Chicago, Ill. 60602 

Bankers Box C 2607 N. 25th Ave., Franklin Park, Ill. 60131 

Bar-Ray Products, Inc., 209 — 25th St., Brooklyn, N. Y. 11232 

Barber-Colman Co., 1300 Rock St., Rockford, Ill. 61101 

Bard-Parker Co., Inc., A Division of Becton, Dickinson & Co., P. O 
Box 212, Rutherford, N. J. 07070 

Barkley & Co., C. L., 1220 W. Van Buren St., Chicago, Ill. 60607 

Barnebey-Cheney Co., Cassady at Eighth Ave., Columbus, Ohio 43219 

Barnes & Co., A. S., 8 E. 36th St., New York, N. Y. 10016 

140 Highland St., Port Chester, N. Y. 10573 


Barnhart Co., A. W., 
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Barnstead Still & Sterilizer Co., 31 Lanesville Terrace, Boston, Mass. 
02131 

— Division, Allied Chemical Corp., 40 Rector St., New York, N. Y. 
0006 

Barwick Mills, Inc., Old Peachtree Road, Chamblee, Ga. 30005 

Bassick Co., 960 Atlantic St., Bridgeport, Conn. 06602 

Bates Fabrics, Inc., 112 W. 34th St., New York, N. Y. 10001 

= Equipment Co., 307 W. Jackson St., Battle Creek, Mich. 

Baxter Laboratories, Inc., 6301 Lincoln Ave., Morton Grove, Ill. 60053 

a es Mop Wringer Co., Inc., 319 Main St., Wilmington, Mass. 

Bay West Paper Co., 1100 W. Mason St., Green Bay, Wis. 54303 

Bayer Co., A. J., 2300 E. Slauson Ave., Los Angeles, Calif. 90058 

Bayley Co., William, 1200 Warder St., Springfield, Ohio 45503 

Baylis Industries, Inc., 71 Locust Ave., Bloomfield, N. J. 07003 

Beacon Enterprises Inc., 286 Fifth Ave., New York, N. Y. 10001 

Beacon Mig. Co., 180 Madison Ave., New York, N. Y. 10016 

Beauty Appliance Corp., Racine, Wis. 53404 

Beckley-Cardy Co., 1900 N. Narrangansett Ave., Chicago, Ill. 60639 

Becton, Dickinson & Co., Rutherford, N. J. 07070 

Bed-Ease Products, P. O. Box 113, Centuck Station, Yonkers, N. Y. 
10710 

Bedford-Acme Surgical Co., Inc., 1294 Bedford Ave., Brooklyn, N. Y. 

Bee-Kem Products Inc., 342 Madison Ave., New York, N. Y. 10017 

Beier & Co., 409 S. Green St., Chicago, Ill. 60607 

Bel-Art Products, Pequannock, N. J. 07440 

Beltor Mig. Corp., P. O. Box 58, Marlton, N. J. 08053 

Bros. Co., Inc., 608 Second Ave. S., Minneapolis, Minn. 55402 

Bendix Corp., Pioneer-Central Division, Hickory Grove Road, Daven- 
port, lowa 52801 

Benephen Antiseptic Products Division, Halsted Pharmaceuticals, Inc., 
P. O. Box 3, Pleasantville, N. Y. 10507 

Bennett Mig. Co., Inc., 13315 Railroad St., Alden, N. Y. 14004 

Bernat & Sons Co., Emile, Depot & Mendon Sts., Uxbridge, Mass. 

01569 

rnz-O-Matic Corp., 740 Driving Park Ave., Rochester, N. Y. 14613 

Best Mig. Co., 3214 Troost Ave., Kansas City, Mo. 64109 

sst Products Co. (Not Inc.), 2620 W. Addison St., Chicago, Ill. 60618 

Bestwall Gypsum Co., 2 Industrial Blvd., Paoli, Pa. 19301 

tter Sleep, Inc., New Providence, N. J. 07974 

Bildey Products Corp., 82 Duane St., New York, N. Y. 10007 

Binney & Smith Inc., 380 Madison Ave., New York, N. Y. 10017 

Bird Corp., Mark 7, Richmond, Calif. 94804 

Birtcher Corp., Hospital Division, 4371 Valley Blvd., Los Angeles, 
Calif. 90032 

Blakeslee & Co., G. S., 1844 S. Laramie Ave., Chicago, II]. 60650 

Blakiston Division, McGraw-Hill Book Co., 330 W. 42nd St., New 
York, N. Y. 10036 

Blank Drug Corp., 22-62 — 45th St., Long Island City, N. Y. 11105 

Blank & Co., Inc., Frederic, P. O. Box 388, Passaic, N. J. 07056 

Blickman, Inc., S., 1850 Gregory Ave., Weehawken, N. J. 07087 

Bloch Brass Co., 4748 Hough Ave., Cleveland, Ohio 44103 

Blodgett Co., Inc., G. S., 50 Lakeside Ave., Burlington, Vt. 05401 

Blonder-Tongue Laboratories, Inc., 9 Alling St., Newark, N. J. 07102 

Blossom Mig. Co., Inc., 2337 McDonald Ave., Brooklyn, N. Y. 11223 

Blue M Electric Co., 138th & Chatham St., Blue Island, Ill. 60406 

Bobrick Dispensers, Inc., 1839 Blake Ave., Los Angeles, Calif. 90039 

Bock Laundry Machine Co., 3600 N. Summit St., Toledo, Ohio 43611 

Bollen Products Co., 22790 Hadden Road, Cleveland, Ohio 44117 

Bomgardner Mig. Co., P. O. Box 745 — Industrial Park, Cape Coral, 
Fla. 33904 

Bommer Spring Hinge Co., Inc., Landrum, S. C. 29356 

Boonton Molding Corp., 300 Myrtle Ave., Boonton, N. .J 07005 

Borcherdt Co., 217 Wolcott Ave., Chicago, Ill. 60612 

Borg-Warner Corp., Hyperbaric Oxygen Division, 200 S. Michigan 
Ave., Chicago, Ill. 60604 

Bostwick-Goodell Co., 117 N. Pleasant St., Norwalk, Ohio 44857 

Bowden & Son, Inc., J. G., 27 Melcher St., Boston, Mass. 02110 

Bowen & Co., Inc., P. O. Box 5818, Bethesda, Md. 20014 

Brandt & Sons, Inc., M., 2180 Webster Ave., Bronx, N. Y. 10457 

Braun, Inc., G. A., 461 E. Brighton Ave., Syracuse, N. Y. 13205 

Breck, Inc., John H., 115 Dwight St., Springfield, Mass. 01103 

Breneman Hartshorn Inc., 1133 Sycamore St., Cincinnati, Ohio 45210 

Breuer Electric Mig. Co., 5100 N. Ravenswood Ave., Chicago, Ill. 
60640 

Brewer Pharmacal Engineering Corp., 9138 West Chester Pike, Upper 
Darby, Pa. 19082 

Briggs Mig. Co., 6601 E. 15 Mile Road, Warren, Mich. 48092 

Brillo Mfg. Co., Inc., 60 John St., Brooklyn, N. Y. 11201 

Bristol Laboratories Division of Bristol Myers Inc., Thompson Road, 
Syracuse, N. Y. 13201 

Brody Seating Co., B., 5921 W. Dickens Ave., Chicago, II]. 60639 

Brookline Industries, Inc., 6800 S. Chicago Ave. Chicago, Ill. 60637 

Brooks & Perkins, Inc., 1950 W. Fort St., Detroit, Mich. 48216 

Brown-Bridge Mills, Inc., 1937 E. Water St., Troy, Ohio 45373 

Brown Co., 757 Third Ave., New York, N. Y. 10017 

Brown Mig. Co., 13431 Classen Blvd., Oklahoma City, Okla. 73114 

Brown & Grist, Inc., 25 Tyler Ave., Newport News, Va. 23601 

Brulé Incinerator Corp., 13920 S. Western Ave., Blue Island, Ill. 60406 

Brulin & Co., Inc., 2939 Columbia Ave., Indianapolis, Ind. 46207 

Bruner Corp., 4767 N. 32nd St., Milwaukee, Wis. 53209 

Bryant Electric Co., 1421 State St., Bridgeport, Conn. 06602 

Bryce Brothers Co., P. O. Box 838, Westmoreland County, Mt. Pleasant, 
Pa. 15666 

Bucks County Enterprises, Inc., Quakertown, Pa. 1895] 

Buckstaff Co., 1127 S. Main St., Oshkosh, Wis. 54901 

Buffalo Forge Co., 490 Broadway, Buffalo, N. Y. 14205 
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SAVE UP T0 21% 
ON FOOD COSTS! 


Both the Swartzbaugh Unitray and the Swartzbaugh 
Tray-Mate systems are designed to improve patient 
relations through better food control, yet at the same 
time lower costs of raw food and reduce the person- 
nel needed to assemble and to serve meals. For in- 
formation on how you can save as high as 21%, send 
the coupon below. 


Unitray one-tray food service system 
Features hot and cold food on the same tray, from 
kitchen to patient. Every component is designed spe- 


Tray-Mate Cart 9120-CT 
Keeps foods uniformly 
hot or cold 





Swartzbaugh Division 

United Service Equipment Co., Inc. 
Murfreesboro, Tennessee 

(0 «please have your representative call 
(Please send Unitray literature 


Mounted on world’s finest & CASTERS [) Please send Tray-Mate literature 


Name 





Nursing Home 


Swartzbaugh OE 


UNITED SERVICE EQUIPMENT CoO., INC. 
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For more facts circle 3 on reply card 





1245 McKinley Parkway, Buffalo, N. Y. 
3474 Union Pacific Ave., Los Angeles, 


Buffalo, N. Y. 14209 
Adams St., Springfield, Ill. 62701 
- Milton, Wis. 53563 
ivision of Servel Inc., Freeport, Ill. 61033 
Architectural Products Division, 749 E. Park 
Il. 60048 
Inc., Grayslake, Ill. 60030 
Second Ave., Detroit, Mich. 48232 
Lincoln Ave., Lincolnwood, Chicago, I11.60645 
24 S. Racine Ave., Chicago, I) .60608 
Haskell Ave., Van Nuys, Calif. 91406 
10 S. Middle Neck Road, Great Neck 


ables Inc 


St. S., Canton, Ohio 44701 


c 


Carstens Mig. Co., 4629 N. Ronald Ave., Chicago. Ill. 60631 

Chattanooga Pharmacal Co., Inc., 2400 Dayton Bilvd., Chattanooga, 
Tenn. 37405 

Chicago Dryer Co., 2200 N. Pulaski Road. Chicago, Ill. 60639 

Chicago Hardware Foundry Co., 2500 Commonwealth Ave., North 
Chicago, Ill. 60064 

Clarke Floor Machine Division. Studebaker Corp., Dept.-J-5. 38 E. 
Clay Ave., Muskegon. Mich. 49443 

Clyserol Laboratories Inc., 1533 W. Reno Ave., Oklahoma City. Okla. 
73101 

Continental Scale Corp., 5701 S. Claremont Ave., Chicago, Tl. 60636 

Crescent Metal Products, Inc., 12711 Taft Ave., Cleveland, Ohio 44108 

Crimsco, Inc , 5001 E. 59th St., Kansas City. Mo. 64130 


Division, Cabot Corp., 30th & Maga- 


ca, Paterson Plank Road, Secaucus, N. J. 07094 
rtha St., Philadelphia, Pa. 19125 
P. O. Box 27, Baltimore, Ohio 43105 
Box 8245 Charleston, W. Va. 25303 
Bristol, N. H. 03222 
3, San Francisco, Calif. $4119 
©. Box 1255, Syracuse, N. Y. 13201 
Pp. 4 15071, Cincinnati, Ohio 
Huntington Beach, Calif. 92648 
5t., Safety Harbor, Fla. 33572 
Jackson, Mich. 49204 
St., Fond du Lac, Wis. 54936 
» of the Americas, New York, N. Y. 


, St. Louis, Mo. 63107 
S. W., Canton, Ohio 44701 
Brooklyn, N. Y. 11232 

s, Texas 75204 
23 Bay State Road, Cam- 


, 840 N. Michigan Ave., Chicago, 


Wayne Ave., Cincinnati, Ohio 45215 
, Division of Barnhardt Mig. Co., 1100 
C. 28201 
1 Ave., New York, N. Y. 10001 
»., Santa Monica, Calif. 90404 
Carrier Parkway, Syracuse, N. Y. 1320] 
Carrollton, Ohio 44615 
North Chicago, Ill. 60064 
Bridgeport, Conn. 06602 
South Norwalk, Conn. 06856 


Ritter Co., Inc., 1777 E. Henrietta 


ivision, Peoria, Ill. 61611 
43-05 — 20th Ave., Long Island 


Chicago, Ill. 60650 
60603 
Chicago, Ill. 60613 
1 Natural Bridge Ave., 


Pittsburgh, Pa. 15226 
r. 68505 
ve., Ardmore, Pa. 19003 
14500 E. Firestone Blvd 


, Anaheim, Calif. 92801 
1, Conn. 10573 
, P. O. Box 4149 — North Station 


Lynn, Mass. 01901 
> Brass & Copper Co., 236 Grand 


W. 40th St., New York, N. Y. 10018 
h Ave., New York, N. Y. 10001 
0 Sixth St. S. W., Cedar Rapids, Iowa 52404 
Professional Products Division, 485 Lexington 


Yuclear Drive, Des Plaines, Ill. 60018 
ica ical 01 S. Honore St., Chicago, Ill. 60612 
cago Spring Hinge Co., 1500 W. Carroll Ave., Chicago, Ill. 60607 
cago Trarsparent, Inc., 2700 N. Paulina St., Chicago, Ill. 60614 


Chick Co., Gilbert Hyde, 821 — 75th Ave., Oakland, Calif. 94621 

Chicopee Mills, Inc., 47 Worth St., New York, N. Y. 10013 

Chicopee Mills, Inc., Professional Products Division, 47 Worth St., 
New York, N. Y. 10019 

Chromeraft Corp., 4321 Semple Ave., St. Louis, Mo. 63120 

Ciba Pharmaceutical Co., Division of Ciba Corp., 556 Morris Ave., 
Summit, N. J. 0790) 

Cincinnati Sub-Zero Products, Inc., 3930 Reading Road, Cincinnati, 
Ohio 45229 

Cincinnati Time Recorder Co., 1754 Central Ave., Cincinnati, Ohio 
45214 

Cipeo Corp., 22nd & Cole Sts., St. Louis, Mo. 63106 

Circo Ultrasonic Corp., 51 Terminal Ave., Clark, N. J. 07066 

Cissell Mig. Co., Inc., W. M., P. O. Box 1143, Louisville, Ky. 40201 

Clapp & Son, Inc., Otis, 439 Boylston St., Boston, Mass. 02116 

Claridge Products & Equipment, Inc., P. O. Box 200, Harrison, Ark. 
72601 

Clarin Mig. Co., 4640 W. Harrison St., Chicago, Ill. 60644 

Clark Linen & Equipment Co., 323 W. Randolph St., Chicago, Ill. 60606 

Clark Paper Converting Corp., 5718 Holmes Ave., Los Angeles, Calif. 
90058 

Clay-Adams Inc., 141 E. 25th St., New York, N. Y. 10010 

Clayton Mig. Co., 466 N. Temple City Blvd., El Monte, Calif. 91734 

Cleaver-Brooks Co., 3707 N. Richards St., Milwaukee, Wis. 53212 

Cleveland Range Co., 971 E. 63rd St., Cleveland, Ohio 44103 

Climalene Co., 1022 Ninth St. S. W., Canton, Ohio 44707 

Climatrol Division of Worthington Air Conditioning Co., 2005 W. Okla- 
homa Ave., Milwaukee, Wis. 5320] 

Clinical Products, Inc., 318 Freeport Road, Pittsburgh, Pa. 15238 

Cloroben Chemical Corp., 1025 Belleville Turnpike, Kearny, N. J. 07032 

Clorox Co., 850 — 42nd Ave., Oakland, Calif. 94601 

Cochrane Division-Crane Co., Dept. BO, P. O. Box 191, King of Prus- 
sia, Pa. 19406 

Cockle Ventilator Co., Inc., 1200 S. Willis Ave., Wheeling, Il]. 60090 

Cok Electronics, Inc., Kin Tel Division, P. O. Box 623, San Diego, 

Calif. 92112 

Sole Steel Equipment Co., Inc., 415 Madison Ave., New York, N. Y. 
10017 

Colgate-Palmolive Co., 300 Park Ave., New York, N. Y. 10022 

Collins, Inc., Warren E., 210 Wood Road, Braintree, Mass. 02184 

Colson Corp., 540 N. Michigan Ave., Chicago, Ill. 60611 

Columbia Sign Equipment Co., 319 Walnut St., Columbia, Pa. 17512 

Columbus Coated Fabrics Corp., Seventh & Grant Aves., Columbus, 
Ohio 43216 

Columbus Plastic Products Inc., 
Ohio 43223 

Combustion Engineering, Inc., Windsor, Conn. 06095 

Commander-Omni Co., Inc., 1353 Myrtle Ave., Brooklyn, N. Y. 11221 

Commercial Carpet Corp., 10 W. 33rd St., New York, N. Y. 10001 

Commonwealth Felt Co., 76 Summer St., Boston, Mass. 02110 

Commonwealth Fund, 1 E. 75th St., New York, N. Y. 10021 

Community Metal Products Corp., 1213 S. Circle Ave., Forest Park, Ill. 
60130 

Comree Laboratories, Inc., 6355 S. Ashland Ave., Chicago, Ill. 60636 

Conco Surgical Products, Inc., 38 Poland St., Bridgeport, Conn. 06605 

Conex Division of Illincis Tool Works Inc., 1901 S. Mt. Prospect Road, 
Des Plaines, Ill. 60016 

Congoleum-Nairn Inc., 195 Belgrove Drive, Kearny, N. J. 07032 

Connolly Co., T. J., 300 W. Adams St., Chicago, Ill. 60606 

Consolidated Cover Co., 15 Williams Ave., San Francisco, Calif. 94124 

Consolidated Diesel Electric Corp., 880 Canal St., Stamford, Conn. 
06902 

Consolidated Machine Corp., 296 N. Beacon St., Boston, Mass. 02135 

Consoweld Corp., 700 Hooker St., Wisconsin Rapids, Wis. 54494 

Construction Products Co., inc., 4520 Bullard Ave., New York, 

10070 

Consumer & Technical Products Division, Owens-Illinois, P. O. Box 
1035, Toledo, Ohio 43601 

Continental Air Filters, Inc., P. O. Box 1647, Louisville, Ky. 40201 

Continental Can Co., Inc., 633 Third Ave., New York, N. Y. 10017 

Continental Hospital Supply, Inc., 18624 Detroit Ave., Cleveland, Ohio 
44107 

Continental Mig. Co., Inc., Dewey St., Conway, Pa. 15027 

Continental Pharmacal Co., 482] W. 130th St., Cleveland, Ohio 44135 

Continental Steel Corp., 1109 S. Main St., Kokomo, Ind. 46902 

Cook Machinery Co., Inc., 4301 S. Fitzhugh Ave., Dallas, Texas 75210 

Cooper Mig. Co., 411 S. First Ave., Marshalltown, Iowa 50158 

Copes-Vulcan Division, Blaw-Knox Co., 939 W. 26th St., Erie, Pa. 16504 

Corbin, P. & F., Division of Emhart Corp., 102 Washington St., New 
Britain, Conn. 06050 

Corbin Cabinet Lock Corp., Division of Emhart Corp., 102 Washington 
St., New Britain, Conn. 06050 

Corbin-Farnsworth, Inc., 440 Page Mill Road, Palo Alto, Calif. 94306 

Corbin Wood Products, Division of Emhart Corp., 102 Washington St., 
New Britain, Conn. 06050 

Cordley & Hayes, 443 Park Ave., S., New York, N. Y. 10016 

Corning Glass Works, P. O. Box 544, Corning, N. Y. 14831 

Correy Distributors, Inc., 1020 Commonwealth Ave., Boston, Mass. 
02215 

Cory Corporation, 3200 W. Peterson Ave., Chicago, Ill. 60645 

Cotton Goods Mig. Co., 216 N. Clinton St., Chicago, Ill. 

Couch Co., Inc., S. H., 3 Arlington St., North Quincy, Mass. 02171 

Cove-Cratt, Inc., 49 Blaisdell Ave., Laconia, N. H. 03246 

Crane Co., Plumbing-Heating-Air Conditioning Group, P. O. Box 780, 
Johnstown, Pa. 15907 

Crescent Corp., 3549 Stone St., Port Huron, Mich. 48060 

Crossfield Products Corp., 140 Valley Road, Roselle Park, N. J. 07204 

Crouse-Hinds Co., Syracuse, N. Y. 13201 

Croydon Mfg. Co., Inc., 71 W. Sth St., New York, N. Y. 10001 

Crucible Steel Company of America, P. O. Box 88, Pittsburgh, Pa. 


1625 W. Mound St., Columbus 





Crystal Research Laboratories, Inc., 29 Pearl St., Hartford, Conn. 06103 

Culligan, Inc., 1657 Shermer Road, Northbrook, Ill. 60012 

Cunningham Co., 500 S. Throop St., Chicago, Ill. 60607 

Cupples Products Corp., 2650 S. Hanley Road, St. Louis, Mo. 63144 

Curtis Companies Incorporated, 114 — 12th Ave. S., Clinton, lowa 
52732 

Curtis Mig. Co., Air Conditioning-Refrigeration Division, 1905 Kien- 
len Ave., St. Louis, Mo. 63133 

Curvlite Surgical Products Division of Mastercraft Medical & Industrial 
Corp., 43-10 — 23rd St., Long Island City, N. Y. 11101 

Custom Covers Inc., 30 Garden St., New Rochelle, N. Y. 10801 

Custom Engineering & Mig. Corp., 1073 N. Owasso Ave., Tulsa, 
Okla. 74150 

Cutler-Hammer Inc., 363 N. Twelfth St., Milwaukee, Wis. 53201 

Cutler Mail Chute Co., 76 Anderson Ave., Rochester, N. Y. 14607 

Cutter Laboratories, Fourth & Parker Sts., Berkeley, Calif. 94710 

Cyclone Fence Sales, U. S. Steel Corp., 525 William Penn Place, Pitts- 
burgh, Pa. 15230 

Cyclotherapy Inc., Box 297, Lenox Hill Station, New York, N. Y. 10021 

Cyclotherm Division of Oswego Package Boiler Co., Inc., 157 E. First 
St., Oswego, N. Y. 13126 


Davenport & Son Co., A. C., 308 E. Hellen Road, Palatine, Ill. 60067 
DePuy Mig. Co., Inc., 110 S. Columbia St., Warsaw, Ind. 46580 
Draper Products, 1718 W. 8th St., Appleton, Wis. 54912 

Duke Mig. Co., 2305 N. Broadway, St. Louis, Mo. 63160 


Dage Division, Thompson Ramo Wooldridge Inc., 455 Sheridan Ave., 
Michigan City, Ind. 46360 

Dahlstrom Mig. Corp., 413 Buffalo St., Jamestown, N. Y. 14701 

Dakon Corp., 1836 Gilford Ave., New Hyde Park, N. Y. 11041 

Dallons Laboratories, Division of International Rectifier Corp., 120 
Kansas St., El Segundo, Calif. 90246 

Darnell Corp., Ltd., 12000 Woodruff Ave., Downey, Calif. 90241 

Davies Young Soap Co., 705 Albany St., Dayton, Ohio 45401 

Davis Co., F. A., 1914 Cherry St., Philadelphia, Pa. 19103 

Davis Emergency Equipment Co., Inc., 45 Halleck St., Newark, N. J 
07104 

Davis & Geck Division of American Cyanamid Co., 1 Casper St., 
Danbury, Conn. 06813 

Davol Rubber Company, 69 Point St., Providence, R. I. 02901 

Day-Brite Lighting, A Divisionn of Emerson Electric, 5411 Bulwer Ave., 
St. Louis, Mo. 63147 

Dazor Mig. Co., 4481 Duncan Ave., St. Louis, Mo. 63110 

Dearborn Chemical Co., 375 Merchandise Mart Plaza, Chicago, Ill 
60654 

Debs Hospital Supplies Inc., 5990 N. Northwest Highway, Chicago, Ill. 
60631 

DeJur-Amsco Corp., 45-01 Northern Blvd., Long Island City, N. Y. 1110) 

De Lucien, Inc., 710 N. Brookfield St., South Bend, Ind. 46628 

Demain & Co., Inc., George, 4417 W. Pico Blvd., Los Angeles, Calif. 
90019 

Demco Library Supplies, Box 1488, Madison, Wis. 53701 

Denison Mattress Factory, 1001 W. Owing St., Denison, Texas 75021 

Denison Orthopaedic Appliance Corp., C. D., 220 W. 28th St., Balti- 
more, Md. 21211] 

Dennison Mig. Co., 300 Howard St., Framingham, Mass. 01702 

Denominator Co., Inc., Main St., Woodbury, Conn. 06798 

DeSoto Chemical Coatings, Inc., 1700 S. Mt. Prospect Road, Des 
laines, lil. 60018 

Despatch Oven Co., 623 S. E. 8th St., Minneapolis, Minn. 55414 

Detecto Scales, Inc., 540 Park Ave., Brooklyn, N. Y. 11205 

Detjen Corp., Electrocuting Fly Screen Division, 1200 Main St., Pleas- 
ant Valley, N. Y. 12569 

Detroit Diesel Engine Division General Motors Corp., 13400 W. Outer 
Drive, Detroit, Mich. 48228 

DeVilbiss Co., 300 Phillips Ave., Toledo, Ohio 43601 

DeVilbiss Co., Atomizer Division, P. O. Box 552, Somerset, Pa. 15501 

Devoe-Truscon Division, Devoe & Raynolds Co., Inc., 401 W. Main 
St., Louisville, Ky. 40202 

Devoe & Raynolds Co., Inc., 401 W. Main St., Louisville, Ky. 40202 

Dexter Diaper Factory, 236 W. 17th St., Houston, Texas 77008 

Diack Controls, (Smith & Underwood Laboratories), 1847 N. Main St., 
Royal Oak, Mich. 48073 

Diamond Crystal Salt Co., Packet Products Division, 10 Burlington 
Ave., Wilmington, Mass. 01887 

Diamond Electronics, Diamond Power Specialty Corp., P. O. Box 415, 
Lancaster, Ohio 43130 

Diana Mig. Co., 1522 S. Broadway, Green Bay, Wis. 54304 

Diaparene Products Division, Breon Laboratories, Inc., 90 Park Ave., 
New York, N. Y. 10016 

Dick Co., A. B., 5700 W. Touhy Ave., Chicago, Ill. 60648 

Dictaphone Corp., 730 Third Ave., New York, N. Y. 10017 

Dictograph Products Inc., Shelter Rock Lane, Danbury, Conn. 06810 

Diebold, Inc., 818 Mulberry Road S. E., Canton, Ohio 44702 

Dietary Products, American Hospital Supply Corp., 2020 Ridge Ave., 
Evanston, Ill. 60201 

Digitator, Inc., 2137 Dundalk Ave., Baltimore, Md. 21222 

Dillon-Lilly Co., 157 W. Kellogg Blvd., St. Paul, Minn. 55102 

Dittmar Thermometer Corp., 24025 Braddock Ave., Bellrose, N. Y. 11426 

Dittmar & Penn Corp., 5155 Bellfield Ave., Philadelphia, Pa. 19144 

Diversey Corp., 212 W. Monroe St., Chicago, II]. 60606 

Dixie Cup Division of American Can Co., 24th St. & Dixie Ave., Easton, 
Pa. 18043 

Dixon Incorporated, Wm., 32 E. Kinney St., Newark, N. J. 07101 

Dodge Corp., F. W, 119 W. 40th St., New York, N. Y. 10018 

Dole Valve Co , 6201 Oakton St., Morton Grove, III. 60053 

Dolge Co., C. B., Ferry Lane, Westport, Conn. 06880 

Don & Co., Edward, 2201 S. LaSaile St., Chicago, Ill. 60616 


Dor-O-Matic Division, Republic Industries, Inc., 7350 W. Wilson Ave., 
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Chicago, Ill. 

Dorsey Laboratories, A Division of The Wander Co., 200 N. 15th St., 
Lincoln, Nebr. 68508 

Doubleday & Co., Inc., 575 Madison Ave., New York, N. Y. 10022 

Dover Corp., Rotary Lift Division, 1054 Kansas St., Memphis, Tenn. 
38102 

Doyle Phermaceutical Co., D. M., 2330 Highway 100 S., Minneapolis, 
Minn. 55416 

Draper Shade & Screen Co., 411 S. Pearl St., Spiceland, Ind. 47385 

Dresser Mfg. Division, Dresser Industries, Inc., 4] Fisher Ave., Brad- 
ford, Pa. 16701 

Dri-Clave Corp., 54 Kinkel St., Westbury, L. I., N. Y. 11590 

Dri-Heat Food Systems, Inc., 400 W. Madison St. Chicago, Ill. 60606 

Drug Package Inc., O'Fallon, Mo. 63366 

DuBois Chemicals, Inc., 634 Broadway, Cincinnati, Ohio 45202 

DuKane Corp., 103 N. Eleventh Ave., St. Charles, Ill. 60174. 

Duke Laboratories, Inc., Duke Place, South Norwalk, Conn. 06856 

Du Mont Laboratories, Division of Fairchild Camera & Instrument Divi- 
sion, 750 Bloomfield Ave., Clifton, N. J. 07015 

Dundee Mills Inc., 1075 Avenue of The Americas, New York, N. Y. 
10018 

Dunham-Bush, Inc., 179 South St., West Hartford, Conn. 06110 

du Pont de Nemours & Co. (Inc.), E. I., Fabrics & Finishes Dept., 
Wilmington, Del. 19898 

du Pont de Nemours & Co. (Inc.), E. I., Industrial & Biochemicals 
Dept., Wilmington, Del. 19898 

DuQuaine Lectern Mfg. Inc., P. O. Box 228, Kewaunee, Wis. 54216 

Duracote Corp., 350 N. Diamond St., Ravenna, Ohio 44266 

Dutton & Co., E. P., 201 Park Ave. S., New York, N. Y. 10003 

Duxe Products, P. O. Box 1192, Cincinnati, Ohio 45201 

Dynalectron Corp., Mattern Division, P. O. Box 1035, Lake City, S. C. 
29560 

DynaWave Corp., Witz Bldg., P. O. Box 696, Staunton, Va. 24401 


Edco Surgical Supply Co., Inc., 4 W. 61st St.. New York, N. Y. 10023 
Everest & Jennings, Inc., 1803 Pontius Ave., Los Angeles, Calif. 
90025 


E. P. Co., Inc., 1580 E. Industrial St., Los Angeles, Calif. 90021 

Eastern Cyclone Conveyor System, Inc., 876 Van Houten Ave., Clifton, 
N. J. 07013 

Eastern Steel Rack Co., 166 Pleasant St., Boston, Mass. 02125 

Ebco Mia. Co., 265 N. Hamilton Road, Columbus, Ohio 43213 

Eclipse Boiler Division, Eclipse Fuel Engineering Co., Manufacturer's 
Road & Compress St., Chattanooga, Tenn. 37405 

Eclipse Fuel Engineering Co., 1100 Buchanan St., Rockford, Il. 61101 

Economics Laboratory, Inc., 250 Park Ave., New York, N. Y. 10017 

Eder Instrument Co., Inc., 2293 N. Clybourn Ave., Chicago, Ill. 60614 

Edison Chemical Co., Inc., S. M., 201 E. Erie St., Chicago Ill. 60611 

Edison Industries, Thomas A., McGraw-Edison Co., Medical Gas Di- 
vision, P. O. Box 15, Stuyvesant Falls, N. Y. 12174 

Edison Industries, Thomas A., McGraw-Edison Co., Voicewriter Di- 
vision, 51 Lakeside Ave., West Orange, N. J. 07052 

Edlund Co., Inc., 159 Home Ave. Extension, Burlington, Vt. 05401 

Edro Corp., Dyna Wash Division, Center St., P. O. Box 584 New 
Britain, Conn. 06051 

Edwards Co., Inc., 90 Connecticut Ave., Norwalk, Conn. 06852 

Eichenlaubs, 3501 Butler St., Pittsburgh, Pa. 15201 

Eidinger Mfg. Co., O., 404 S. Kolmar Ave., Chicago, II]. 60624 

Eisele & Co., 905 — 9th Ave. N., Nashville, Tenn. 37208 

Ekco Containers, Inc., Wheeling & Hintz Roads, Wheeling, III. 60090 

Elastic Tip Co., 62 Adams St., Milton, Mass. 02187 

Electric-Aire Engineering Corp., 7908 W. Grand Ave., Chicago, Ill. 
60635 

Electric Power Door, 555 W. 27th St., Hibbing, Minn. 55746 

Electricon, Inc., 9758 Klingerman St., El Monte, Calif. 91733 

Electro-Medical Laboratory, Inc., 1 Hoofprint Trail, South Woodstock, 
Vt. 05071 

Electro Surgical Instrument Co., 29 N. Water St., Rochester, N. Y. 
14604 

Electrodyne Co., Inc., 15 Southwest Park, Westwood, Mass. 02091 

Electromode Division, Friden Inc., 510 Culver Road, Rochester, N. Y. 
14603 

Elgin Softener Inc., 440 S. McLean Blvd., Elgin, Ill. 60121 

Eliscu & Co., Inc., 229 W. 36th St., New York, N. Y. 10018 

Elkay Mfg. Co., 2700 S. 17th Ave., Broadview, II]. 60155 

Elkhart Brass Mfg. Co., Inc., 1302 W. Beardsley Ave., Elkhart, Ind. 
46518 

Elkington Mfg. Co., 1100 Shafter Ave., San Francisco, Calif. 94124 

Elkirt Verticals, Inc., P. O. Box 284, Des Moines, Iowa 50301 

Elliott-Williams Co., Inc., 3737 Sutherland Ave., Indianapolis, Ind. 46218 

Ellis Drier Co., 2444 N. Pulaski Road, Chicago, II]. 60639 

Ellison Bronze Co., Inc., Box 309, Jamestown, N. Y. 14701 

Emblom Mfg. Co., 11301 E. Ocean Ave., La Habra, Calif. 90631 

Emeco Corp., 805 Elm Ave., Hanover, Pa. 17331 

Emergency Kit Corp., 1841 Broadway, New York, N. Y. 10023 

Emerson Co., 1. H., 22 Cottage Park Ave., Cambridge, Mass. 02140 

Emrick Industries, Inc., 2515 Miller Road, Kalamazoo, Mich. 49001 

Englander Co., Inc., 1720 Merchandise Mart, Chicago, Ill. 60654 

Enochs Mfg. Co., Inc., 301 S. Davidson St., Indianapolis, Ind. 46202 

Erickson Industries Inc., River Falls, Wis. 54022 

Erie City Iron Works, 1500 East Ave., Erie, Pa. 16503 

Erie City Mfg. Co., 100 W. 12th St., Erie, Pa. 16502 

Ernst, Inc., Charles K., 1001 E. Ferry St., Buffalo, N. Y. 14211 

Espy Curtis Co., 626 Busse Highway, Park Ridge, Ill. 60068 

Essential Chemicals Co., 5906 N. Port Washington Road, Milwaukee, 
Wis. 53217 
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EvenView Television Systems, 2050 S. Westgate Ave., Los Angeles, 

Executone Inc., 47-37 Austell Place, Long Island City, N. Y. 11101 

x ndustrial Marketing Division, The Electric Storage Battery 
Rising Sun & Adams Ave., Philadelphia, Pa. 19120 


Fr 


Fixtures Mig. Corp., 1642-N9 Crystal Ave., Kansas City, Mo. 64126 
Flex-Straw Co. International. 1504 — 10th St.. Santa Monica, Calif. 


90406 
Kitchen Equipment Dept., 103 E. Maple St., Hoopeston, 


Bell St., Montgomery, Ala. 36104 
of Mass., 19 Walnut St., West Roxbury, Mass. 02132 
103 Old Colony Ave., East Taunton, Mass. 02718 
The, 393 Lafayette St., New York, N.Y. 10003 
Morse & Co., 1290 Avenue of the Americas, New York, N. Y. 


s Morse Power Systems Division, 701 Lawton Ave., Beloit, Wis. 
20 Stern Ave., Springfield, N. J. 07081 
The Gray Mig. Co., 805 S. Maumee St., Tecumseh, 


1 Co., P. O. Box 443, Fairbault, Minn. 55021 
134 E. Franklin St., Elkhart, Ind. 46514 
ms, 71 W. 35th St., New York, N. Y. 10001 
xzmes G., 847 W. Jackson Blvd., Chicago, II]. 60607 
& Equipment Co., 4256 W. Diversey Ave., Chicago, Ill. 


>., 1421 N. Garvin St., Evansville, Ind. 47717 
, E. 4th St., Ashland, Ohio 44805 
Thomas, 315 Auburn St., Auburndale, Mass. 02166 
yasher Co., Inc., 175 Colvin St., Rochester, N. Y. 14602 
ent Co., P O. Box 446, Carlisle, Pa. 17013 
26-26 Fourth St., Long Island City, N. Y. 11102 
Corporation, 82 W. Dedham St., Boston, Mass. 02118 
515 E. Innis Ave., Columbus, Ohio 43207 


Products Division, 1101 E. Kibby S5t., 


Architectural 

ted, 413 Main St., Ashland, Mass. 01721 

ories, 6301 Lincoln Ave., Morton Grove, Ill. 60053 
, 2400 S. Division Ave., Grand Rapids, Mich. 49507 
Inc fospital Division, 6th & Pine Sts., Greenfield, 


Box Co., Inc., 312 Third Ave. N., Minneapolis, Minn. 55401 
rp., 49-] Liberty St., Newark, N. J. 07102 


So., 271 W. Prospect St., Waldwick, N. J. 07463 


Finnell System Division of Masury-Young Co., 76 Roland St., Boston, 
Mass. U2129 

Fire-Lite Alarms, Inc., 190 N. Fulton Terrace, New Haven, Conn. 06502 

Firemark, A Division of Rixson Inc., 9100 W. Belmont Ave., Franklin 
Park, Ill. 60131 

Firestone Rubber & Latex Products Co., 1 Firestone Ave., Fall River, 
Mass. 02722 

Fischer & Co., R. A., 517 Commercial St., Glendale, Calif. 91203 

Fischman Co., 10th at Allegheny Ave., Philadelphia, Pa. 19133 

Fish Oven Co., A. J., Division United Industries, Inc., 1546 Henry Ave., 
Beloit, Wis. 53512 

Fisher Scientific Co., 717 Forbes Ave., Pittsburgh, Pa. 15219 

Flake ice Machines, Inc., 4309 W. Lake St., Chicago, Ill. 60624 

Fleet Co., Inc., C. B., 4615 Murray Place, Lynchburg, Va. 24505 

Fleet of America, Inc., 2015 Walden Ave., Buffalo, N. Y. 14225 

Flintkote Co., 30 Rockefeller Plaza, New York, N. Y. 10020 

Floor Tile Division, The Ruberoid Co., 733 Third Ave., New York, 
N. Y. 10017 - 

Flooring & Adhesive Division, The Flintkote Co., 30 Rockefeller Plaza, 
New York, N. Y. 10020 

Flour City Brush Co., 918 N. 3rd St., Minneapolis, Minn. 55401 

Flynn Mig. Co., Michael, 700 E. Godfrey Ave., Philadelphia, Pa. 19124 

Foam-Fair Mills, Inc., 107 Sprague Ave., Middleton, N. Y. 10940 

Foley-Irish, Division of Insinger Machine Co., 6245 State Road, Phila- 
delphia, Pa. 19135 

Food Warming Equipment Co., Inc., 235 Bond St., Elk Grove Village, 
Ill. 60007 

Forbes Brothers Co., 818 Santa Fe Ave., Los Angeles, Calif. 90021 

Foregger Co., Inc., 2 Lambert St., Roslyn Heights, L. I., N. Y. 11577 

Forman Bronze Co., Inc., The, 999 Willoughby Ave., Brooklyn, N. Y. 
11221 

Formica Corp., 4614 Spring Grove Ave., Cincinnati, Ohio 45232 

Forms Development Corp., Civic Center Bldg., Lafayette & Leonard 
Sts., New York, N. Y. 10013 

Forster Mig. Co., Wilton, Maine 04294 

Fort Howard Paper Co., P. O. Box 639, Green Bay, Wis. 54305 

Foster Bros. Mig. Co., 2101 S. Vandeventer Ave., St. Louis, Mo. 63110 

Foster Refrigerator Co., Mill & N. Second Sts., Hudson, N. Y. 12534 

Fostoria Corp , 1200 N. Main St., Fostoria, Ohio 44830 

Foxboro Co., 38 Neponset Ave., Foxboro, Mass. 02035 

re Co., Division of Fram Corp., 135 Zenne St., Henderson, N. C. 


, Inc., Bernard, Frankford & Torresdale Aves., Philadelphia, 


: Hospital Equipment Corp., 116 Academy St., Newark, N. J. 
07102 
Franklin Products Corp., 400 W. Madison St., Chicago, Ill. 60606 
Franklin Research Co., 5134 Lancaster Ave., Philadelphia, Pa. 19131 








Important to every food service 
operation today. 


Because, as more and more people 
eat out more frequently, their tastes 
become more educated. 


That's why positive control in 

preserving food ‘‘tastes’’ becomes more 
important, every day, to your profit 
column. And that's the job 
Thurmaduke is designed to do. 


a taste 
bud © 





Franz Mig. Co., Inc., Printers Lane, South Boulevard Business Park, 
New Haven, Conn. 06511 

Frederiksen Co., Gudrun, P. O. Box 481, Oakland, Calif. 94604 

Freez King Division of Tastee Freez Industries, Inc., 1200 N. Homan 
Ave., Chicago, Ill. 60651 

Frick Company, W. Main St., Waynesboro, Pa. 17268 

Frick Co., W. H., Division of Lincoln Mig. Co., 1425 Progress Road, 
Fort Wayne, Ind. 46808 

Frick-Gallagher Mig. Co., Michigan Ave., Wellston, Ohio 45692 

Frick, Inc., W. H., 1380 Dodge Court, Clevelund, Ohio 44114 

Friden, Inc., 2350 Washington Ave., San Leandro, Calif. 94577 

Frigidaire Division, General Motors Corp., 300 Taylor St., Dayton, 
Ohio 45401 

Frohock-Stewart, Inc., 79 Beacon St., Worcester, Mass. 01608 

Frymaster Corp., 460 Fortson St., Shreveport, La. 71107 

Fuller Brush Co., Industrial Products Division, 88 Long Hill St., East 
Hartford, Conn. 06108 

Fyr-Fyter Co., The, Globe Automatic Sprinkler Dept., P. O. Box 275, 
Newark, N. J. 07114 


General Cubicle Co., P. O. Box 172. Ambler, Pa. 19002 

Gennett & Sons, Inc., 1 Main St., Richmond, Ind. 47374 

Gomco Surgical Mig. Corp., 832-H E. Ferry St., Buffalo, N. Y. 14211 

Guardian Products Co., Inc., 8277 Lankershim Bivd., North Holly- 
woed, Calif. 91605 


G N Papers Inc., Taftville, Conn. 06380 

GPL Division General Precision, Inc., 63 Bedford Road, Pleasantville, 
N. Y. 10570 

Game-Time, Inc., Litchfield, Mich. 49252 

Gamewell Co., 1238 Chestnut St., Newton, Mass. 02164 

Garb-E! Products Corp., 443 Delaware Ave., Buffalo, N. Y. 14202 

Gardner Mig. Co., 263-H Kansas St., Horicon, Wis. 53032 

Gasway Corp., 6463 N. Ravenswood Ave., Chicago, Ill. 60626 

Gaylord Bros., Inc., P. O. Drawer 61, Syracuse, N. Y. 13201 

Gaymar Industries, Inc., 701 Seneca St., Buffalo, N. Y. 14210 

Geerpres Wringer, Inc., 1780 Harvey St., Muskegon, Mich. 49442 

Geigy Pharmaceuticals, Division of Geigy Co., Inc., Saw Mill River 
Road, Ardsley, N. Y. 10502 

Gem Refrigerator Co., 165 W. Wyoming Ave., Philadelphia, Pa. 19140 

Genco X-Ray Shielding Products Co., Division of The General Tank 
Corp., 1810 Harrison Ave., Kearny, N. J. 07032 

Gendron Wheel Co., Division of Howe Sound Co., 4334 W. Central 
Ave., Toledo, Ohio 43615 

General Air Products Corp., 5345 N. Kedzie Ave., Chicago, Ill. 60625 

General Bandages Inc., 8300 Lehigh Ave., Morton Grove, II]. 60053 


General Blower Co., Division of Ilg Electric Ventilating Co., 571 S. 
Wheeling Road, Wheeling, Ill. 60090 

General Controls Co., 801 Allen Ave., Glendale, Calif. 91201 

General Electric Communication Products Dept., P. O. Box 4197, Lynch- 
burg, Va. 24501 

General Electric Co., Apparatus Sales, 1 River Road, Schenectady, 
N. Y. 12305 

General Electric Co., Commercial Equipment Dept., 14th & Arnold Sts., 
Chicago Heights, Ill. 60411 

General Electric Co., Housewares Division, 1285 Boston Ave., Bridge- 
port, Conn. 06602 

General Electric Co., Large Lamp Dept., Nela Park, Cleveland, Ohio 
44112 

General Electric Co., Major Appliance Division, Appliance Park, Louis- 
ville, Ky. 40225 

General Electric Co., TV Receiver Dept., Electronics Park, Syracuse, 
N. Y. 13201 

General Electric Co., X-Ray Dept., 4855 Electric Ave., Milwaukee, Wis. 
$3201 

General Fireproofing Co., Dennick Ave., Youngstown, Ohio 44501 

General Fittings Co., P. O. Box 151, East Greenwich, R. I. 02818 

General Floorcratft, Inc., 3630 Rombouts Ave., Bronx, N. Y. 10466 

General Lighting Co., Inc., 248 McKibbin St., Brooklyn, N. Y. 11206 

General Medical Supply Corp., 1661 W. 16th St., Indianapolis, Ind. 
46202 

General Slicing Machine Co., Inc., Walden, N. Y. 12586 

General Tire & Rubber Co., Bolta Products Division, 70 Garden St., 
Lawrence, Mass. 01842 

General Tire & Rubber Co., Bldg. Materials Division, 1708 Englewood, 
Ave., Akron, Ohio 44309 

Geneva Industries, Inc., Hospital Casework Division, 201 S. Eighth 
St., Geneva, Ill. 60134 

Gentex Corp., 450 Seventh Ave., New York, N. Y. 10001 

Gering Plastics Co., N. Seventh St. & Monroe Ave., Kenilworth, N. J. 
07033 

Gifford-Wood, Inc., 1 Hudson Ave., Hudson, N. Y. 12534 

Gilbert Co., Inc., D. L., P. O. Box 1952, Columbus, Ohio 43216 

Glasco Division, Universal Match Corp., 5th & Perkins St., P. O. Box 
712, Muncie, Ind., 47302 

Glassips, Inc., 23 W. Susquehanna Ave., Towson, Md. 21204 

Gleason Corp., 325 N. Plankinton Ave., Milwaukee, Wis. 53203 

Glenco Refrigeration Corp., Janney & Ann Sts., Philadelphia, Pa. 19134 

Glenoit Mills Inc., 111 W. 40th St., New York, N. Y. 10018 

Glidden Co., 900 Union Commerce Bldg., Cleveland, Ohio 44114 

Globe Safety Products, Inc., 125 Sunrise Place, Dayton, Ohio 45407 

Gloekler Refrigerator Co., P. O. Box 1154, Erie, Pa. 16512 

Glynn-Johnson Corp., 4422 N. Ravenswood Ave., Chicago, Ill. 60640 

Goder Incinerators, Joseph, 2483 Greenleaf Ave., Elk Grove Village, 
Ill. 60007 





Thurmaduke Waterless keeps each 

type of food at the flavor-peak that 
makes your customers tell others. And 

it does it at up to 70% savings in fuel 
costs. So there’s hardly any reason to 
mention that Thurmaduke costs less to 
install and is so much easier to keep clean. 


Write for further information and catalogs. 


THURMADUKE BY 


UKE 


DUKE MANUFACTURING CO. «+ ST. LOUIS, MO. 63160 
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Jleveland, Ohio 44105 
Bronx, N. Y. 10452 
, Berkeley, Calif. 94710 
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ot St., Warner, N. H. 03278 
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an Buren St., Chicago, II]. 60607 


o., 164 Clymer St., Brooklyn, N. Y. 11211 


Herrick Refrigerator Co., 1019 Commercial St., Waterloo, Iowa 50702 

Herring-Hall-Marvin Safe Co., 1550 Grand Blvd., Hamilton, Ohio 45011 

Herrmiditier Co., 1810 Hempstead Road, Lancaster, Pa. 17601 

Higgs Associates, Inc., Homer, 150 E. 35th St., New York, N. Y. 10016 

Hild Floor Machine Co., Inc., 1217 W. Washington Blvd., Chicago, Ill. 
60607 

Hill Laboratories Co., 445 Lincoln Highway, Malvern, Pa. 19355 

Hill-Rom Co., Inc., Highway 46, Batesville, Ind. 47006 

Hill Shaw Co., 311 N. Desplaines St., Chicago, Ill. 60606 

Hillyard Chemical Co., Hospital Division, 302 N. 4th St., St. Joseph, 
Mo. 64502 

Hobart Mfg. Co., 711 Pennsylvania Ave., Troy, Ohio 45373 

Hobby & Brown Electronic Corp., 237 Sunrise Highway, Rockville 
Centre, L. I., N. Y. 11570 

Hodges & Co., Inc., William, American St. at Columbia Ave., Phila- 
delphia, Pa. 19122 

Hoffmaster Co., Inc., 47 E. 8th Ave., Oshkosh, Wis. 54902 

Holcomb Mig. Co., Inc., J I1., 1601 Barth Ave., Indianapolis, Ind. 46207 

Holcomb & Hoke Mfg. Co., Inc., 1545 Calhoun St., Indianapolis, Ind. 
46207 

Holiday Handicrafts, Inc., 10 Bridge St., Winsted, Conn. 06074 

Hollister Incorporated, 833 N. Orleans St., Chicago, Ill. 60610 

Holmes Co., Inc., T. J., 301 W. Main St., Chartley, Mass. 02712 

Holt Mig. Co., P. O. Box 16296, Tampa, Fla. 33617 

Holub Industries, Inc., 413 DeKalb Ave., Syramore, II]. 60178 

Honeywell, 2753 Fourth Ave. S., Minneapolis, Minn. 55408 

Hoover Co., 101 E. Maple St., North Canton, Ohio 44720 

Hope's Windows, Inc., 84 Hopkins Ave., Jamestown, N. Y. 14701 

Horizon Industries, 400 Upper Midwest Bldg., Minneapolis, Minn. 5540) 

Horner Woolen Mills Co., 224 N. Main St., Eaton Rapids, Mich. 48827 

Hospac Corp., 58-09 — 32nd Ave., Woodside, N. Y. 11377 

Hosp-i-Ware Products Division of Bloomfield/Silex Industries, Inc., 
4546 W. 47th St., Chicago, Ill. 60632 

Hospital Beauty Service Systems, Inc., Suite 4, 625 Peach Orchard 
Ave., Dayton, Ohio 45419 

Hospital Equipment Co., 2444 Wilshire Blvd., Santa Monica, Calif. 90403 

Hospital Forms Service, 500 N. Dearborn St., Chicago, Ill. 60610 

H 7 Inc., 936 N. Michigan Ave., Chicago, Ill. 60611 

y Co., 1991 E. 66th St., Cleveland, Ohio 44103 

Hospital St ‘ Publishing Co., 42 S. Paca St., Baltimore, Md. 21201 

Hospital Supply Co., Inc., 50-25 — 38th St., Long Island City, N. Y. 
11101 

Hospital Supply & Development Co., Inc., 534 Center St., Braddock, 

15104 

Hospix TV Services, 148 S. Northwest Highway, Barrington, Ill. 60010 

Hot-R-Cold Pak, Inc., 115 Sagamore St., Quincy, Mass. 02171 

Hotel Radio Manufacturers, Inc., 601 W. Fort St., Detroit, Mich. 48226 

Hotpoint, A Division of General Electric Co., 5600 W. Taylor St., Chi- 
cago, Ill. 60644 

Hough Mig. Corp., 1029 S. Jackson St., Janesville, Wis. 53545 

Houghton Mifflin Co., 2 Park St., Boston, Mass. 02107 

Howard Cabinet Co., Bob, 5000 W. Jefferson Blvd., Los Angeles, 
Calif. 90016 

Howard Refrigerator Co., Inc., Grant Ave. & Blue Grass Road, Phil- 
adelphia, Pa. 19114 

Howard Sales Co., P. O. Box $113, Pasadena, Calif. 91107 

Howe Folding Furniture, Inc., 360 Lexington Ave., New York, N. Y. 10017 

Howell Co., Division of Interlake Steel Co., 432 S. First St., St. Charles, 
Ill. 60174 

Hoyt Mig. Co., Forge Road, Westport, Mass. 02790 

Hubbert & Son, Inc., B. H., 1311 S. Ponca St., Baltimore, Md. 21224 

Hudson Oxygen Therapy Sales Co., 280] Hyperion Ave., Los Angeles, 
Calif. 90027 

Hunnewell Soap Co., 1136 Harrison Ave., Cincinnati, Ohio 45214 

Huntington Furniture Corp., 624 N. Academy St., Lincolnton, N. C. 
28092 

funtington Laboratories, Inc., 900 E. Tipton St., Huntington, Ind. 46750 
ron Chrome Products, 1602 Factory Ave., Marion, Ind. 46952 
chinson Products Co., 331 Negley Ave., Butler, Pa. 1600) 
dor Therme Corp., 7210 Airport Highway, Pennsauken, N. J. 08109 
draulic Products Co., 509 Westminster St., Providence, R. I. 02903 
draxtor Co., 7120 W. Touhy Ave., Chicago, Ill. 60648 
dro-Products Associated, 547 W. Harvard Blvd., Roseburg, Ore. 97470 
po Surgical Supply Corp., 11 Mercer St., New York, N. Y. 10013 
san Products Co., 932 W. 38th Place, Chicago, Ill. 60609 


Ile Electric Corp., Reach Road, Williamsport. Pa. 17704 
IPCO Hospital Supply Corp., Contract Division, 161 Sixth Ave., New 
York, N. Y. 10013 


ITT Bell & Gossett Inc., 8200 N. Austin Ave., Morton Grove, IIl., 60053 

ITT Kellogg, 6650 S. Cicero Ave., Chicago, Ill. 60638 

ITT Nesbitt, A Subsidiary of International Telephone & Telegraph 
Corp., State Road & Rhawn St., Philadelphia, Pa. 19136 

Iig Electric Ventilating Co., 2850 N. Pulaski Road, Chicago, Ill. 60641 

Illinois Lock Co., 301 W. Hintz Road, Wheeling, Ill. 60090 

Imperial Products Corp., 220 S. Second St., Waco, Texas 76703 

Improved Hospital Methods, Inc., Box 5981, Cleveland, Ohio 44101 

In-Sink-Erator Mig. Co., 4700 — 21st St., Racine, Wis. 53405 

Indian Head Mills, Inc., 1430 Broadway, New York, N. Y. 10018 

Industrial Chemical Laboratories, Inc., 1015 N. 14th St., Omaha, Nebr. 
68102 

Inertol Co., Inc., 487 Frelinghuysen Ave., Newark, N. J. 07114 

Ingersoll Products, Division of Borg-Warner Corp., 1100 W. 120th St., 
Chicago, Ill. 60643 

Ingersoll-Rand Co., 11 Broadway, New York, N. Y. 10004 

Inland Bed Co., 2900 W. 36th St., Chicago, Ill. 60632 





Let 
IPCO 
do the 
worrying 
for you 


Whether you’re contemplating a new installation \ Sor an addition or renovation —we'll 


work with your architect Is — we'll help you think through and carry through every detail 


Js 
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(Becca specifications, ws textiles, Le Beneral supplies, 4 1 office fur- 
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. . — 7 ’ puncnast | ° 
nishings; Tce Il handle all procurement— +\"=*-\ supervise ‘, | assem- 


along the way: Decor, }\— Va oi= quipment, Bre 


rt 
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bly, and installation—and provide unmatched performance and maintenance guarantees. 
=— Service? IPCO Hospital Supply Corporation has 14 conveniently located branches. 


2p 
anata 


Write us now. J——_% 


Contract Division 


IPCO HOSPITAL SUPPLY CORP. 


Gen. Offices: 161 — 6th Avenue, New York, N.Y. 10013 
OFFICES AND WAREHOUSES THROUGHOUT THE COUNTRY 
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icts Co., 4161 W. Burnham St., Milwaukee, Wis. 


hine Co., 6245 State Road, Philadelphia, Pa. 19135 

Food Equipment Corp., 6323 Maywood Ave., Huntington 
! po ll Inc., 5500 Muddy Creek Road, Cincinnati, Ohio 
z1 Corp., Coated Fabrics Division, 837 Buckingham St., To- 
aioe Works Co., 850 Spruce St., East Stroudsburg, Pa. 


Bronze Tablet Co., Inc., 150 W. 22nd St., New York, 


Business Machines Corp., 590 Madison Ave., New York, 


nvalescent Aids, 14 E. 38th St., New York, N. Y. 10016 
Diesel Electric Co., Inc Route 17, Sloatsburg, N. Y. 
pital Products, Inc., 905 Air Way, Glendale, Calif. 


_ Inc., 16809 Hawthorne Blvd., Lawndale, Calif. 
lotel Division, 500 S. Broad St., Meriden, 


Telegraph Corp., Industrial Products Divi- 
e San Fernando, Calif. 91342 
Exchange, Inc., Engineers Hill, 11 Skyline Drive, Plain- 
11803 
Lee St Ohio 44254 
4 th St., Lona Beach, Calif. 90813 
26th & Franklin Sts., Manitowoc, Wis. 


t America, 19 Walnut St., West Roxbury, Mass. 


101 Jefferson Road, Rochester, N. Y. 14603 


J 
N. Y. 10010 


Inc., 225 Fifth Ave., New York 
Ory 3447 Union Pacific Ave., Los Angeles 


Industrial Park, Tampa, Fla. 33604 
San Pablo Ave., Berkeley, Calif. 94702 
178 Blackstone Ave., Jamestown 


tll. 60605 
s Angeles, Calif. 90003 


Jeannette, Pa. 15644 
1102 Stadium Drive, Indianapolis, Ind. 
th St., & Lehigh Ave., Philadelphia, Pa. 
ver Road, Yonkers, N. Y. 10702 
i 2 Letchworth St., Buffalo, N. Y. 14213 
S., New York, N. Y 10016 
2141 S. Jefferson St., Chicago, Ill. 60616 
Box 653, Toledo, Ohio 43601 
irette St., Stevens Point, Wis. 54482 
3t., New York, N. Y. 10016 
700 Hilloway Road, Minnetonka, Minn. 55426 
374 Summit St., Elgin, Il. 60120 
Johnson & Johnson Hospital 


4 icts Co., Division, 
08903 
Special Products Division, 222 Vine St., Mid- 


507 E. Michigan St., Milwaukee, Wis. 53201 
Hospital Division, 501 George St., New Bruns- 
S. C., 1525 Howe St., Racine, Wis. 53403 
261 Fifth Ave., New York, N. Y. 10016 
ument Co., 315 S. Honore St., Chicago, Ill. 60612 
lisrr quipment Co., 315 S. Honore St., Chicago, Ill. 60612 
ducts Co., Zylon Products, Inc., Subsidiary, P. O. Box 
tte, Ohio 43845 
Refrigerator Co., 2200 Kennedy St., Philadelphia, 


igan City, Ind. 46360 
rer Bldg Pittsbu rgh, Pa. 15222 
233 King Ave., Franklin Park, Ill. 60131 


Kadan Co., Inc., D. A., 29 Clinton St.. Yonkers, N.Y. 10701 
Kohler Co., Kohler, Wis. 53044 
Kuttnauer Mig. Co., Inc., 2189 Beaufait Ave., Detroit, Mich. 48207 


KVP Sutherland Paper Co., 1957 Riverview Drive, Kalamazoo, Mich. 
49004 

Kahlenberg Laboratories, Inc., P. O. Box 1660, Sarasota, Fla. 33578 
falwall Corp., 88 Pine St., Manchester, N. H. 03103 

Kane 3. Corp., N. Fraley St., Kane, Pa. 16735 

Kansas City White Goods Mfg. Co., 1819 Baltimore Ave., Kansas City, 
ee 64108 
fant-Slam Door Check Co., Spring & Jefferson St., Bloomfield, Ind 
rire 24 

Kari-Vac Inc., 11214 S. Western Ave., Chicago, Ill. 60643 


Karoll's Inc., 32 N. State St., Chicago, Ill. 60602 

Katolight Corp., First Ave. & Chestnut St., Mankato, Minn. 56001 

Kaumagraph Co., 14th & Poplar Sts., Wilmington, Del. 19899 

Kawneer Co., i105 N. Front St., Niles, Mich. 49120 

Kaye Thermometer Corp., 230 Third St., Brooklyn, N. Y. 11215 

Keever Co., 538 E. Town St., Columbus, Ohio 43215 

Keleket, A Division of Laboratory for Electronics, Inc., 1601 Trapelo 
Road, Waltham, Mass. 02154 

Kelite Corp., 81 Industrial Road, Bldg. 7, Berkeley Heights, N. J. 07922 

Kellogg Mann Corp., 793 Michigan Ave., Buffalo, N. Y. 14203 

Kelvinator Division, American Motors Corp., 14250 Plymouth Road, 
Detroit, Mich. 48232 

Kendall Co., The, Hospital Products Division, 309 W. Jackson Blvd., 
Chicago, Il 

Kendell Enterprises, 2714 Holly Ave., Arcadia, Calif. 91007 

Kennatrack, Division of Ekco Products Co., 2814 W. Peterson Ave., 
Chicago, Ill. 60645 

Kent Co., 500 East St., Elkhart, Ind. 46514 

Kentile, Inc., 58 Second Ave., Brooklyn, N. Y. 11215 

Ketcham Mig. Corp., G. M., 70-70 — 80th St., Glendale, Brooklyn, N. Y. 
11227 

Kewanee Washer Corp., 838 Burlington Ave., Kewanee, Ill. 61443 

Kewaunee Mig. Co., 5024 S. Center St., Adrian, Mich. 49221 

Keyes Fibre Co., Upper College Ave., Waterville, Maine 04902 

Keystone Cane & Crutch Co., 1262 Markley St., Norristown, Pa. 19401 

Keystone Scent-Conditioner Corp., 315 N. 12th St., Philadelphia, Pa. 
19107 

Kidde & Co., Inc., Walter, 675 Main St., Belleville, N. J. 07109 

Kimberly-Clark Corp., Neenah, Wis. 54957 

King Medical Equipment Co., Inc., 780 E. 180th St., New York, N. Y. 
10060 

Knapp-Monarch Co., Bent & Potomac Sts., St. Louis, Mo. 63116 

Knight & Son, Inc., H. W., 25 Chestnut St., Seneca Falls, N. Y. 13148 

Koch Refrigerators, Inc., 401 Funston Road, Kansas City, Kans. 66115 

Koenigkramer Co., F. & F., 96 Caldwell Drive, Cincinnati, Ohio 45216 

Koffler Sales Corp., 4236 Lincoln Ave., Chicago, Ill. 60618 

Kohnstamm & Co., Inc., H., 11 E. Illinois St., Chicago, II]. 60611 

Kold-Dratt Division, Uniflow Mfg. Co., 1525 E. Lake Road, Erie, Pa. 
16511 

— p Ome Industrial Division, 3848 Richard St., Macedon, N. Y. 


Products Co., Inc., 1056 W. Mason St., Green Bay, 


L 


LaBerne Mig. Co., 819 Leesburg Road, Columbia, S. C. 29205 

Lake Shore Markers, Inc., 654 W. 19th St., Erie. Pa. 16512 

Lakeside Mig. Inc., 1977 S. Allis St., Milwaukee, Wis. 53207 

Liquid Carbonic Division of General Dynamics Corp., 135 S. LaSalle 
St. Chicago, Ill. 60603 

Logan, Inc., 848 N. Fair Oaks Ave., Pasadena, Calif. 91103 

Lumex, Inc., General Medical Equipment Corp.. 100 Spence St., Bay 
Shore, N. Y. 11706 


LCN Closers, Inc., 111 W. Railroad Ave., Princeton, Ill. 61356 

L & B Products Corp., 3247 Laconia Ave., Bronx, N. Y. 10469 

LaBerne Mig. Co., 819 Leesburg Road, Columbia, S. C. 29205 

Laboratory Furniture Co., Inc., P. O. Box 2308, Richmond, Va. 23217 

La Crosse Cooler Co., 2809 Losey Blvd. S., La Crosse, Wis. 54601 

Lakeside Mig. Inc., 1977 S. Allis St., Milwaukee, Wis. 53207 

Lam Inc., 414 Main St., Wakefield, Mass. 01880 

Lambert, Inc., 519 Hunter Ave., Dayton, Ohio 45404 

Lamco Chemical Co., Inc., 33 Commercial Wharf, Boston, Mass. 02110 

Lamson Corp., 3100 Lamson St., Syracuse, N. Y. 13201 

Lane & Bros., Inc., W. T., Prospect St., Poughkeepsie, N. Y. 12601 

Lau Blower Co., 2027 Home Ave., Dayton, Ohio 45407 

Lawler Automatic Controls, Inc., 453 N. MacQuesten Parkway, Mount 
Vernon, N. Y. 10552 

Lawlor Mfg. Co., S. C., 1932 N. 15th St., Melrose Park, Ill. 60160 

Lawrence Bros., Inc., 2 First Ave., Sterling, Ill. 61081 

Lawton Co., 425 Park Ave. S., New York, N. Y. 10016 

Lea & Febiger, 600 S. Washington Square, Philadelphia, Pa. 19106 

Lead Fabricators, Inc., 225 Belgrove Drive, Kearny, N. J. 

Le Beau Products Co., 9815 Northend Ave., Ferndale, Mich. 48220 

Lederle Laboratories Division, American Cyanamid Co., P. O. Box 149, 
Pearl River, N. Y. 10965 

Leebaw Mig. Co., 9 Industrial Park Drive, Canfield, Ohio 44406 

Leeming/Pacquin Division of Chas. Pfizer & Co., Inc., 100 Jefferson 
Road, Parsippany, N. J. 07054 

Leeming & Co. Division, Thos., Chas. Pfizer & Co., Inc., 235 E. 42nd 
St., New York, N. Y. 10017 

Le Fevre Chemical Co., 1708 W. Main St., Oklahoma City, Okla .73106 

Legge Co., Inc., Walter G., Architects’ Bldg., 101 Park Ave., New 
York, N. Y. 10017 

Legion Utensils Co., Inc., 21-07 — 40th Ave., Long Island City, N. Y. 
11101 

Lehn & Fink Products Corp., Professional Division, 4934 Lewis Ave., 
Toledo, Ohio 43612 

Leland Detroit Mig. Co., 5945 Martin Ave., Detroit, Mich. 48210 

Lenderking Metal Products Inc., 1000 S. Linwood Ave., Baltimore, Md. 
21224 


Lennox Industries Inc., 200 S. 12th Ave., Marshalltown, lowa 50158 
Lenox Plastics, Inc., 4417 Oleatha yo St. Louis, Mo. 63116 
Leonard Valve Co., 1360 Elmwood Ave., Cranston, R. I. 02907 
Lern Inc., 1455 W. Hubbard St., Chicago, Ill. 60622 

Lever Brothers Co., 390 Park Ave., New York, N. Y. 10022 





Levernier Laboratories, Inc., P. O. Box 268, Syracuse, Ind. 46567 

Levy Co., Harry, 118 E. 129th St., New York, N. Y. 10035 

a Laboratories, Inc., 202 S. Dean St., Englewood, N. J. 

ae eng & Mfg. Corp., 20 W. Chestnut St., Souderton, Pa. 

Leyse Aluminum Co., Kewaunee, Wis. 54216 

ay | Glass Division, Owens-Illinois, P. O. Box 1035, Toledo, Ohio 

Libbey-Owens-Ford Glass Co., 811 Madison Ave., Toledo, Ohio 43602 

Lientz Sales Co., E. C., P. O. Box 667, Fillmore, Calif. 93015 

Lifteez Co., 6012 Tyrone Ave., Van Nuys, Calif. 94101 

Lilly & Co., Eli, P. O. Box 618, Indianapolis, Ind. 46206 

Lily Mills Co., Drawer 240, Shelby, N. C. 28150 

Lily-Tulip Cup Corp., 122 E. 42nd St., New York, N. Y. 10017 

Lin Mig. Co., 135 E. Frisco Ave., Clinton, Okla. 73601 

Linbro Chemical Co., Inc., 681 Dixwell Ave., New Haven, Conn. 0651] 

Lincoln Mig. Co., Inc., 1425 Progress Road, Fort Wayne, Ind. 46808 

oe Products Co., Inc., 260 Duffy Ave., Hicksville, N.Y. 

Lippincott Co., J. B., 227 S. Sixth St., Philadelphia, Pa. 19105 

Listening Library, Inc., 1 Park Ave., Old Greenwich, Conn. 06870 

Little Mig. Co., 122 Rose Terrace, Wadesboro, N. C. 28170 

Livers Bronze Co., 1608 S. Marsh Ave., Kansas City, Mo. 64126 

Lorvic Corp., 5553 Easton Ave., St. Louis, Mo. 63112 

Loudon Mfg. & Sales Inc., 2524 — 27th Ave. S., Minneapolis, Minn 
55406 

Lowerator Division, American Machine & Foundry Co., 261 Madison 
Ave., New York, N. Y. 10016 

Lowndes Products, Inc., 4946 Parkside Ave., Philadelphia, Pa. 19131 

Ludowici-Celadon Co., 75 E. Wacker Drive, Chicago, Ill. 60601 

Luxo Lamp Corp., Dock St., Port Chester, N. Y. 10574 

Lyon Metal Products, Inc., 2933 Railroad Ave., Aurora, Ill. 60507 


McClintock Mfg. Co., Division of Ekco Products Co., 802 W. Whittier 
Blvd., W r, Calif. 90608 
rator Co., Inc., McCray Court, Kendallville, Ind. 46755 
mpany, 335 Main St., Reading, Mass. 01867 

d Produ Corp., 721 Seneca St., Buffalo, N. Y. 14210 

McDougall Butler Co., 929 Main St., Buffalo, N. Y. 14214 

McGann Bronze, Inc., 27 Village St., Somerville, Mass. 02143 
McGraw-Hill Book Co., Inc., 330 W. 42nd St., New York, N. Y. 10036 
McGraw-Hill Publications, 1050 Merchandise Mart, Chicago, Ill. 60654 
McKesson Appliance Co., 2228 Ashland Ave., Toledo, Ohio 43620 
McKesson & Robbins Inc., 155 E. 44th St., New York, N. Y. 10017 


Mark-Clark, Inc., Dept. NBG-5, 102 E. Walnut St., Milwaukee, 
$3212 

Market Forge Co., 35 Garvey St., Everett, Mass. 02149 

Morton Metalcraft Co., Route 98, Morton, Ill. 61550 


M J] M Manufacturing Corp., 8479 Steller Drive, Culver City, Calif. 90231 

M & M Mfg., Inc., 419 E. Navajo Road, Tucson, Ariz. 85705 

MacBick Co., 841 Woburn St., Wilmington, Mass. 01887 

MacLevy Products Corp., 320 - 5th Ave., New York, N. Y. 10001 

Macmillan Co., 60 Fifth Ave., New York, N. Y. 10011 

Macrobiotics, Inc., Box 78, Whitestone, N. Y. 11357 

Magee Hale Park-O-Meter Co., 3333 Northwest Expressway, Okla- 
homa City, Okla. 73312 

Mager & Gougelman, Inc., 30 N. Michigan Ave., Chicago, Ill. 60602 

Magikare Division, Wooster Brush Co., 604 Madison Ave., Wooster, 
Ohio 44694 

MagiKitch'n Equipment Corp., 23 N. Fourth St., Quakertown, Pa. 1895] 

Magline Inc., 1948 Mercer St., Pinconning, Mich. 48650 

Magnavox Co., Contract Sales Dept., 2131 Bueter Road N., Fort Wayne, 
Ind. 46805 

Majestic Silver Co., 241 Wolcott St., New Haven, Conn. 06513 

Majestic Wax Co., 1600 Wynkoop St., Denver, Colo. 80202 

Major Laboratory Mig. Co., P. O. Box 960, Oklahoma City, Okla. 73101 

Mallinckrodt Chemical Works, Second & Mallinckrodt Sts., St. Louis, 
Mo. 63107 

Manhattan Terrazzo Brass Strip Co., Inc., P. O. Box 187, Willard Road, 
Norwalk, Conn. 06852 

Manitowoc Equipment Works, 621 Quay St., Manitowoc, Wis., 54221 

Mannhardt & Son, Inc., W., 7916 W. Grand Ave., Chicago, Ill. 60635 

Marathon, Division of American Can Co., Neenah, Wis. 54957 

Mark Mig. Co., 4230 Commercial St. S. E., Salem, Ore. 97302 

Marketon Co., 1527 E. 32nd St., Los Angeles, Calif. 90011 

Marlyn Chemical Co., Inc., Box 166, Lakeview, Ohio 43331 

Marmet Corp., Bellis St., Wausau, Wis. 54401 

Marquette Corp., 307 E. Hennepin Ave., Minneapolis, Minn. 55414 

Marsales Co., Inc., 104 W. 40th St., New York, N. Y. 10018 

Marsan Mfg. Co., Inc., 5824 S. Pulaski Road, Chicago, Ill. 60629 

Marsh Wall Products, Division of Masonite Corp., Dover, Ohio 44622 

Marshall Field & Co., Contract Division, 20] Merchandise Mart 
Chicago, Ill. 60654 

Marshall-McMurray Co., 1238 W. First St., Los Angeles, Calif. 90026 

Marshall and Stevens, Inc., 53 W. Jackson Blvd., Chicago, Ill. 60604 

Martin Instruments, 142 Darling Ave., Bloomfield, N. J. 07004 

Martin-Marietta Corp.-Chemicals Division, 101 E. Ontario St., Chicago, 
Ill. 60611 

Martin Oven Co., Inc., 137 Gould St., Rochester, N. Y. 14610 

Martin-Senour Co., 2500 S. Senour Ave., Chicago, Ill. 60608 

Marvel Industries Inc., P. O. Box 388, Sturgis, Mich. 49091 


Masiand Duraleather Co., Amber & Willard Sts., Philadelphia, Pa. 19134 

Mason Laboratories, 58 N. York Road, Willow Grove, Pa. 19090 

Mason-Neilan Division of Worthington Corp., 63 Nahatan St., Norwood, 
Mass. 02062 

Massillon Plaque Co., 819 Danner Court N. E., Massillon, Ohio 44646 

Massillon Rubber Co., 121 Sixth St. N. W., Massillon, Ohio 44646 

Master Addresser Co., 6500 W. Lake St., Minneapolis, Minn. 55426 

Master Metal Products Inc., 291 Chicago St., Buffalo, N. Y. 14205 

Matthews & Co., Jas. H. Memorial Bronze Division, 1315 W. 
Liberty Ave., Pittsburgh, Pa., 15226 

Maysteel Products, Inc., 740 N. Plankinton Ave., Milwaukee, Wis. 53203 

Maytag Co., Newton, Iowa 50208 

Mead Johnson & Co., 2404 W. Pennsylvania St., Evansville, Ind. 47721 

Medatab Corn., 206 Revere Drive, Manitowoc, Wis. 54221 

Medical Charts & Specialties, Division of H. A. Trautmann & Co., Inc., 
160 Oak Drive, Syosset, L. I., N. Y. 11791 

Medical Fabrics Co., 10 Mill St., Paterson, N. J. 07509 

Medical Instrument Repair Co., 736 S. Newstead Ave., St. Louis, Mo. 
63110 

Medical Paper Specialties, Inc., 915 Sixth St., Wausau, Wis. 54401 

Medical Procurement Corp., 184 Ninth Ave., New York, N. Y. 10011 

Medical Specialty Co., Inc., P. O. Box 1223, Station A, Green Bay, Wis. 
54306 

Medical Supply Co., 1027 W. State St., Rockford, Ill. 61102 

Meditron Co., 5440 N. Peck Road, El Monte, Calif. 

Medtronic, Inc., 3055 Highway 8, Minneapolis, Minn. 

Medusa Portland Cement Co., Box 5668, Cleveland, Ohio 44101 

Meese, Inc., P. O. Box 306, Madison, Ind. 47250 

Meierjohan-Wengler Co., Inc., 10330 Wayne Ave., Cincinnati, Ohio 45215 

Meinecke & Co., Inc., P. O. Box 6882, Baltimore, Md. 21204 

Melchoir, Armstrong, Dessau, 730 Grand Ave., Ridgefield, N. J. 07657 

Melflex Products Co., Inc., 410 S. Broadway, Akron, Ohio 44308 

Melrose Hospital Uniform Co., Inc., 95 Commercial St., Brooklyn, N. Y. 
11222 

Melrose Yarn Co., Inc., 1305 Utica Ave., Brooklyn, N. Y. 11203 

Mengel Wood Industries, Inc., 1840 Commonwealth Bldg., Louisville, 
Ky. 40202 

Mercer Glass Works, Inc., 725 Broadway, New York, N. Y. 10003 

Merck, Sharp & Dohme, Division of Merck & Co., Inc., West Point, Pa. 
19486 

Mercury Floor Machines, Inc., 322 Commercial Ave., Palisades Park, 
N. J. 07650 

Mercury Mfg. Co., P. O. Box 1030, Pittsburgh, Calif. 94565 

Mercury Mig. Co., Division of Steele-Harrison Mig. Co., 226 W. 23rd St., 
Hialeah, Fla. 33010 

Meridion Standards Corp., 125 E. 23rd St., New York, N. Y. 10010 

Merrell Co., Wm. S., Division of Richardson-Merrell Inc., Amity Road, 
Cincinnati, Ohio, 45215 

Merritt Inc., B., 400 W. Madison St., Chicago, Ill. 60606 

Merryknit Sales Co., 15 N. Crossway, Old Greenwich, Conn. 06870 

Met-L-Wood Corp., 6755 W. 65th St., Chicago, Ill. 60638 

Metal-Matic, Inc., 629 — 2nd St. S. E., Minneapolis, Minn. 55414 

Metalab Equipment Co., 270 Duffy Ave., Hicksville, L. I., N. Y. 11801 

Metropolitan Brick, Inc., 1017 Renkert Bldg., Canton, Ohio 44702 

Metropolitan Wire Goods Corp., N. Washington St. & George Ave., 
Wilkes-Barre, Pa. 18702 

Mettler Electronics Corp., 123 N. Fair Oaks Ave., Pasadena, Calif. 
91101 

Michaels Art Bronze Co., The, P. O. Box 668, Covington, Ky. 41012 

Middleby Marshall Oven Co., 8234 Austin Ave., Morton Grove, Ill. 60053 

Midland Laboratories, 210 Jones St., Dubuque, lowa 52001 

Midwest Television Systems, Inc., 1621 Hennepin Ave., Minneapolis, 
Minn. 55403 

Mifflin McCambridge Co., 6400 Rhode Island Ave., Riverdale, Md. 20840 

Mile High Equipment Co., 610 Santa Fe Drive, Denver, Colo. 80204 

Miles Reproducer Co., Inc., 598 Broadway, New York, N. Y. 10012 

Miller Co., 99 Center St., Meriden, Conn. 06451 

Miller, Inc., Herman, Zeeland, Mich. 49464 

Miller Laundry Machinery Co., 8341 Lyndon Ave., Detroit, Mich. 48238 

Miller & Son, Inc., Franklin P., 36 Meadow St., East Orange, N. J. 07017 

Mills Co., 965 Wayside Road, Cleveland, Ohio 44110 

Mills Hospital Supply Co., 6626 N. Western Ave., Chicago, Ill. 60645 

Milwaukee Ferrometal Stamping Corp., 900 N. Kilpatrick Ave., Chicago, 
Ill. 60651 

Mine Safety Appliances Co., 201 N. Braddock Ave., Pittsburgh, Pa. 
15208 

Minneapolis Desk Mfg. Co., Medical Furniture Division, Route 1, 
Box 367, Wayzata, Minn. 55391 

Minnesota Mining & Mig. Co., Adhesives, Coatings & Sealers Division, 
2501 Hudson Road, St. Paul, Minn. 55119 

Mipro Metal Products Co., 255 S. Maple Ave., P. O. Box 627, South San 
Francisco, Calit. 94082 

Mirawal Co., P. O. Box 38, Port Carbon, Pa. 17965 

Mist Oz: Gen Equipment Co., 2711 Adeline St., Oakland, Calif. 94607 

Modine Mig. Co., 1500 DeKoven Ave., Racine, Wis. 53403 

Molded Fiber Glass Tray Co., Erie St., Linesville, Pa. 16424 

Molitor, Inc., 2829 S. Santa Fe Drive, Englewood, Colo. 80110 

Monaghan Co., Inc., J. J., 500 Alcott St., Denver, Colo. 80204 

Monarch Carpet Mills, Old Peachtree Road, Chamblee, Ga. 30005 

Monitor Dispenser Co., Inc., W. Main St., Stroudsburg, Pa. 18360 

Monroe Calculating Machine Co., Inc., 555 Mitchell St., Orange, N. J. 
07050 

Monroe Co., 300 N. Walnut St., Colfax, Iowa 50054 

Montague Co., 797 W. 135th Ave., San Leandro, Calif. 94577 

Montgomery Elevator Co., 30 Twentieth St., Moline, Ill. 61265 

Moody Sprinkler Co., Inc., 5449 N. Peck Road, Arcadia, Calif. 91006 

Moore Business Forms, Inc., 315 S. Northwest Highway, Park Ridge, 


Ill. 60068 
Moore, Inc., P. O., Subsidiary of Sunroc Corp., Glen Riddle, Pa. 19037 
Moore & Co., Benjamin, 548 Fifth Ave., New York, N. Y. 10036 
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Morgan Co., 523 Oregon St., Oshkosh, Wis. 54902 

Morgan-Jones, Inc., 104 W. 40th St., New York, N. Y. 10018 

Morphy-Richards, Inc., 128 Ludlow Ave., Northvale, N. J. 07647 

Morse Boulger, Inc., 53:09 — 97th Place, Corona, N. Y. 11368 

Mosaic Tile Co., P. O. Box 632, Zanesville, Ohio 43702 

Mosby Co >. V., 3207 Washington Blvd., St. Louis, Mo. 63103 

Mosler Safe Co., 320 Park Ave., New York, N. Y. 10022 

Motorola-Dahlberg Communications Systems, 4501 W. Augusta Bivd., 
vhicag« I 10051 

Mueller Brass Co., 1925 Lapeer Ave., Port Huron, Mich. 48061 

Mueller C V., 330 S. Honore St., Chicago, Ill. 60612 

Multi-Clean Products, Inc., 2277 Ford Parkway, St. Paul, Minn. 55116 

Multiplex Display Fixture Co., 4301 Warne Ave., St. Louis, Mo. 63107 

Multisonic Corr 1100 Shames Drive, Westbury, N. Y. 11590 

Multitone Electronics, Lt Broadway, New York, N. Y. 10006 

Murphy Diesel Co., 5317 W. Burnham St., Milwaukee, Wis. 53219 

Murray Corporation of America, TI Eljer Plumbingware Division 

Pittsburgh, Pa. 15222 
» 1106 Washington St., Burlington, Iowa 52601 


R. C., 1320 E. Archwood Ave., Akron, Ohio 44306 


National Chemsearch Corp., P. O. Box 10087, Dallas, Texas 75207 

Norton Door Closer Division. Yale & Towne, Inc., NHA-BG-105, 
372 Meyer Road. Bensenville. Ill. 60106 

Notifier Corp., 3700 N. 56th St., Lincoln, Nebr. 68504 
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Brooklyn, N. Y. 11205 
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Ohio Chemical & Surgical Equipment Co., A Division of Air Reduction 
Co., Inc., 1400 E. Washington Ave., Madison, Wis. 53710 


001 W. Washington Ave., South Bend, Ind. 4662] 
Wm. K., 175 W. Jackson Blvd., Chicago, Ill. 60604 
s Co., 447 Common St., Belmont, Mass. 02178 
icts, Inc., 33A Rector St., New York, N. Y. 10006 
n, Scovill Mig. C 30 Main St., Oakville, Conn. 06779 


Office Machines Division of Sperry Rand Corp., 1290 Avenue of the 
Americas, New York, N. Y. 10019 

Ohio Chair Co., Division of Corry-Jamestown Corp., 408 N. Meridian 
Road, Youngstown, Ohio 44509 

Olin Mathieson Chemical Corp., Chemicals Division, 745 Fifth Ave., 
New York, N. Y. 10022 

Olivetti Underwood Corporation, 1 Park Ave., New York, N. Y. 10016 

Olson Division of Unarco Industries, Inc., 2418 W. Bloomingdale Ave., 
Chicago, Ill. 60647 

Olympic Surgical Co., 521 Medical Arts Bldg., 1117 Second Ave., 
Seattle, Wash. 98101 

ONAN Division of Studebaker Corp., 2515 University Ave. S. E., Min- 
neapolis, Minn. 55414 

Oneida Silversmiths, Kenwood Station, Oneida, N. Y. 13423 

Onox, Inc., 121 Second St., San Francisco, Calif. 94105 

Orchard Paper Co., 3914 N. Union Blvd., St. Louis, Mo. 63115 

Organon Inc., 375 Mt. Pleasant Ave., West Orange, N. J. 07052 

Orr & Sembower, Inc., 420A Morgantown Road, Reading, Pa. 19602 

Ortho-Kinetics, Inc., 22614 W. Arcadian Ave., Waukesha, Wis. 53186 

Orthopedic Equipment Co., Inc., Quad & Ecker Sts., Bourbon, Ind. 
46504 

Oshkosh Filter & Softener Co., Inc., P. O. Box 137, 204 Ceape Ave., 
Oshkosh, Wis. 54902 

Oster Mig. Co., John, 5055 N. Lydell Ave., Milwaukee, Wis. 53217 

Otis Elevator Co., 260 Eleventh Ave., New York, N. Y. 10001 

Overland Electric Co., Inc., 3110 S. 6lst Ave., Cicero, Ill. 60650 

Overly Mig. Co., 576 W. Otterman St., Greensburg, Pa. 15601 

Overseas Service Corp., Hospital Equipment Division, Suite 830, Bender 
Bldg., Washington, D. C. 20006 

Owens-Corning Fiberglas Corp., 717 Fifth Ave., New York, N. Y. 10022 

Owens-Illinois Glass Co., Glass Container Division, P. O. Box 1035, 
Toledo, Ohio 43601 

Oxford University Press, Inc., 417 Fifth Ave., New York, N. Y. 10016 

Oxygen Equipment & Service Co., 8335 S. Halsted St., Chicago, IIl. 
60620 


P 


Pellerin Milnor Corp., P. O. Box 19264. New Orleans, La. 70119 
Physicians’ Record Co, 3000 S. Ridgeland Ave., Berwyn, Ill. 60402 
Piper Brace Sales Corp., 811 Wyandotte St., Kansas City, Mo. 64105 
Posey Co., J. T. 39 S. Santa Anita Ave., Pasadena, Calif. 91107 


P-N Luminous Equipment Co., 3750 N. Powell Ave., Franklin Park, 
Ill. 60131 

Pabco Industrial Products Division, Fibreboard Paper Products Corp., 
475 Brannan St., San Francisco, Calif. 94119 

Pacific Mills Domestics, 1430 Broadway, New York, N. Y. 10018 

Page Steel & Wire Division, American Chain & Cable Co., Inc., River 
& Thomas Sts., Monessen, Pa. 15062 

Paramount Paper Products Co., 4402 N. 23rd St., Omaha, Nebr. 68110 

Parcoa Division, Johnson Fare Box Co., 4619 N. Ravenswood Ave., 
Chicago, Ill. 60640 

Park Surgical Co., Inc., 5001 New Utrecht Ave., Brooklyn, N. Y. 11219 

Parke, Davis & Co., Jos. Campau at the River, Detroit, Mich. 48232 

Parke, Davis & Co., Surgical Dressings Sales, Jos. Campau at the River, 
Detroit, Mich. 48232 

Parlee Co., Inc., 309 W. Morris St., Indianapolis, Ind. 46225 

Pass & Seymour, Inc., Solvay Station, Syracuse, N. Y. 13209 

Paterson Parchment Paper Co., Bristol, Pa. 19007 

Patterson-Kelly Co., Inc., 210 Warren St., East Stroudsburg, Pa. 18301 

Pawling Rubber Corp., 157 Maple Blvd., Pawling, N. Y. 12564 

Peck’s Products Co., 610 E. Clarence Ave., St. Louis, Mo. 63147 

Pedigo Products, Inc., 16002 Gothard St., Huntington Beach, Calif. 92646 

Peerless Mig. Co., Inc., 2100. N. llth St., Reading, Pa. 19604 

Penberthy Mig. Co., P. O. Box 112, Prophetstown, Ill. 61277 

Penco Products Inc., P. O. Box 217, Oaks, Pa. 19456 

Penetone Co., 74 Hudson Ave., Tenafly, N. J. 07670 

Penn-Chem Corp., 232 N. Marshall St., Lancaster, Pa. 17602 

Pennsalt Chemicals Corp., 3 Penn Center, Philadelphia, Pa. 19102 

Pennsylvania Glass Products Co., Inc., 437 N. Craig St., Pittsburgh 
Pa. 15213 

Pennsylvania Lawn Products Inc., 1010 E. Main St., Waynesboro, Va. 
22980 

Pepperell Mig. Co., Inc., 111 W. 40th St., New York, N. Y. 10018 

Perfect Automatic Egg-Timer & Mig. Co., 6525 N. Olmstead Ave., Chi- 
cago, Ill. 60631 

Perma-Type Co., Inc., 1559 New Britain Ave., W. Hartford, Conn. 06110 

Permacel, U. S. Highway #1, New Brunswick, N. J. 08903 

Permutit Co., A Division of Pfaudler Permutit Inc., E-49 Midland Ave., 
Paramus, N. J. 07652 

Perry-Briggs Co., 4135 W. 150th St., Cleveland, Ohio 44135 

Perry Chemical Co., 156 N. Franklin St., Hempstead, L. I., N. Y. 11550 

Perry Rubber Co., 1875 Harsh Ave. S. E., Massillon, Ohio 44646 

Personal Products Co., Van Liew Ave., Milltown, N. J. 08850 

Pesco Products Division, Borg-Warner Corp., 24700 N. Miles Road, 
Bedford, Ohio 44014 

Pfizer Laboratories Division, Chas. Pfizer & Co., Inc., 235 E. 42nd St., 
New York, N. Y. 10017 

Pharmaseal Laboratories, 1015 Grandview Ave., Glendale, Calif. 91201 

Phelan Mig. Corp., 2523 Minnehaha Ave., Minneapolis, Minn. 55404 

Phenix Box & Label Co., 4118 Penn St., Kansas City, Mo. 64111 

Phifer Wire Products, P. ©. Box 1700 Tuscaloosa, Ala. 35402 

Philadelphia Laboratories, Inc., 9815 E. Roosevelt Blvd., Philadelphia, 
Pa. 19114 

Phillips-Drucker, Inc., P. O. Box 507, Astoria, Ore. 97103 

Phoenix Furniture Corp., 1125 Jefferson Ave., Sheboygan, Wis. 53081 

Photomation, Inc., 280 Polaris Ave., Mountain View, Calif. 94041 











. ABOUT 
THE 
ONLY 
THING 
KUTTNAUER 
CAN’ T 
FURNISH 
OR 
SUPPLY 
iS 
YOUR 
PATIENTS: 





.. however, when tl comes te 
imlerior dedigning, furnishing 
cr equiyyjinng Your new or 
enisling hene pee 


le 








a 
gpecialist 
wallace. 
/ 


HOSPITAL AND NURSING HOME PRODUCTS DIVISION 
6400 Mt. Elliott * Detroit, Michigan 48211 * Phone 921-7400 Area 313 











For more facts circle 6 on reply card 





wa 
uneim, inc 


Produ 


rat 


ert Lea, De 56007 


Co., Inc., 1400 Harmon Place, Min- 
W. Roosevelt Road, Chicago, Ill. 60608 

1275 Mamaroneck Ave., White Plains, N. Y. 10605 

Inc., 109 S. Conejos St., Colorado Springs, Colo. 

Philadelphia, Pa. 19104 

Cicero, Ill. 60650 

o 44890 

New "Roche lle, N. Y. 10805 

State St., Concord, N. H. 03302 

& Pacific Sts., Stamford, Conn. 06904 

1 Gateway Pittsburgh, Pa, 15222 

, Glass Division, 632 Fort Duquesne Blvd., 


3451 Walnut St., 
3Sth St., 
rd Oh 


Oc NM 
295 N 


Center 


Division, 632 Fort Duquesne Blvd., 
Union St., Pasadena, Calif. 91101 
Hospital Division, 58 W. Exchange S&t., 


190 N. Wells St., Chicago, Ill. 60606 
Franklin St., Ric shmond Va. 23223 

P.O Box 2 Bay City, Mich 48709 
reland St., Dallas, Texas 75224 
P ittsburgh, Calif. 94565 


ica, 2141 McCarter Highway 


Westmo 
Newark, 


, Chicago, Ill. 60614 
is, Tenn. 38112 
Rubber Machinery Co., 
Canton, Mass. 02021 
Tis. 53082 

Chic Till. 60602 
Haven Conn. 06711 
} alifornia Ave., 
790 Par k Ave ] 
AV Ne w York, J Y 


Chicago 
tington, N. Y. 117 
i 0010 

W 


vision, Porter Bldg., 601 Grant St., 


1401 W. Market St., 


Il 60076 
& Jennings, 


3400 ‘Oakton St Skokie 
nt Co., Subsi diary Eve rest 
s Angeles, Calif. 90025 
1S Tonawanda St., Buffalo, N. Y. 14207 
2701 W. Burbank Blvd., Burbank, Calif. 91505 
? W7. Cortland St., Chicago, Ill. 60647 
, 41 E 42nd St., New York, N. Y. 
Indi ana Ave., Chicago, Ill. 60616 
i. J. 07632 
Shur Hendersonville, N. C. 08739 
p., 121 Dooli ittle Drive, San Leandro, Calif. 
71 Fifth Ave., New York, N. Y. 10003 
Yo., P. O Box 599, Cincinnati, Ohio 45201 
Fairview & Jackson Sts., Jackson Center, Ohio 


10017 


94577 


1139 E. Knapp St., Milwaukee, Wis. 53202 
8133 Forsyth Blvd., St. Louis, Mo. 63105 
Inc., 355 E. Burlington Road, Riverside, Ill. 


First Ave., Maywood, II]. 60154 
quipment, Inc., Rhawn St., at Whitaker Ave., Phil- 
48103 


N. First St., Ann Arbor, Mich 
F Locust St., Flor- 


Phy-Lac-Tic Brush Co., 

Long Island City, N. Y 
h Ave., East Moline, 
N. Y. 11232 


Ind. 47807 


lyn 


Haute 
St., Grand Haven, 

, Bos ton, Mass. 02115 

30318 


tan Bldg. Oak at 13th, Kansas 


Atlanta, Ga 


is plin, Mo. 64802 
10 Madison Ave., New York, N. Y. 10010 
Ave., Chicago, Ill. 60651 
Texas Eastern Transmission Corp 
10017 


ibsidiary of 
le w York, N. Y 
Ave., Union, N 


J. 07083 


Q 
se Co., Inc., 165 W. 26th St., 


Institutional Sales Dept 
60654 


“ees 14th St 


New York, N. Y. 10001 
345 Merchandise Mart 


Racine, Wis. 53403 


King-Seeley Thermos Co., 505 Front St., 


vision of 


532 Plaster Ave. N. E., Atlanta, Ga. 3 


Queen Sales, Inc., 
415 Madison Ave., New York, N. Y. 


Quigley Co., Inc., 


RCA Service Co. A Division of Radio Corporation of America, Dept. 
YB-61, Bldg. 203-3. Cherry Hill Offices, Camden, N. J. 08108 
Robert Industries, Inc., H., 4916 Shaw Ave., _ St. Louis. Mo. 63110 
Roche Appliances Inc., 211 E. D 1 St., ingt tll. 61702 

Royalmetal Corp., | Park Ave., New York, N. Y. 10016 


R.C.A. Rubber Co., 1833 E. Market St., Akron, Ohio 44305 

Radio Corporation of America, Front & Cooper Sts., Camden, N. J. 08102 

Rajowalt Co., Inc., Atwood, Ind. 46502 

Randall Faichney Corp., 299 Marginal St., Boston, Mass. 02128 

Rauland Borg Corp., 3535 W. Addison St., Chicago, Ill. 60618 

Ray Proof Corp., Keeler Ave., S. Norwalk, Conn. 06854 

Raybestos-Manhattan, Inc., Manheim, Pa. 17545 

Ready-Power Co., 11231 Freud Ave., Detroit, Mich. 48214 

Record Files Iric., Lincoln Way W., Wooster, Ohio 44694 

Red Goat Waste Disposer Division, Colerain Metal Products Co., 
Virginia Ave., Cincinnati, Ohio 45227 

Reed-Cromex Corp., 15757 Euclid Ave., Cleveland, Ohio 44112 

Reeves Brothers, Inc., 1071 Avenue of the Americas, New York, N. Y. 
10018 

Regal Specialty Mig. Co., 241 Wolcott St., New Haven, Conn. 06513 

Rehabilitation Equipment Inc., 175 E. 83rd St., New York, N. Y. 10028 

Rehabilitation Products Dept. of American Hospital Supply Corp., 2020 
Ridge Ave., Evanston, Ill. 60201 

Reinhold Publishing Corp., 430 Park Ave., 

Reischmann, Inc., Ted, 171 Madison Ave., 

Reliable Metal Products Co., Inc., 25 Elm Ave., 
10550 

Reliance Chemicals Corp., P. O. Box 19343, Houston, Texas 77024 

Remcor Products Co., 321 E. Grand Ave., Chicago, Ill. 60611 

Remington Office Systems, Division of Sperry Rand Corp., 122 E. 42nd 

60639 


St., New York, N. Y. 10017 
Replogle Globes, Inc., 19U] N. Narragansett Ave., Chicago, Ill. 
Republic Flow Meters Co., 4 Diversey Parkway, Chicago, Ill. 60647 
Republic Molding Corp 6330 Touhy Ave., Niles, Ill. 60648 
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Resp-Aids, Inc., 255 E. 148th St., New York, N. Y. 10451 
Revco Inc., Industrial Products Division, Deerfield, Mich. 49238 
Revere Copper & Brass Inc., 230 Park Ave., New York, N. Y. 10017 
Reynolds Electric Co., 3000 River Road, River Grove, Ill. 60171 
Reynolds Metals Co., 6601 W. Broad St., Richmond, Va. 23218 
Reynolds & Reynolds Co., 800 Germantown St., Dayton, Ohio 45407 
Rheem Califone Division of Rheem Mig. Co., 5922 Bowcroft St., Los 
Angeles, Calif. 90016 
Rhoads & Company, 401 N. Broad St., Philadelphia, Pa. 19108 
Ric-wiL Incorporated, 24 Brown St., Barberton, Ohio 44203 
Rice & Co., Inc., Chas. W., 201 S. Columbia St., Union City, Ind. 47390 
Richards Co., Inc., H. E., 1353 Winnett Drive, Toledo, Ohio 43614 
Richards Mfg. Co, 1450 Brooks Road, Memphis, Tenn. 38116 
a ag Mig. Co., Inc., P. O. Box 326, Broken Arrow, Okla. 74012 
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Young Co., H. G. W. Division of Insinger Machine Co., 6245 State 
Road, Philadelphia, Pa. 19135 

Young Co., Paul O., Bethlehem Pike, Line Lexington, Pa. 18932 

Young Radiator Co., 709 S. Marquette St., Racine, Wis. 53403 


Zep Mig. Co., 1310 Seaboard Industrial Blvd. N. W., Atlanta. Ga. 
Zimmer, Warsaw, Ind. 46580 


lll W. 40th St., New York, N 018 Zax Corporation, 10 Otterson St., Nashua, N. H. 03060 
Pan Am Bidg., 200 Park Ave lew York, N. Y Zenith Sales Corp., 6001 W. Dickens Ave. Chicago, Ill. 60639 
Zimmon & Co., Inc., 215 O'Neill Ave., Belmont, Calif. 94002 
Ir 2-15 West § ng Islan ty, N. Y Zoia Banquetier Co., Inc., 4125 Payne Ave., Cleveland, Ohio 44103 
Zurn Industries, Inc.. Hydromechanics Division, 180] Pittsburgh Ave., 
Erie, Pa. 16512 





The increasing prominence of Nursing Homes, 
Clinics and Smaller Hospitals in broadening areas of 
patient care, has permitted the development by 
Amsco of advanced equipment geared to the 
personnel and patient load requirements of these 
specialized facilities 

This Brochure briefly highlights the more 
significant items of this equipment. We believe you 
will find it both interesting and helpful in meeting the 
dilemma of rising costs on the one hand and higher 
standards of patient care on the other. 

The convenient reply card on page 4. . . or a call 
to your nearest Amsco Branch Office . . . will bring 
you detailed information and dependably sound 
counsel based upon Amsco’s 70-year tradition of 


advances in patient care 


Old Single Room 


Becomes 
Modern 2-bed Room 


l 


Bedside Table-Wardrobe-Dresser 
Creates Space for added beds 


This compact and highly functional patient room unit solves many 
problems when room space does not permit built-in units. In an efficient 
24” x 30”’ of floor space (36"’ x 48”’ for drawer and door clearances) 
this convenience unit incorporates a wardrobe for storage of clothing 
and luggage, two drawers for personal items, cabinet space for blanket 
and utensils, a bedside table with light and convenience outlet. 

The six-inch legs permit easy cleaning without moving the unit. The 
laminated plastic top and colorful enamel exterior wipe clean in seconds 

This advanced unit is especially helpful in converting old style 
single rooms into modern and functional 2-bed rooms . . . without 
costly structural changes. Circle reply card No. 1. 


World's largest designer and manufacturer of Sterilizers, Operating Tables, 


AMSCO 


Purchasing Guide 


for 


NURSING HOMES 


- *f 
& SMALL HOSPITALS 


AND CLINICS 


NURSING HOME MEDICINE STATION 
This compact 36’ unit has been especially designed to facilitate and 
control the dispensing of patient medications under typical Nursing 
Home conditions. The unit is adaptable to dispensing from individual 
patient trays or from bulk supplies. The double narcotic compartment 
contains one section for hypnotics and another for narcotics . . . 
with an optional lock-actuated warning light. The unit may be 
recessed or free standing and is available in a choice of Silverlustre or 
Reed Yellow finish, with stainless steel sink top. 

Circle reply card No. 2. 


AMSCO 


Lights and related equipment for Hospitals, Nursing Homes and Clinics — es 


American Sterilizer Company 


ERIE, PENNSYLVANIA, U.S.A. 





CLEANING AND 
SANITIZING EQUIPMENT 


Diverter Valve Bedpan Rinser 


Recognized the world over as the easy, economical way to rinse bedpans 

and urinals. The Diverter Valve is installed between the flush valve 

and toilet bow!. Designed for use with institutional type water 

closets between 1- 2- and 4-bed rooms. The unit diverts one-third 

of normal water flow to the valve . . . balance flushes bowl simulta- 

neously. Swings up when not is use. Available with deoseptic jar. 
Circle Reply Card No. 3 


Aeroflush Bedpan Washer 


This unit is a major convenience for nursing personnel. Foot pedal 
opens door and holding clamps for standard bedpan or urinal. Pedal 
controlled Sloan flush valve releases air-entrained cold water over 
interior surface of the bedpan. A second flushing with hot water for 
simple sanitizing may be provided through a self-closing lever valve 
Available for pedestal or wall mounting. For Sanitizing, unit can be 
connected to steam line or power pack steam generator 


Circle Reply Card No. 4 


Boiling Type Bedpan Sanitizer 


This electrically heated 16’’ x 16’’ x 24’’ chambered unit effectively 
sanitizes bedpans and urinals which have been cleaned with the 
Diverter Valve or Acroflush Washer. Features a stainless steel chamber 


and removable pan rack for easy cleaning. Lid is raised by foot 
pedal action closes quietly by check valve. Electric heat is 
thermostatically controlled with automatic low water cutoff 


Circle Reply Card No. 5 


Utensil Washer-Sanitizer 


This fully automatic Utensil Washer-Sanitizer effectively washes and 
sanitizes three full sets of patient utensils in two loads. Complete 
washing and sanitizing in just 22% minutes, including 8%-minute 
202° F. sanitizing cycle. Available with steam or electric heat, this 
efficient device greatly improves and simplifies the processing of 
utensils . . . eliminating all hand cleaning. Saves personne! time, 
assures uniform cleaning and helps prevent cross-contamination. 6' or 8' 
undercounter models are also available. 


Circle Reply Card No. 6 


Power Pack Steam Generator 


The efficiency and economy of steam heated sterilizers, water stills, 
warming cabinets, washer-sanitizers and similar equipment, may now 
be enjoved even by Nursing Homes and Hospitals which do not have 
or plan a central boiler system. The Amsco Electric Steam Generator 
can power a number of such steam-using devices, automatically, 
economically and with minimum space and piping. Nine models 
cover steam capacity ranges from 26 to 345 pounds per hour. 

Circle Reply Card No.7 


Copyright © 1964 by American Steriiizer Co. 
Printed in the United States of America 





DYNAPOISE “6400” 
EXAMINING TABLE 


The Dynapoise Table is recognized as the most versatile 
physician's table ever. Its gentle, effortless posturing 
throughout the full range provides the ultimate in 
patient comfort and energy-saving efficiency for the 
physician. Foot pedal actuated power controls for 27’ 
to 45” height range and 45° Trendelenburg or 15 
reverse Trendelenburg. This unique table is indicated for 
every procedure encountered by the physician . . . from 
routine examination to pediatric, varicose vein, EENT, 
proctology, OB-GYN and urology procedures. Quickly, 
smoothly maneuvers from comfortable level position to 
chair, contoured chair, lateral and indicated positions 
for internal procedures. Circle Reply Card No. 12 


re. wi. 


AMSCO SMALL CAPACITY 
STERILIZERS 


“ARISTOCRAT” 1022 
Pressure Steam Sterilizer 


This advanced sterilizer features convenient, dependable and timesaving 
sterilization. The modern square 10’’ x 10’’ x 22’’ chamber assures greater 
load capacity while the Cyclomatic Timer provides fully automatic, error- 
proof control of the sterilizing cycle, thus Reson attendant for other useful 
work. Since no plumbing connections are required, the Model 1022 
‘Aristocrat’ can be installed or moved anywhere. Stainless steel and monel 
construction with handsome silverlustre enameled steel cabinet. 

Circle Reply Card No. 8 


“DYNACLAVE’” 613-R 
Pressure Steam Sterilizer 


This low-cost, high performing sterilizer assures positive sterilization with 
pressure steam at 250° F. or 270° F. It reaches 270° F. in only 7 minutes. 
Operation is automatic with selective cycles from 3 to 60 minutes. Cools and 
dries instruments and supplies by exhausting steam and water back into 
reservoir — NOT into room. 6”’ diameter x 13’’ chamber holds three trays 
‘two furnished). Safety lock door, adjustable thermostat and temperature 
gauge, automatically burn-out proof, stainless steel construction. 

Circle Reply Card No. 9 


“ALL-PURPOSE” 8816M 
Pressure Steam Sterilizer 


Highly efficient in function and handsome in appearance, the 8816M 
overshadows all other office-size autoclaves in efficiency and economy. The 
compact and easy to operate 8816M has a modern chamber 8”’ square by 16’’ 
deep which accepts three trays 134’’ deep (two furnished). A reliable 
60-minute timer automatically turns off the unit when cycle is complete. 
Special heating elements provide an efficient and automatically timed 
quick-drying cycle. Sterilizes instruments, dressings, rubber gloves and 
solutions. Automatic control of temperature and water supply. Burn-out proof. 
Circle Reply Card No. 10 


PORTABLE A-416-S 
Non-Pressure Sanitizer 


The portable A-416-S instrument sanitizer is both modern and 
functional in design. Stainless steel construction throughout with insulated 
tank 4”’ deep x 6”’ wide x 16’’ long. Instrument tray and needle tray raised 
automatically as the operating handle lifts lid. 

Circle Reply Card No. 11 


@® For Technical Brochures of interest to you, 
tear out and mail this postage-paid reply card. 


AMSCO ¢ American Sterilizer Company, Erie, Pa. 16512 


Please send information © Not shown here but available: 


on the following subjects: 


© Illustrated in this Guide 


Name 


DBIONIZER. . 

Water STIL1s. . 

SotuTIon Fasks. . 

LarGe STERILIZERS sg aie 
SuppLEMENTARY Feepinc Unit... 
Gutpe To Processinc TecHNIQUES 
New Buitpinc Projgct. . 
Leasinc ARRANGEMENT 


Title 


Home or Hospital 


Address 


City 





Patient Room Wardrobes 
and General Casework 


The handsome, space-saving wardrobe unit illustrated is typical of the quality casework 
produced by Amsco for patient areas. Standard models are available in a wide range of 
wardrobe, dresser and lavatory combinations for single, two-bed or multi-bed rooms. 


Also available is a complete selection of counters, sinks, cabinets, tables and bins for 





general technical areas, plus such specially designed units as Nurses’ Stations, 
Supplementary Feeding Stations, Narcotics lockers and Instrument Cabinets. All are 
work-flow designed for efficiency, with construction of the highest Nursing 

Home quality 


Circle Reply Card No. 13 


48” and 6O” Medicine Stations 


Hospitals and intensive care Nursing Homes will find increased efficiency and control 


al ri 
osteerec: 
when storing and dispensing patient medications with this advanced Amsco unit 


Shelves are adjustable to accommodate bulk supplies, individual patient trays or a 


| 


oe 
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combination of both 

This stainless steel unit features narcotics locker with warning light, refrigerator, 
soap, paper towel and medication cup dispensers, sink with swing spout mixing faucet, 
self-closing waste receiver plus ample drawer and cabinet space. Available in 48"’ 


or 60’’ widths, for recessed or open mounting installations 





Circle Reply Card No. 14 


Planning to Modernize or Expand? 


Drawing upon the accumulated experience of seventy years, Amsco's Technical Projects 
Department is available to help you and your Architect in the development of new or 
expanded Technical Departments based upon the most advanced work flows and 
procedures. A brief summary of your project and available space will bring you helpful 
consultation, equipment recommendations and room plans detailing the most efficient 
orientation of work stations 


Call your nearest Amsco Branch Office or Circle Reply Card No. 21 


Fill in and return this card for further details AMSCO Branch Offices U S A 
AL , «OS. 7A. 
* Factory and General Office « Erie, Pennsylvania 


Atlanta, Georgia * 206 Fourteenth Street, N. W. 
Boston Office * 167 Corey Road, Brookline, Massachusetts 
Postage No Chicago Office * 1418 West Roosevelt Road, Broadview, Illinois 
Will Be Paid — Cincinnati, Ohio * 11506 Reading Road 
by If Mailed in the Dallas, Texas * 6620 Snider Plaza 
Addressee United States Denver, Colorado * 4684 West Alameda Street 
Detroit Office * 32580 Grand River Boulevard, Farmington, Michigan 
Los Angeles Office * 4333 Lankershim Blvd., North Hollywood, Calif. 
New Orleans, Louisiana * 5534 Canal Boulevard, Suite 7 
New York Office * 247-39 Jamaica Ave., Bellerose, Long Island, New York 
Philadelphia Office * 102 Greenwood Avenue, Wyncote, Pennsylvania 
Pittsburgh, Pennsylvania * 1732 North Highland Road 
Puerto Rico Office * 1213 Calle 6, N. E., Puerto Nuevo, Puerto Rico 
Richmond, Virginia * 3222 West Cary Street 
St. Louis, Missouri * 6738 Chippewa Street 
St. Paul, Minnesota * 550 South Snelling Avenue 
San Francisco Office * 870 Mahler Road, Burlingame, California 
Seattle, Washington * 420 N. E. Ravenna Boulevard 
Tampa, Florida * 4424 North Dale Mabry 
Federal Office * 35 Wisconsin Circle, Chevy Chase. Maryland 





BUSINESS REPLY MAIL 


* First Class Permit No. 769 © Erie, Pennsylvania * 











AMERICAN STERILIZER COMPANY 
2424 West 23rd Street 


ERIE, PENNSYLVANIA 16512 





the all-new Crimsco ST-100 
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The only food cart with unique slotted tray 
and solid wall divider to separate 
hot and cold foods on the same tray 


Made by the manufacturers of the famous 
Meals-on-Wheels System and MobilLine Assembly Equipment. 


> 





Unique slotted tray and 
solid wall divider completely 
isolate hot and cold foods 


Hot foods stay hotter, and cold foods stay colder on a 
ngle tray. No temperature transfer. All hot and cold foods 
wre assembled on the same tray. Carts are loaded quickly 
y, checked, and delivered to the patient. No adding 
ry reassembling required. Adequate clearance for all tray 
tems including beverage pots 


and easil 


The ST-100 solid wall divider has no gaskets! A durable heat 
and cold resistant thermaplastic liner throughout provides 
sanitation and easy cleaning 


90 single tray hot and cold food carts available 
f stainless steel, Desert Gold or Sea Blue. 


ee. 


srimsco representative furnish you with com 
on the new ST-100 and help you with your food 
e planning. Fill in and mail the coupon today 


CRIMSCO / INC. 


Crimsco/Canada P.O. Box 99 Toronto 9 








EXCLUSIVE OPTIONAL FEATURES: Portable containers pro- 
vide beverage service at patient area if desired, and for 
extra servings. Freezer compartment for all types of 
frozen desserts eliminates worry of unforeseen delays 
in serving. 


| Crimsco, Inc. 

| Manufacturers of Meals-On-Wheels System 
| 5001 East 59*h Street 

| Kansas City, Missouri 64130 


Please have a representative call 
| Please rush me complete details on the new ST-100. 
| 


| Name Title 
| Hospital 

Nursing Home 
| Street 
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ENAMELED IRON AND VITREOUS CHINA PLUMBING FIXTURES °* 











No, this isn’t the wrong picture — 
we want to talk about Kohler color 


No one would expect to find a Scandinavian beauty, 
Danish furnishings and accessories in a patient’s 
room. But how about color? These days it’s on the 
walls, in the furnishings and accessories—a big and 
beneficial change from white — color is cheerful. 
Kohler plumbing fixtures in color share a great deal 
with the traditional white—all are made with the 


care and precision that are a Kohler hallmark—all 
are designed to be kept clean with a minimum of 
effort, with no hard to get at corners, with glass- 
smooth surfaces—all are built to last and last. 

Our one point is—when planning new or re- 
modeled patients’ rooms shouldn’t you plan on 


Kohler color. 


KOHLER oF KOHLER 


Kohler Co., Established 1873, Kohler, Wisconsin 


ALL-BRASS FITTINGS * ELECTRIC PLANTS * AIR-COOLED ENGINES * PRECISION CONTROLS 























Cranborn 
sink with 


Camerton vitreous china blow-out 
i action flushing rim service sink 











vitreous china utility 
ele lislelel- [acme Lule me OL 


Brass knee-control supply fitting 


Whitby acid-resisting enameled 
cast iron floor service sink with 
rim guard and chrome plated All 
Brass supply fitting 


Keeping things hospital clean is easier 


with fixtures 


These new Kohler hospital fixtures are designed with 
a proper respect for cleanliness. From surgeons’ lava- 
tory to service sink, all are made of the finest vit- 
reous china or enameled cast iron, all have smooth, 
glass-hard surfaces. Fittings are all-brass, heavily 


KOHLER o 


from Kohler 


chrome-plated for long trouble free service. And you 
will find no hard-to-get at corners, no built in dirt 
traps. Write Kohler Co., Kohler, Wisconsin for a 
hospital catalog for complete information on “‘De- 
signed for Cleanliness”’ Kohler fixtures and fittings.” 


F KOHLER 


Konier Co., Established 1873, Kohier, Wisconsin 
ENAMELED IRON AND VITREOUS CHINA PLUMBING FIXTURES + ALL-BRASS FITTINGS « ELECTRIC PLANTS « AIR-COOLED ENGINES « PRECISION CONTROLS 
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LAKESIDE PACEMAKER CARTS 
Enclosed on three sides. Interiors of stainless 
steel. Handsome vinyl exteriors. 4 models avail- 
able. Shown above: 
Model 615 15'/2"x24”" shelf size, $78.50. 


“¢ 
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STAINLESS STEEL ENCLOSED TRAY TRUCKS 


The super-sanitary way to serve hot palatable 
meals. 4 sizes and capacities. In use above 
Model 670, tray capacity 14, $495.00. 


12 page full color 

catalog packed with 
information on all Lakeside Models. 
Write for your free copy today. 


LAKESIDE STAINLESS STEEL UTILITY CARTS 


Ideal for transporting dressings, medications, in- 
struments and equipment. 
pacities to % 


6 ton. 
Model 311, 1512"x24” shelf, cap. 200 Ibs., $35.75. 


ee ay 1 
NEW STAINLESS STEEL TUBULAR CARTS 
No groaning or flexing under heavy loads. 
to maneuver. Glides as smoothly as a puck on ice. 
6 models, 2 and 3 shelf styles. 

Model 211, shelf size 15'/."x24", $66.50. 


STORE 'N’ CARRY DISH TRUCKS 
16 models in all. Ca- ing trays and dishes. 

point of service. 4 sizes. 
Model 405, capacity 400 Ibs., $98.25. 


ad 
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LAKESIDE STAINLESS STEEL TRAY TRUCKS 


Easy Provides fast efficient tray service, 


5, 6, and 8 shelves high. 
Model 462, shelf 21”x50”, cap. 500 Ibs., $217.00. 


Lakeside took its knowledge of dining rooms, cafeterias, 
hospitals, and institutions — put them all together and 
came up with a WINNING COMBINATION: Beauty, 
Function, Economy. That’s why you'll find Lakeside carts, 
trucks and stations speeding service and increasing effi- 
ciency on a variety of jobs in hospitals, schools, restau- 
rants, institutions, churches and laboratories. Put this 
Winning Combination to work for you now, by choosing 
from the models shown above and on the reverse side, or 
write for full line catalog and prices. 


All prices F.0.B. factory Milwaukee, 
slightly higher West Coast and Canada. 


I, LAKESIDE MFG. INC. 


America’s Cart Headquarters 





Permit stacking, storing, dispensing and transport- 
heels from dishwasher to 


: portable re- 
frigerator storage and extra kitchen shelves. 3, 4, 


Lakeside designs stainless steel mobile equipment for all uses.. 
Shown are just a few of a vast variety of work savers. 


MODEL 311 UTILITY CART 
SHELF SIZE 1542"x24 
OVER-ALL SIZE 1644"°*2794"%31% 
DIAMETER OF CASTER 3142” all swivel 
TANDARD BUMPER EQUIP. Legs, handles 
200 Ibs 
27 ibs 


APACITY 


MODEL 405 STORE 'N’ CARRY CART 
HELF 7E 1734"x27 
x3140""32% 

5” all swivel 

Legs, handie 

400 Ibs 

65 Ibs 





MODEL 433 TRAY TRUCK 
SHELF SIZE 21°x35 
OVER-ALL SIZE 22%6"x39"%50% 
DIAMETER OF CASTER 
2-5” swivel 2-5” fixed 

STANDARD BUMPER EQUIP 
Strip & handie 
500 Ibs 

102 Ibs 


$140.50 


CAPACITY 
SHIPPING WEIGHT 


MODEL 744 UTILITY CART 
SHELF SIZE 21”x33 
OVER-ALL SIZE 22%%4"x39"x37" 


DIAMETER OF CASTER 
2-5” swivel 2-8” fixed 


STANDARD BUMPER EQUIP. Legs, handles 
CAPACITY 600 Ibs 
SHIPPING WEIGHT 83 ibs 


TRAY & SILVER CART 
21°x35 

224" x364"x39%4"” 
5” all swivel 


MODEL 403 
SHELF SIZE 
OVER-ALL SIZE 
DIAMETER OF CASTER 


STANDARD BUMPER EQuIP 

4 corner bumper 
CAPACITY 400 Ibs 
SHIPPING WEIGHT 107 Ibs 


>'44 
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MODEL 670 ENCLOSED TRAY TRUCK 


OVER-ALL SIZE 2542"°%39%4"x5440”" 
DIAMETER OF CASTERS 
2-8” swivel 
STANDARD BUMPER EQUIP 
Channel Bumper 
CAPACITY 14 Tray 
SHIPPING WEIGHT 214 ibs 
PRICE $495.00 


2-8” fixed 





GUARD RAIL CART 
SHELF SIZE 173%4"x27” 
OVER-ALL SIZE 194/4"x311/4"x33%4” 
DIAMETER OF CASTER 4” swivel 
STANDARD BUMPER EQUIP. Legs, handle 
CAPACITY 400 Ibs. 
SHIPPING WEIGHT 47 Ibs 
PRICE $67.00 


MODEL 526 


PACEMAKER CART 
1542"x24” 


MODEL 615 
SHELF SIZE 

OVER-ALL SIZE 161/4"%2794"x32%” 
DIAMETER OF CASTER = 32” all swivel 
STANDARD BUMPER EQUIP. Legs, handle 
CAPACITY 200 Ibs. 


SHIPPING WEIGHT 42 Ibs. 
PRICE $78.50 





MODEL 250 ICE CART 
OVER-ALL SIZE 201/4"x341/4"x361/2” 


STANDARD BUMPER EQUIP 
Strip & handle 


DIAMETER OF CASTER 
2-5” swivel 2-8” fixed 
ICE CAPACITY 200 Ibs. 


SHIPPING WEIGHT 114 Ibs. 
PRICE $235.00 





TUBULAR CART 

18"x27” 
18Y9"x32"x371%4” 
DIAMETER OF CASTER 4” all swivel 
CAPACITY 400 Ibs. 
SHIPPING WEIGHT 39 Ibs. 
PRICE $74.25 


“EXPORT PRICE $69.50 
Ready for Assembly 


MODEL 222 
SHELF SIZE 
OVER-ALL SIZE 


SERVICE STATION 
SHELF SIZE 21x35” 
OVER-ALL SIZE 22%4"x35Y2" "368" 
LEGS Tapered wood 
FINISH Viny! Exterior, S.S. Interior 
CAPACITY 400 Ibs. 


SHIPPING WEIGHT 78 Ibs. 
PRICE $128.00 


MODEL 643 








PLATFORM TRUCK 
20x20” 


MODEL 450 
PLATFORM SIZE 
DIAMETER OF CASTER 4” swivel 
CAPACITY 200 Ibs. 
PPING WEIGHT Ibs. 
— z 


LAKESIDE MANUFACTURING INC. 
1997 South Allis Street, Milwaukee, Wisconsin Area Code 414 — 481-3900 


America’s Cart Headquarters 


Bulletin No. CF465 
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Only $249* 


THE NEW ADAPTO is all electric, moves effortlessly through 
all the basic positions and everything in between, and costs 
only $50 more than a crank-type bed. 

It’s not done with mirrors. We did it simply by starting with 
the basic requirements of a hospital bed, and designing from 
the casters up. It’s a brand new design, not a rehash—that’s 


“Delivered in carloads to Zone A states. Slightly higher in other zones. 


why you get a handsome, sturdy bed plus all-electric oper- 
ation for only $249. 

The new Adapto can be operated by nurse or patient. 
There’s a wide range of removable head- and foot-boards 
to choose from, in wood or durable Fiber-X. For the whole 
story, contact your Royalmetal dealer—or turn the page. 


ROYALME TAL 





7 good reasons to standardize 
on Royalmetal’s new Adapto bed 


FULLY AUTOMATIC OPERATION through all basic positions: high, 

low, automatic gatch, automatic Trendelenberg & Fowler positions. Gatching 
action from high bed position. Shock position action from low bed 
position. Automatic cutoff for high and low excursions of bed. Motor and 
switching safely outside oxygen therapy area. 


WIDE RANGE OF STYLES AND FINISHES for head- and foot-boards, 
: > jin solid wood or easy to clean Fiber-X. Shown on the bed are standard ends. 
: : Typical alternate options, below left to right: Coronet, Regency, #700, #600. 


REMOVABLE HEAD- 

: AND FOOT-BOARDS 

> equipped with |. V. and 
traction frame receptors. Bierhoff 
crutch adaptor, optional. 


TOUGH PLASTELLE 
ENAMEL FINISH 
on bedframe and all 
optional springs. 


EQUIPPED FOR USE OF 
SAFETY SIDES 
#4003ML5, as shown 


THREE SPRING 
FABRIC CHOICES: 
; Twisted link spring, National 
TAKES : : , : 
: ; - fl m 
STANDARD-SIZE abric or flat pan spring 
MATTRESS 
35x80” 


All this for only $249. Prove it for yourself. We'll demon- it, free, without obligation. It’s a unique offer, because the 
strate the Adapto right in your own hospital—let you test Adapto is a unique bed. Call your Royalmetal dealer now. 


ROYALMETAL CORPORATION 


One Park Avenue, New York, N. Y. 10016 
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Can all 
nursing home rooms 
be this inviting? 
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We think so. All you really need is a little 
decorating skill and Simmons furniture to transform 
dreary rooms into warm, comfortable places that 
make life happier for convalescents and nurses alike. 

Furniture tops are made of high-pressure laminates 
that are easy to clean and resistant to practically 
everything, including hard knocks. Beds may be 
ordered with standard twin mattress* and box springs, 
flat springs, two-crank hospital springs or Dual-Hite 
motorized springs You can also get built-in brackets 
for sliding safety sides on hospital-type beds. 

Ask your Simmons agent or write direct 
for our new nursing home catalog #54, 
“Simmons furniture for extended 
patient care.” 


*Beautyrest® for nursing homes Patient-Proof® — Hospital-Bilt® 


GP eee i 
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Simmons stockpile system 


(We store it so it’s 
ready when you are.) 


Last year, we delivered 30,000 pieces 
of hospital furniture immediately upon 
receipt of order. Beds, chairs, tables, 


cabinets, mattresses and accessories. 


Sounds impossible, doesn’t it? It is, 


if you wait for orders before you start 


the production wheels turning. 
We don't. 


We build sizeable inventories of our 
most popular equipment, store it in 
warehouses in Georgia, Ohio, Texas, 
Colorado, Michigan, New Jersey, 
Kansas, California, Pennsylvania, Ore- 
gon, Illinois, Missouri, Indiana and 
Minnesota. Then we wait for you to 
tell us you wanted it yesterday. That 


we can’t help. But we can ship it 


tomorrow. 


And that’s a promise. 


® 
CONTRACT Di 


SIMMO 


£ MART « CHICAG 


10N « MERCHANT 








CLASSIFIED DIRECTORY OF NURSING HOME SUPPLIERS 


Products are listed in this section under the names most commonly used, 
with cross references to other headings under which the product also might 


be listed. 


These headings and listings have been compiled from information furnished 
by manufacturers, distributors and service organizations. The publishers of 
N. H. A. Buying Guide do not assume responsibility for errors or omissions. 


For names and addresses of suppliers listed, see the alphabetical Company 
Directory starting on page 3. 


Firms having catalogs filed in the Catalog Section or advertisements in the 


Classified Directory appear alphabetically at the beginning of each listing 
section. Refer to the Advertisers’ Index on page 162 for page numbers of ad- 


vertisements. 


Postage paid cards are provided in the back of this Guide for your use in 
requesting additional information about products and services described in 
the catalogs and advertisements. 





ABSORBERS: SHOCK (WATER 
HAMMER) 


General Fittings Co., East Greenwich 18, R.I 
Josam Mfg. Co., Michigan City 60, Ind 

Zurn Industries, Inc., Hydromechanics Divi- 
sion, Erie 12, Pa. 


ACCESSORIES: BATHROOM 


Americon Olean Tile Co., Lansdale 46, Pa 
Architectural Metalcraft Industries, Inc., Farm- 
ingdale 35, N.Y 
Cambridge Tile Mfg. Co., Cincinnati 15, Ohio 
Carey Mig. Co., Philip, Cincinnati 15, Ohio 
Crane Co., Plumbing-Heating-Air Condition 
ing Group, Johnstown 7, Pa 
Grote Mig. Co., Madison 50, Ind 
Ketcham Mfg. Corp., G. M., Glendale, Brook 
lyn 27, N 
Mosaic Tile 
Reed-Crome 
Reliable M 
Vernon 50 
Cc 


ACCESSORIES: FOLDING 
WHEEL CHAIR 


Everest & Jennings. Inc., Los Angeles 25. 
Calif. 


Colson Corp., Chicago 11, Ill 
ACCESSORIES: STRETCHER 
Colson Corp., Chicago 11, Ill 


ACCOUNTING SYSTEMS 
Physicians’ Record Co., Berwyn 2, Ill. 


Acme Visible Records, Inc., Crozet 32, Va 

International Business Machines Corp., New 
York 22, N. Y 

Moore Business Forms, Inc., 
Ml. 

National Cash Register Co., Dayton 9, Ohio 

Office Machines Division of Sperry Rand 
Corp., New York 19, N.Y. 

Reynolds & Reynolds Co., Dayton 7, Ohio 

Royal McBee Corp., New York 22, N. Y. 

Shaw-Walker Co., Muskegon 43, Mich. 


Park Ridge 68, 


ACOUSTICAL MATERIALS 


Celotex Corp., Chicago 3, Ill 
Johns-Manville, New York 16, N. Y. 

National Gypsum Co., Buffalo 2, N. Y. 
Owens-Corning Fiberglas Corp., New York 22, 
N. Y - 

Pittsburgh Corning Corp., Pittsburgh 22, Pa. 
Simpson Timber Co., Seattle 1, Wash. 
United States Gypsum Co., Chicago 6, Ill 
Wood Conversion Co., St. Paul 1, Minn 


ADAPTERS 


Air Products & Chemicals, Inc., 
19, D.C 

Becton, Dickinson & Co., Rutherford 70, N.J 

Bel-Art Products, Pequannock 40, NJ. 

Clay-Adams, Inc., New York 10, N. Y 

Melchior, Armstrong Ridgefield 57, 
N. J. 

Oxygen Equipment 
0. Ill 


Washington 


Dessau 
Chicago 


Popper & Sons, Inc., New York 10, N. Y 

Randall Faichney Corp., Boston 28, Mass. 
Schrader’s Son, A. Division of Scovill Mfg. 
Co., Inc., Brooklyn 38, N. Y 

Sierra Engineering Co., Medical Products Di- 
vision, Sierra Madre 24, Calif. 


ADAPTERS: CATHETER 
(PLASTIC, DISPOSABLE) 


Bard-Parker Co., Inc., A Division of Becton, 
Dickinson & Co., Rutherford 70, N.J. 
Walker Industries, San Francisco 4, Calif. 


ADDING AND COMPUTING 
MACHINES 


Allen Business Machines, Inc., R. ©., 
Rapids 4, Mich. 

Burroughs Corp., Detroit 32, Mich 

Friden, Inc., San Leandro 77, Calif. 

Monroe Calculating Machine Co., Inc., 
Orange 5°, N. J 

National Cash Register Co., Dayton 9, Ohio 

Office Machines Division of Sperry Rand 
Corp., New York 19, N. Y. 

Olivetti Underwood Corporation, New York 
16 ; 

SCM Corporation, New York 22, N. Y. 


Victor Comptometer Corp., Business Machines 
Group, Chicago 18, Ill. 


ADDITIVES: LAUNDRY-RINSE 
(BACTERIOSTATIC) 


Lever Brothers Co., New York 22, N. Y. 


ADDRESSING MACHINES AND 
SUPPLIES 


Addressograph-Multigraph Corp., 
17, Ohio 

Master Addresser Co., Minneapolis 26, Minn. 

Pitney-Bowes, Inc., Stamford 4, Conn. 


ADHESIVES: MAINTENANCE 
AND REPAIR 


Minnesota Mining & Mfg. Co., Adhesives, 
Coatings & Sealers Division, St. Paul 19, 
Minn. 

X-Pando Corp., Long Island City 1, N. Y. 


ADHESIVES: TILE (FLOOR, 
WALL) 


Cleveland 


American Biltrite Rubber Co., Amtico Flooring 
Division, Trenton 7, N. J. 

Armstrong Cork Co., Lancaster 4, Pa. 

Azrock Floor Products Division, Uvalde Rock 
Asphalt Co., San Antonio 6, Texas 

Cambridge Tile Mfg. Co., Cincinnati 15, Ohio 

Congoleum-Nairn Inc., Kearny 32, N. J. 

Flintkote Co., New York 2G, N. Y. 

Floor Tile Division, The Ruberoid Co., New 
York 17, N. Y. 

Flooring & Adhesive Division, The Flintkote 
Co., New York 20, N. Y. 

Johns-Manville, New York 16, N. Y. 

Kentile, Inc., Brooklyn 15, N. Y. 

Marsh Wall Products, Division of Masonite 
Corp., Dover 22, Ohio 

Minnesota Mining & Mig. Co., Adhesives, 
Coatings & Sealers Division, St. Paul 19, 
Minn. 

X-Pando Corp., Long Island City 1, N. Y. 


ADHESIVES: VINYL-COATED 
WALL COVERINGS 


Standard Coated Products Inc., Buchanan 11, 


35 





— STOCK FORMS 


Physicians’ Record Company specializes in printing all types of 
Nursing Home Record Forms, in addition to having the most 
complete line of preprinted, packaged Standardized Forms in stock 
for immediate shipment. Over half a century of experience in med- 
ical printing assures you of getting the service you need with 
authoritative and practical record forms. 





MEDICAL RECORDS IN NURSING HOMES 


by Edna K. Huffman, R.R.L. 
Ist EDITION, 1961 + 1! CHAPTERS 





VED, aa 
rE CORD, 





An internationally known authority on the use 
of medical records has written the only text 
that deals exclusively with medical records 


for Nursing and Convalescent Homes. 


60 FORMS ILLUSTRATED - 224 PAGES — $5.00 


(PLUS POSTAGE) 


COMPLETE CATALOG 


A 96-page illustrated catalog which covers Admission, Bedside, 
Consent, Dietary, Graphic Chart, Laboratory, Narcotic, Physi- 
cal Therapy, and other Medical Record Forms — Accounting 
Records — Filing Equipment — Stationery and Office Supplies. 





If you don't have a copy, request Catalog 1624. 


CUSTOM PRINTING 


To Your Specifications 


If our Standardized Forms do not meet your requirements, our 
Special Forms Department will assist you in preparing forms to 
your specifications. Single sheets, cards, interleaved carbon sets, 
cash receipts, statement forms, checks, letterheads, business 
cards, and envelopes can be printed on request. Prices will be 
submitted prior to processing your order. 





PHYSICIANS’ RECORD CO. 


HOSPITAL and MEDICAL RECORD FORMS 


SINCE 1907 
3000 S. RIDGELAND AVE. BERWYN, ILLINOIS 60402 
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ADHESIVES: WALLBOARD, 
PLYWOOD, PLASTIC- 
LAMINATES, ETC. 


Congoleum-Nairn Inc., Kearny 32, N. J 

Consoweld Corp., Wisconsin Rapids 94, Wis 

Formica Corp., Cincinnati 32, Ohio 

Marsh Wall Products, Division of Masonlite 
Corp., Dover 22, Ohio 

Minnesota Mining & Mig. Co., Adhesives, 
Coatings & Sealers Division, St. Paul 19, 
Minn. 

United States Plywood Corp 
N. Y. 


New York 17, 


AIR CIRCULATORS 


Fram Aire Co., Division of Fram Corp 
derson 36, N. C 

Harold Supply Corporation, New 
N. Y 

Reynolds Electric Co., River 


AIR CLEANERS (ELECTRONIC) 

American Air Filter Co., Inc., Louisville 8 
Ky 

Lennox Industries Inc., Marshalltown 58, lowa 

Space Conditioning, Inc., Harrisonburg 1, Va 

Trion, Inc., McKees Rocks 36, Pa 

Westinghouse tic Corporation, Pittsburgh 
30, Pa 

Westinghouse Electric Corporation, Sturtevant 
Division, Hyde Park, Boston 36, Mass 


AIR CONDITIONERS: UNIT 

(SELF-CONTAINED 
CABINET) 

Airtemp Division, Chrysler Corp., Dayton |! 
Ohio 

Amana Refrigeration Inc., Amana 3, lowa 

American-Standard, Air Conditioning Division, 
New York 18, N. Y 

American Standard Industrial 
troit 32, Mich 

Carrier Air Conditioning Co 
N. Y 

Crane Co., Plumbing-Heating-Air Condition- 
ing Group, Johnstown 7, Pa 

Curtis Mig. Co., Air Conditioning-Refrigera 
tion Division, St. Louis 33, Mo 

Dunham-Bush, Inc., West Hartford 10, Conn 

Graybar Electric Co., Inc New York 17, 
W y 

ITT Nesbitt, A Subsidiary of International 
Telephone & Telegraph Corp., Philadelphia 
36, Pa 

Lennox Industries Inc., Marshalltown 58, Iowa 

Modine Mig. Co., Racine 3, Wis 

Space Conditioning, Inc., Harrisonburg 1, Va 

Surface Combustion Division of Midland-Ross 
Corp., Toledo 1, Ohio 

Trane Company, LaCrosse 1, Wis 

Westinghouse Electric Corporation, Pittsburgh 
30, Pa 

York Division 
Pa 

Young Radiator Co 


Division, De 


Syracuse 1 


Borg-Warner Corp York 5 


Racine 3, Wis 


AIR CONDITIONING 
CONDENSING UNITS 


American-Standard, Air Conditioning Division 
New York 18, N. Y 

Climatrol Division of Worthington Air Condi 
tioning Co., Milwaukee 1, Wis 

Crane Co., Plumbing-Heating-Air Condition 
ing Group, Johnstown 7, Pa 

Curtis Mfg. Co., Air Conditioning-Retrigera- 
tion Division, St. Louis 33, Mo 

Dunham-Bush, Inc., West Hartford 10, Conn 

Lennox Industries Inc., Marshalltown 58, Iowa 
Ready-Power Co., Detroit 14, Mich 

Worthington Corp., Harrison 29, N. J 


AIR DISINFECTION UNITS OR 
FIXTURES (ULTRAVIOLET) 


Kadan Co., Inc.. D. A.. Yonkers 1, N. Y. 
Zep Mig. Co., Atlanta 18. Ga. 


Atlantic Ultraviolet Co., Long Island City 1, 
N. Y 


Dallons Laboratories, Division of International 
Rectifier Corp., El Segundo 46, Calif 

Guth Co., Edwin F., St. Louis 3, Mo 

Southern New England Ultraviolet Co., Mid 
dletown 57, Conn. 





Commode, Shower 
& Arthritic Chairs 











Crutches 
& Walking Aids 


There’s An 





ei NINGS 


Patient Lifters Over-Bed Tables, 
Answer From Everest & Jennings 


EVEREST & JENNINGS, INC. 


1803 Pontius Ave., Los Angeles 25, Calif. 
30 years of designing and manufacturing patient aids 
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AIR DISINFECTION UNITS OR 
FIXTURES (ULTRAVIOLET) 
—Cont'd. 

Equipment & Sup 


c 


Inc., San Gabriel 76 


Corporation, Pittsburgh 


AIR RECOVERY SYSTEMS 


Co., Columbus 19 


ALARM INDICATORS: 
SPRINKLER WATERFLOW 


shelby 75 


ALARM SYSTEMS: 
EMERGENCY 
Auth Electric Company, Inc., Long Island 

city 1, N. Y 


Edwards Inc., Norwalk 52, Conn 
ALARMS: BURGLAR 


Edwards Co., Inc., Norwalk 

Graybar Electric Co., Inc 
N y. 

Honeywell, Minneapolis 8 

Kidde & Co., Inc., Walter, Belleville 


Mosier Sate Co., New York 2. 


ALARMS: FIRE 


Notifier Corp., Lincoln 4, Nebr. 
Posey Co., J. T.. Pasadena 7, Calif. 


Minn 


FREE! 16 pace Booktet 


crammed full of useful maintenance help 


Here are ideas and informa- 
tion galore to help you solve 
your maintenance problems. 
Deodorants, disinfectants, 
care of floors, walls, furni- 
ture; bathroom, kitchen and 
laundry areas, plus many 
other specific cleaning prob- 
lems are covered in this free 
booklet prepared, after exten- 
sive research, by Zep Man- 
ufacturing Company Labora- 
tories, with the cooperation 
of leaders in the nursing 
home maintenance field. Zep 
is one of America’s largest 
manufacturers of top quality 
maintenance and _ sanitation 
products. Zep’s maintenance 
experts are available without 
cost or obligation to help you 


set up a complete maintenance program or to revise your existing one. 


Clip the coupon and mail today for this valuable booklet on com- 


plete Nursing Home Maintenance. 


There is no obligation. 


CLIP THIS COUPON AND MAIL TODAY! 


| | ZEP MANUFACTURING COMPANY 


1310 SEABOARD IND. BLVD 
Please send me your free booklet: 


P. 0. BOX 2015—ATLANTA, GEORGIA 30301 


Nursing Homes and Related Institutions, Their Care and Maintenance 


MANUFACTURING COMPANY 


ALBUQUERQUE e ATLANTA e BIRMINGHAM ¢ CHICAGO e CLEVELAND 


DALLAS e HOUSTON © KANSAS CITY 


e SAN FRANCISCO « SPRINGFIELD, N. J 
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American Communications Corp., Springfield 
Gardens 34, N. Y. 

Autocall Co., Shelby 75, Ohio 

Cincinnati Time Recorder Co., Cincinnati 14, 

hio 

Couch Co., Inc., S. H., North Quincy 71, 
Mass 

Edwards Co., Inc., Norwalk 52, Conn. 

Falcon Alarm Co., Springfield 81, N. 5. 

Faraday Division, The Gray Mig. Co., 
Tecumseh 86, Mich 

Fire-Lite Alarms, Inc., New Haven 2, Conn. 
Samewe!l Co., Newton Upper Falls 64, Mass. 

Graybar Electric Co., Inc., New York 17, 
N. Y. 

Honeywell, Minneapolis 8, Minn. 

Kidde & Co., Inc., Walter, Belleville 9, N. J 

Pyrotronics, Inc., Union 83, N. J. 

Standard Electric Time Co., 
Mass 

Stromberg-Carlson Corp., Rochester 1, N. Y 
Wheelock Signals, Inc., Long Branch 40, N. J 


ALARMS: LOW-TEMPERATURE 
REFRIGERATOR 


Revco Inc., Industrial Products Division, Deer 
field 38, Mich. 
tuart Refrigeration Corp., 


L. 1, N 


ALCOHOL: RUBBING 


Aloe-Health Science Division of Brunswick 
St. Louis 3, Mo 

McKesson & Robbins Inc., New York 17, N. Y 

Mifflin, McCambridge Co., Riverdale 40, Md 

Parke, Davis & Co., Detroit 32, Mich 

Plough, Inc., Memphis 12, Tenn 


ALKALIES: LAUNDRY 


Wyandotte Chemicals Corp., J. B. Ford Divi- 
sion, Wyandotte 93, Mich. 


"Springfield 1, 


Farmingdale 35 





Inc., McKeesport 34, Pa 
hnstamm & Co., Inc., H., Chicago 11, Ili 
salt Chemicals Corp., Philadelphia 2, Pa 


ALUMINUM: ARCHITECTURAL, 
ORNAMENTAL 


Chase Metals Service Division, Chase Brass 
& Copper Co., Waterbury 20, Conn 

Ellison Bronze Co., Inc., Jamestown 1, N. Y 

Kawneer Co., Niles 20, Mich. 

Meierjohan-Wengler, Inc., 
Ohio 


Cincinnati 15, 


Art Bronze Co., The, Covington 12, 


AMPULS, CAPSULES, TABLETS 


Merck, Sharp & Dohme, Division of Merck & 
Co., Inc., West Point 86, Pa 

Parke, Davis & Co., Detroit 32, Mich 

Rorer, Inc., William H., Fort Washington 34 
Pa 

Squ ibb_ & Sons, E. R., Division of Olin Mathie- 
son Chemical Corp., New York 22, N. Y. 


ANALGESICS 


Abbott Laboratories, North Chicago 64, Ill 

Ames Co., Inc., Elkhart 18, Ind 

Blank Drug Corp., Long Island City 5, N. Y 

Dorsey Laboratories, A Division of The Wan- 
der Co., Lincoln 8, Nebr. 

Lederle Laboratories Division, American Cy 
anamid Co., Pearl River 65, N. Y. 

Lilly & Co., Eli, Indianapolis 6, Ind 

Merck, Sharp & Dohme, Division of Merck & 
Co., Inc., West Point 86, Pa. 

Merrell Co., Wm. S., Division of Richardson 
Merrell Inc., Cincinnati 15, Ohio 

Organon Inc., West Orange 52, N. J 

Parke, Davis, & Co., Detroit 32, Mich. 

Physicians & Hospitals Supply Co., Inc., Min 
neapolis 3, Minn. 

Rorer, Inc., William H., Fort Washington 34, 


a 

Squibb & Sons, E. R., Division of Olin 
Mathieson Chemical Corp., New York 22 
N. Y. 

Stuart Co., Pasadena 7, Calif 

Ulmer Pharmacal Co., Minneapolis 3, Minn 

White Laboratories, Inc., Kenilworth 33, N. |] 

Whitehall Laboratories, New York 17, N. Y 

Winthrop Laboratories, New York 18, N. Y 

Wyeth Laboratories, Philadelphia 1, Pe. 





Fast 
Positive 


DRI-HEET Sterilization 
STERILIZERS Plus 
and Autoclaves Elimination 
Kill Spores, of Costly 

Viruses Installations 


and Bacteria 


STERILPAN 





ite 


#618 y INFRA-RED 
AUTOCLAVE LAMP 


#652 STERAMATIC 


RELAXA-COUCH 
#307S 


#300H 
PHYSIO-THERAY TABLE 


KODEL VENTAPAD 


QUALITY 
PRODUCTS 


+ 
ALUMINUM WALKERS, BEDRAILS, FOLDING 
SCREENS, IRRIGATING STANDS, COMMODES, HUMIDIFIERS, 
DEHUMIDIFIERS, UTILITY and BED LAMPS, and REFRIGERA- 
TORS 


Details on any item upon request. 


d.a.kadan co., inc., yonkers, n.y. 
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ACA 


Patient 
PROTECTIVE AND 
COMFORT ITEMS 


The name Mark-Clark.is your guarantee_of 
the finest products available in Patient Pro- 
tective and Comfort Items. A. complete line of 
mattress covers, pillow. covers, \draw. sheets 
and yard goods is carefully: manufactured 
from many types.of virgin vinyl and vinyl- 
backed fabrics. Available in reuseable or ‘one- 
time-use_ styles. 


For information on the most complete fine 
of Patient Protective and Comfort ttems, or 
for any other fine Mark-Clark products, see 
your Hospital Supply Dealer or write: 


MARK-CLARK, inc. 


Dept. NBG 5 102 E; Walnut St. 
Milwaukee, Wisconsin,53212 - 
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THIS IS AUTOMATIC 
5) = 2] ae Sonate), 














, ~< 
Whether your state has laws requiring detection 
systems or not, you as a nursing home owner or 
operator should have the facts about the value 
of automatic fire detection and alarm systems 


in the State of Nebraska where such laws were 
enacted in 1951 there has not been a single loss 
of life or total building loss to fire in any nursing 
home during the past 13 years 


NOTIFIER is proud to have provided over 90 percent 
of all detection and alarm systems for nursing 
homes in Nebraska 


For information on NOTIFIER detection 
systems write for Bulletin SM-800-64 
NOTIFIER CORPORATION 


3700 North 56th 
Lincoln, Nebr. 
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ANNUNCIATORS: DOCTORS’, 
NURSES’ CALL 


Electric Company, Inc 
1. Y 


much Co Inc S. H North 


Long Island City 


Quincy 71 
Mass 

Edwards Co., Inc., Norwalk Conn 

Faraday Division The Gray Mig 
Tecumseh 86, Mich 

graybar Electric Co Inc New 


Y 


co 


ANTACIDS 


Blank Drug Corp., Long Island City 5, N. Y 
Dorsey Laboratories, A Division of The Wan 
Lincoln 8, Nebr 
E Indianapolis 6, Ind 
m. S., Division of Richardson 
Cincinnati 15, Ohio 
West Orange 5% ‘ 


Co Detroit 


ANTIBIOTICS 


Abbott Laboratories 
Blank Drug Corp., Long Island City 5, N. Y 
Bristol Laboratories Division of Bristol-Myers 


North Chicago 64, Ill 


o.. Syracuse 

Lederle Laboratories Division, American 
anamid Co., Pearl River 65, N. Y 

Lilly & Co., Eli, Indianapolis 6, Ind 

Merck, Sharp & Dohme, Division of Merck & 
~o., Inc., West Point 86, Pa 

Parke, Davis & Co., Detroit 32, Mich 

Philadelphia Laboratories, Inc., Philadelphia 
14, Pa 

Physicians & Hospitals Supply Co., Inc., Min 
neapolis 3, Minn 

Squibb & Sons, E. RFR. Division of Olin 
Mathieson Chemical Corp., New York 22, 


N 


40 


Upjohn Co., Kalamazoo 1, Mich. 

White Laboratories, Inc., Kenilworth 33, N. J 
Winthrop Laboratories, New York 18, N. Y 
Wyeth Laboratories, Philadelphia 1, Pa. 


ANTIHISTAMINICS 


Blank Drug Corp., Long Island City 5, N. Y 
Bristol Laboratories Division of Bristol-Myers 
Co., Syracuse 1, N. Y 
Ciba Pharmaceutical Co., 
Corp., Summit 1, N. J. 
Dorsey Laboratories, A Division of The Wan- 

der Co., Linclon 8, Nebr. 
Lederle Laboratories Division, American Cy 
anamid Co., Pearl River 65, N. Y. 
Merrell Co., Wm. S., Division of Richardson 
Merrell Inc., Cincinnati 15, Ohio 
Parke, Davis & Co., Detroit 32, Mich. 
Schering Corp., Bloomfield 3, N. J. 
Stiles Co., H. A., Westbrook 92, Maine 
White Laboratories, Inc., Kenilworth 33, N. J 
Whitehall Laboratories, New York 17, N. Y 
Winthrop Laboratories, New York 18, N. Y 
Wyeth Laboratories, Philadelphia 1, Pa 


Division of Ciba 


APPLIANCES: GAS (RANGES, 
WATER HEATERS, 
DRYERS, HEATING UNITS) 


Pyrofax Gas Corp., Subsidiary of Texas East- 
ern Transmission Corp., New York 17, N. Y 


APPLICATORS: COTTON- 
TIPPED 


Kuttnauer Mig. Co.. Inc., Detroit 7, Mich. 


Acme Cotton Products Co., Jnc., Valley Stream 
82, N.Y 

Aloe-Health & Science Division of Brunswick 
St. Louis 3, Mo 

American Hospital Supply Corp., Evanston 1, 


Blank Drug Corp., Long Island City 5, N. Y 

Burrows Co., Chicago 45, Ill 

Carolina Absorbent Cotton Co., Division of 
Barnhardt Mfg. Co., Inc., Charlotte 1, N. C 

Chesebrough-Pond's Inc., Professional Prod 
ucts Division, New York 17, N. 

Continental Hospital Supply, Inc., 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 3], Ill 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N 

Kendall Co., The, Hospital Products Division 
Chicago 6, Ill 

Marsales Co., Inc., New York 18, N. Y 

Meinecke & Co., Inc., Baltimore 4, Md 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Ortho-Kinetics, Inc., Waukesha 86, Wis 

Plough, Inc., Memphis 12, Tenn 

Ross, Inc., Will, Milwaukee 12, Wis 

U.S. Hospital Supply Corp., New York 3 
N. Y 

Weck & Co., Inc 
1N. Y 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


Cleveland 


, Edward, Long Island City 


APPLICATORS: DIATHERMY 


Aloe-Health & Science Division of Brunswick 
St. Louis 3, Mo 

Birtcher Corp., Hospital Division, Los Angeles 
32, Calif 

Burdick Corp., Milton 63, Wis 

Mueller & Co., V., Chicago 12, Ill 


APPLICATORS: WOOD 


Aloe-Health & Science Division of Brunswick 
St. Louis 3, Mo 

American Hospital Supply Corp., Evanston | 
Il 

Continental Hospital Supply, Inc., Cleveland 7, 
Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Meinecke & Co., Inc., Baltimore 4, Md 

Ross, Inc., Will, Milwaukee 12, Wis. 

Stiles Co., H. A., Westbrook 92, Maine 

Weck & Co., Inc., Edward, Long Island City 
1N.Y 


APPRAISAL SERVICE 


Milwaukee 2, Wis 
Los Angeles 26, 


American Appraisal Co 
Marshall and Stevens Inc., 


Calif. 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Admiral Equipment Co., New York 11, N. Y. 

Baker Linen Co., H. W., New York 13, N.Y 

Busse Hospital Disposables Inc., Great Neck 
21, N. Y. 

Ross, Inc., Will, Milwaukee 12, Wis. 


APRONS: NURSES’ 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Busse Hospital Disposables Inc., Great Neck 
21, N. Y. 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Melrose Hospital Uniform Co., Inc., Brooklyn 
22, N. Y. 

Noveltex Paper Products Co., New York 33, 
N. Y 


Ross, Inc., Will, Milwaukee 12, Wis. 
Sherman Mills Co., Inc., Boston 15, Mass. 


APRONS: PLASTIC 


Kuttnauer Mig. Co., Inc.. Detroit 7, Mich. 
Mark-Clark, Inc., Milwaukee 2. Wis. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
Il. 


Bel-Art Products, Pequannock 40, N. J. 

Busse Hospital Disposables Inc., Great Neck 
a, &. ¥. 

Continental Hospital Supply, Inc., 

hio 

Custom Covers Inc., New Rochelle 1, N. Y. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Don & Co., Edward, Chicago 16, Ill. 

Dri-Clave Corp., Westbury 90, L. I, N. Y. 

Macrobiotics, Inc., Whitestone 57, N. Y. 

Marketon Co., Los Angeles 11, Calif 

Meinecke & Co., Inc., Batlimore 4, Md 

Meridian Standards Corp., New York 10, N. Y 

Noveltex Paper Products Co., New York 33, 
N. Y. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis 

Snyder & Son, Inc., M. L., Philadelphia 25, 


Cleveland 


Pa. 
Tolin Mfg. Corp., Miami 47, Fla 
U.S. Hospital Supply Corp., New York 3, N. Y. 


Atco Surgical Supports, Inc., Cuyahoga Falls 
21, Ohio 

Scholl Mig. Co., Inc 
vision, Chicago 10, Ill 


ARCHITECTS: NURSING HOME 
H. H., Minnetonka 26, Minn 
TRIM 


Surgical Supply Di- 


Johnson, Inc., 


Alberene Stone, Division of The Georgia Mar 
ble Co., New York 16, N. Y. 


ARM OR WRIST MACHINES 
La Berne Mig. Co.. Columbia 5, S. C. 


Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 


ARMRESTS: WHIRLPOOL 
BATH 


Dakon Corp., New Hyde Park 44, N. Y 

Rehabilitation Equipment Inc., New York 28 
N. Y 

Rehabilitation Products Division af American 
Hospital Supply Corp., Evanston 1, Ill 

Stanley Physical Therapy Equipment & Sup 
ply Co., Chicago 6, Ill 

Whitehall Electro Medical Co., Inc., 
sack 1, N. J 


ART SUPPLIES AND CRAFT 
MATERIALS 


Hacken 


American Crayon Co., Division of Joseph 

Dixon Crucible Co., Sandusky 71, Ohio 
American Handicrafts Co., Fort Worth 7, 
Texas 





ART SUPPLIES AND CRAFT 
MATERIALS—Cont'd. 


oo ke Reedcraft Corp., Hawthorne 24, 
Holliday Handicrafts, Inc., Winsted 74, Conn. 


Weber Costello Co., Chicago Heights 11, Ill 


ASBESTOS PAPER ‘AND 
MILLBOARD 


Johns-Manville, New York 16, N. Y 
Wilson, Inc., Grant, Chicago 4, IIl 


ASPIRATORS: PORTABLE 


Sorensen Co., Inc., C. M., Long Island City 
3, N. Y. 


Air-Shields, Inc., Hatboro 40, Pa 

Aloe-Heclth & Science Division of Brunswick 
St. Louis 3, Mo 

American Hospital Supply Corp 
Il 

Clark Linen & Equipment Co 

Continental Hospital Supply, Inc., 
7, Ohio 

Debs Hospital Supplies, Inc., 

Harold Supply Corporation, 
N. Y 

Mills Hospital Supply Co., Chicago 45, Ill 

Mueller & Co., V., Chicago 12, Ill 

Oxygen Equipment & Service Co., 
20, Il. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Sklar Mfg. Co., J., Long Island City 1, N. Y 

Stephenson Corp., Red Bank 1, N. J 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


Evanston | 


Chicago 6, Ill 
Cleveland 


Chicago 31, Ill 
New York 13, 


Chicago 


ASTRAGAL HARDWARE: 
COMPENSATING 


Von Duprin Division, Vonnegut Hardware Co., 
Indianapolis 25, Ind. 


MANUFACTURING COMPANY 


Shoulder Wheel, Adjustable in 
height, mounted on roller bearings, 
sensitive resistance adjustment. 


#5100SW Price $59.50 


Folding Parallel Bar, requires 8” floor 
space when not in use. Adjustable 
in height 21” to 38”. 8 or 10 ft. 


#4400P Price $98.50 











Write for Literature 


819 LEESBURG RDAD 
COLUMBIA, SOUTH CAROLINA 
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ATHLETE'S FOOT 
PREVENTIVES 


Huntington Laboratories, Inc., Huntington 50, 
Ind. 
Onox, Inc., San Francisco 5, Calif 

Rorer, Inc., William H., Fort Washington 34, 


Pa. 
Western Chemical Co., St. Joseph 1, Mo. 


ATHLETIC AND PLAYGROUND 
EQUIPMENT 


Game-Time, Inc., Litchfield 52, Mich. 

Preston Corp., J. A., New York 3, N. Y. 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, III. 


ATOMIZERS 


Air-Shields, Inc., Hatboro 40, Pa. 

Burrows Co., Chicago 45, III 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

DeVilbiss Co., Atomizer Division, Somerset 1, 
a. 


Holmes Co., Inc., T. J., Chartley 12, Mass 

Mueller & Co., V., Chicago 12, Ill. 

Oxygen Equipment & Service Co., 
20, Ill 

Physicians & Hospitals Supply Co., 
neapolis 3, Minn 

Ross, Inc., Will, Milwaukee 12, Wis. 

Shampaine Industries, Inc., O.E.M. Division, 
Union 83, N. J 

Weck & Co., Inc., 
, x YF. 


Chicago 


Inc., Min- 


AUTOCLAVES 


American Sterilizer Co., Erie 6, Pa. 
Kadan Co., Inc., D. A., Yonkers 1, N. Y. 


Kuttnauer Mig. Co., Inc., Detroit 7. Mich. | 


Market Forge Co., Everett 49, Mass. 
Scientific Equip t Mig. Corp., Larchmont 











American Sterilizer Company 
2424 W. 23rd Street 
Erie, Pa. 16506 


See our advertisement in the 
Catalog Section 
for details on our 
Autoclaves 





Edward, Long Island City | 


Inc., St. Louis 4, Mo. 











Ac-Lab Equipment Co., New York (Bronx) 55, 
N. Y 


Barnstead Still & Sterilizer Co., 
Mass 

Blank Drug Corp., Long Island City 5, N. Y 

Burrows Cc., Chicago 45, Ill 

Castle Co., 
Rochester 23, N. Y. 

Central Scientific Co., Chicago 13, Ill. 

Consolidated Machine Corp., Boston 35, Mass 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Fisher Scientific Co., Pittsburgh 19, Pa 

Harold Supply Corporation, New York 13, 
N. Y 

Hospital Supply Co., Inc., Long Island City 
1, N. Y 

Baltimore 4, Md 

Chicago 45, Ill 


Meinecke ; & Co., Inc., 
Mills Hospital Supply Co., 


Nursing Home Products, American Hospital | 


Supply Corp., Evanston 1, Ill 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Precision Scientific Co., Chicago 47, Ill 

Ritter Corp., Rochester 3, N. Y 

Ross, Inc., Will, Milwaukee 12, Wis 

Scientific Products Division, American Hospital 
Supply Corp., Evanston 1, Ill. 

Southern Cross Mfg. Corp., Chambersburg 1, 


a. 
U.S. Hospital Supply Corp., New York 3, 
N. Y 
Weck & Co., Inc., Edward, Long Island City 1, 


Mt. 
Wocher & Son Co., Max, Cincinnati 2, Ohio 
AWARDS: SERVICE 
(PERSONNEL) 


Architectural Bronze & Aluminum Corp., 


Skokie 76, Ill. 


Boston 31, | 


Wilmot, Subsidiary of Ritter Corp., | 





we have 
a better 
aspirator! 


ncaa pegs enone te 


mode! 1800 


us € 


S@@ THE DIFFERENCE 

The satin smooth aluminum case 
eliminates dust and dirt from the 
pump and motor. 


Kee lh we owrerence 


The weight is dynamically balanced 
to make these units truly portable. 


hee@aar wwe viererence 
Accoustical baffle keeps noise to a 
minimum. 


Chree Ke we vvrtrenct 


Only Sorensen pumps have the ex- 
clusive Visi Dome Lubrication System. 


Write for literature. Catalog on request. 


C.M. Sorensen Co. Ine. 
25-11 49th St., Long Island City 3, N. Y. 


division of Beam-Matic Hospital Supply Inc. 


For more facts circle 17 on reply card 





AWARDS: SERVICE 
(PERSONNEL)—Cont'd. 


Toastmaster Division, McGraw-Edison Co., 
Elgin 20 l 

Wasserstrom Sons, Inc., N., Columbus 7, 
Ohio 


BACK RESTS 


Guardian Products Co., Inc., N. Hollywood 5, 
Calif. 

IPCO Hospital Supply Corp., New York 13, 
N. Y 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Shampaine Industries, Inc., St. Louis 4, Mo. 

Simmons Co., Contract Division, Chicago 44, 
Il. 

Smith & Davis Mig. Co., St. Louis 10, Mo. 

Zimmer, Warsaw 80, Ind. 


Gendron Wheel Co., Division of Howe Sound 
Co., Toledo 15, Ohio 

Gold Medal Folding Furniture Co., Racine 3 
Wis. 

fenniker Crutch Co., Inc., Warner 78, N.H 

Higgs Associates, Inc, Homer, New York 16 
N.Y 

Keystone Cane & Crutch Co., Norristown I, 
ra 

Levy Co., Harry, New York 35, N.Y. 

Meinecke & Co., Inc., Baltimore 4, Md 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N.Y. 

Physicians & Hospitals Supply Co., Inc., Min 
neapolis 3, Minn. 

Rehabilitation Equipment Inc., New York 28, 


N.Y. 
Ross, Inc., Will, Milwaukee 12, Wis. 
U.S. Hospital Supply Corp., New York 3, N.Y. 
Wocher & Son Co., Max, Cincinnati 2, Ohio 


New Providence 74, N.J 
tal Supply, Inc., Cleveland 
Inc., Chicago 31 

BACKGROUND MUSIC 
SYSTEMS: TAPED 
(PURCHASE OR LEASE) 


Executone, Inc., Long Island City 1, N.Y 
BAGS: BEDSIDE (WASTE 
DISPOSAL) 
IPCO Hospital Supply Corp., New York 13. 
N. Y. 
Demain & Co., Inc., George, Los Angeles 19, 


Calif 
Whitestone Products Corp., Farmingdale 35, 
N.Y 


Wilhams Co., Inc., Gabriel, Freeport 20, L.I., 
N.Y. 


INCONTINENCE 
GARM ENT BAGS: CLOTHES (PATIENT'S) 
Busse Hospital Disposables Inc., Great Neck 


Guardian TRIM-GARD is an entirely new 21. NY. (Plastic) 
concept and a proven design for incon- Stanley Co., Inc., William W., Hillside 5, N.J 
tinence garments. 

9 BAGS: DRAINAGE (PLASTIC, 
DISPOSABLE) 


Bard. Inc., C. R. Murray Hill 71, N. J. 
Mark-Clark, Inc., Milwaukee 12, Wis. 


It provides superior protection and safety 
with unmatched comfort through these 
exclusive features: 

TWO PIECE DESIGN Liners and holder 
are belt suspended affording, for the first 
time, a cool, comfortable, well ventilated 
garment. 


Bard-Parker Co., Inc., A Division of Becton, 
Dickinson & Co., Rutherford 70, N-J. 
Busse Hospital Disposables Inc., Great Neck 
21, N.Y 
Davol Rubber Company, Providence 1, R.! 
Hospital Supply & Development Co., Inc., 
Braddock 4, Pa. 
MacBick Co., Wilmington 87, Mass. 
VELCRO® ADJUSTED BELT For fast and Mason Laboratories, Willow Grove 90, Pa. 
easy change, exact adjustment, and per- Meinecke & Co., Inc., Baltimore 4, Md. 
O-R Products Co., Belmont 78, Mass. 


fect fit. | Pharmaseal Laboratories, Glendale 1, Calif 


MOISTURE GUARD FLAPS Assure ab- ee 
solute protection, prevents leakage, and BAGS: ENEMA (PLASTIC. 
confines soil and odors to flannel liners DISPOSABLE 

within vinyl holder. Mark-Clark, Inc., Milwaukee 12, Wis. 


TRIM APPEARANCE Contoured holder 
and pads provide protection and comfort 
without bulk—TRIM-GARD is not detect- 
able under clothing. 


The only incontinence garment to offer a liner for every purpose: 
BACK STOP LINER 

Exclusive design of moisture barrier keeps wearer always dry. BAGS: HAMPER 
DISPOSABLE LINERS oie 
Super absorbent cellulose filler with high wet strength facial tissue ~—_ } eo ee oe ee 
overlay. Hartford Co., The, Hartford 6, Conn. 
FLANNEL LINERS w Xs: poe Supply Corp., New York 13, 
Triple layer, edge-bound, for maximum absorption. 


CUTOUT LINERS 
Special design for bowel incontinents. 


Bard-Parker Co., Inc., A Division of Becton 
Dickinson & Co., Rutherford 70, N_J. 

Davol Rubber Company, Providence 1, R. I. 

MacBick Co., Wilmington 87, Mass. 

Pharmaseal Laboratories, Glendale 1, Calif 

Sterilon Corp., Buffalo 11, N.Y. 

Travenol Laboratories, Inc., Morton Grove 53, 
Ill. 

Walker Industries, San Francisco 4, Calif 


Kuttmauer Mig. Co.. Inc., Detroit 7, Mich. 
Mark-Clark. Inc., Milwaukee 12, Wis. 

Robert Industries. Inc., H., St. Louis 10, Mo. 
Swartzbaugh Division. United Service i 
ment Co., Inc., Murfreesboro 31, Tenn. 
Write for complete literature United Service Equipment Co., Inc., Palmer 

Mass. 


“fn GUARDIAN PRODUCTS CO., INC. 69. 


8277 Lankershim Bivd., No. Hollywood, Calif. 91609 Abco, Inc., McKeesport 34, Pa. 
Aloe-Health & Science Division of Brunswick, 


St. Louis 3, Mo. 
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PORTABLE 
TABLE 


DOUBLE DISH CART 
UTILITY CART 


PORTABLE 
BIN 


FOUR SHELF 
HOSPITAL CART 


SILVER 
AND TRAY CART 


ICE BIN 


DISH-MOBILE 


PLATFORM 


PORTABLE 
UTILITY STAND 


PORTABLE 
SECO-MATIC 


The standard for mobility in 
food service equipment is ‘'Seco- 
Portability"’. 


Featured here are many Seco 

products designed to make 

food service easier, faster and 

more profitable by having your 

equipment anywhere it's needed 
P. O. BOX 7116 * ST. LOUIS, MO. 63177 for “at hand" use. 


Please send me complete information on... 
DOUBLE DISH CART PORTABLE TABLE 1 FOUR SHELF 

| SILVER AND PORTABLE BIN a fn te CART 
pcre ] 1CE BIN ~ UTILITY STAND 
DISH-MOBILE C) PLATFORM TRUCK => porTABLE 

"] DISH TRUCK | UTILITY CART SECO-MATIC 


For more information, see your 
Seco dealer or write us. 


Ee 





COMPANY _ 





ADDRESS 





Zip 
_— es a P, O. BOX 7116 * ST. LOUIS, MO, 63177 


i 
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BAGS: HAMPER—Cont‘d. 


American Metal Furniture, Inc., Indianapolis 2 


Busse Hospital Disposables Inc., Great Neck 
1, N.Y. (Disposable) 
son Corr chicago 11, Ill 
Hospital Supply, Inc., Cleveland 
Supplies, Inc., Chicago 31 
Iniforms, New York 1, N.Y 
Co Kenilworth 3 N.J 
vis Division, United Service Equir 
e Inc Palmer 69 Mass 
jon Packaging Produc Co., Inc., 
N.Y. (Plastic 
o., Inc., Baltimore 4, Md 
tal Uniform Co., Inc., Brooklyn 


Hicksville 


hicago 14, Ill 
Products, American 
Evanston 1, Ill 
Sorp Brooklyn 32, N.Y 
ilwaukee 12, Wis 
‘ y Corp., New York 3, N.Y 
Highland Park 36, Ill 
‘o., Max, Cincinnati 2, Ohio 
ung Co., Paul O., Line Lexington 32, Pa 


Hospital 


BAGS: LAUNDRY 


Hartford Co., The, Hartford 6, Conn. 

IPCO Hospital Supply Corp.. New York 13. 
N. Y. 

Kuttnauer Mig. Co.. Inc., Detroit 7, Mich. 

Robert Industries, Inc., H., St. Louis 10, Mo. 

Shampaine Industries. Inc., St. Louis 4, Mo. 

United Service Equipment Co., Inc., Palmer 
69, Mass. 


tal Disposable 
y N Y. (Disposable 
lark Linen & Equipment ( 


Division 
Hillside 5, N.] 
Cambridge 40, 


Corp., New York 3, N.Y 
hland Park 36, Ill 
iladelphia 33, Pa 

Max, Cincinnati 2, Ohio 


BAGS: LAUNDR 
(WATER SOLUBLE) 


BAGS: WASTE RECEPTACLE 
LINING 


IPCO Hospital Supply Corp.. New York 13, 
N. Y. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 
Shampaine Industries. Inc., St. Louis 4. Mo. 


vorp. of America, Chicago 32, IIl 
rug Corp., Long Island City 5, N.Y 
spital Disposables Inc _ N 

; 1 Disposables Inc., Great Neck 


Paper & Bag Co Inc 


thicago Transparent, Inc., Chicago 14 

Debs Hospital Supplies, Inc., Chicago 31 

Don & Co., Edward, Chicago 16, Ill 

Jering Plastics Co., Kenilworth 33, NJ 

H ‘ Inc., Oshkosh 2, Wis 
Industrial Division, Macedon 


Products Co., Inc., Hicksville 


Master Metal Products, Inc., Buffalo 5, N.Y. 

Meinecke & Co., Inc., Baltimore 4, Md 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Protective Lining Corp., Brooklyn 32, N.Y. 

Ross, Inc., Will, Milwaukee 12, Wis. 

U.S. Hospital Supply Corp., New York 3, N.Y. 

Walton-March, Highland Park 36, Ill 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


BAGS: WAXED (OPEN AND 
CLOSED-TOP RECEPTACLE 
LINERS) 


American Hospital Supply 
Il 

Beier & Co Shicago 7, lil 

Busse Hospital Disposables Inc., 
21, N.Y. 

Master Metal Products, Inc., Buffalo 5, N.Y 

Ross, Inc., Will, Milwaukee 12, Wis 


BAKERS: ARM, BODY AND LEG 


Burdick Corp., Milton 63, Wis 

Hydor Therme Corp., Pennsauken 9, N.J 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Overland Electric Co., Inc., Cicero > Il. 
Preston Corp., J]. A., New York 3, N 
Rehabilitation Equipment Inc., New York 28, 
N.Y. 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 


BAKERS: WAFFLE (ELECTRIC) 


Gloekler Refrigerator Co., Erie 12, Pa 

Toastmaster Division, McGraw-Edison Co., El- 
gin 20, Ill 

Westinghouse Electric Corporation, Pittsburgh 
30, Pa 


BAKERY EQUIPMENT 
(COMPLETE LINE) 


Crescent Metal Products, Inc., Cleveland 8, 
Ohio 


Sorp., Evanston | 


Great Neck 


Bucks County Enterprises, Inc., Quakertown 
51, Pa 

Colson Corp., Chicago 11, Ill 

E. P. Co., Inc., Los Angeles 21, Calif 
McDonald Company, Reading 67, Mass 
Wilder Mfg. Co c., Port Jervis 71, N.Y 


BANDAGE GAUZE: TUBULAR 
(SEAMLESS) 


Aloe-Health & Science Division of Brunswick 
St. Louis 3, Mo 

Physicians & Hospitals Supply Co., Inc., Min 
neapolis 3, Minn 


BANDAGE ROLLS (CUT AND 
UNCUT) 


Acme Cotton Products Co., Inc., 
Stream 82, N.Y 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo 

Carolina Absorbent Cotton Co., Division of 
Barnhardt Mig. Co., Inc., Charlotte 1, N.C 

ontinental Hospital Supply, Inc., Cleveland 
7, Ohio 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N.J 

Kendall Co., The, Hospital Products Division, 
Chicago 6, Il 

Marsales Co., Inc., 

Parke, Davis & Co., 
Detroit 32, Mich 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Seamless Rubber Co., New Haven 3, Conn 

Weck & Co., Inc., Edward, Long Island City 
1, N.Y 


BANDAGE-SPLINTS 
INFLATABLE (PLASTIC) 


Jobst Institute, Inc., Toledo 1, Ohio 
Mine Safety Appliances Co., Pittsburgh 8, Pa 


BANDAGES: ADHESIVE 


Inc., Valley Stream 


Valley 


er 


New York 18, N.Y 
Surgical Dressings Sales, 


Acme Cotton Products Co 
82, N.Y 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo 

Continental Hospital Supply, Inc., 
7, Ohio 


Cleveland 


Debs ~w y~ Supplies, Inc., Chicago 31, Ill. 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N.J. 

Kendall Co., The, Hospital Products Division, 
Chicago 6, 

Marsales c. aa New York 18, N.Y. 

Parke, Davis & Co., Surgical Dressings Sales, 
Detroit 32, Mich. 

Physicians & Hospitals Supply Co., Inc., 
Minneapolis 3, Minn. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Scholl Mig. Co., Inc., Surgical Supply Divi- 
sion, Chicago 10, Til. 

Seamless Rubber Co., New Haven 3, Conn. 

Weck & Co., Inc., Edward, Long Island City 1, 
N.Y 


BANDAGES: ELASTIC 
= Hospital Supply Corp.. New York 13, 
» A 


euminen Mig. Co., Inc., Detroit 7, Mich. 

Sani-Pac Corp., New York 10, N. Y. 

Acme Cotton Products Co., Inc., 
Stream 82, N.Y. 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
Ill. 

Baka Mfg. Co., Inc., Sharon 67, Mass. 

Becton, Dickinson & Co., Rutherford 70, N.J. 

Blank Drug Corp., Long Island City 5, N.Y. 

Bowden & Son, Inc., J. G., Boston 10, Mass. 

Conco Surgical Products, Inc., Bridgeport 5, 
Conn. 

Continental Hospital Supply, Inc., 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Eisele & Co., Nashville 8, Tenn. 

Harold Supply Corporation, New York 13, N.Y. 

Higgs Associates, Inc., Homer, New York 16, 


Valley 


Cleveland 


N.Y 

Kendall Co., The, Hospital Products Division, 
Chicago 6, Ill. 

Marsales Co., Inc., New York 18, N.Y. 

Medical Fabrics Co., Paterson 9, N. J. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston |, Ill. 

Parke, Davis & Co., Surgical Dressings Sales, 
Detroit 32, Mich. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Popper & Sons, Inc., New York 10, N.Y. 

Ross, Inc., Will, Milwaukee 12, Wis 

Scholl Mfg. Co., Inc., Surgical Supply Divi- 
sion, Chicago 10, Ill 

U.S. Hospital Supply Corp., New York 3, N.Y. 

Weck & Co., Inc., Edward, Long Island City 1, 
N.Y. 

Wocher & Son Co., 


BANDAGES: GAUZE 
(STERILIZED) 


Max, Cincinnati 2, Ohio 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich 


Acme Cotton Products Co., Inc., Valley Stream 
82, N.Y. 

Aloe-Health & Science Division of Brunswick 
St. Louis 3, Mo. 

Blank Drug Corp., Long Island City 5, N.Y 

Chesebrough-Pond’s Inc., Professional Products 
Division, New York 17, N. Y 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 


Debs Hospital Supplies, Inc., Chicago 31, Ill 

General Bandages Inc., Morton Grove 53, Ill 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N.J. 

Kendall Co., The, Hospital Products Division, 
Chicago 6, IIl. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Mills Hospital Supply Co., Chicago 45, Ill. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Parke, Davis & Co., Surgical Dressings Sales, 
Detroit 32, Mich. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Scholl Mig. Co., Inc., Surgical Supply Divi- 
sion, Chicago 10, Ill 

Seamless Rubber Co., New Haven 3, Conn. 

U.S. Hospital Supply Corp., New York 3, N.Y. 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


BANDAGES: LIQUID 
(SPRAY-ON) 


Alconox, Inc., New York 3, N. Y. 





_ SELF-CLOSING 
" ROPELESS BAGS 


BEST FOR HOSPITALS IN EVERY WAY 


@ Positive closure prevents accidental 


spilling and cross infection. 
A basic way to fight staph. 
No ropes to tie or untie. 


No grommets to tear or replace 


TO SOLVE 
HOSPITAL 
PROBLEMS 


cnnce SECURITY VESTS 


MADE FOR STRAIGHT CHAIR, 
WHEELCHAIR, OR BED 


Easy to put on the aged, feeble, 
or children. 

Lighter, cooler, and more comfort- 
able than ordinary restraints and 
supports. They are wider and do 
not cut patients. 

Patient is well supported and cannot 
fall out. 

Harco RopeHold locking attachment 


permits release in a few seconds 


Cost less. 
by attendant. 


Handle easier. Patient cannot release himself. 
Nylon vests easily washable. Three 


Save time and maintenance Sams : . ’ 
e ° All bags made to fit sizes: medium, large, and children’s. 


your hamper stands 
—or Harco Folding 
Hamper Stand shown 


Sizes are color coded for easy 


Safe for mental wards identification 


Eliminate handling losses 


HARCO CHAIR SUPPORTS ALSO AVAILABLE 


Eliminate double bagging 


«-nco SLATTED BEDBOARDS| “=< HOSPITAL BIBS 


BRING NEW PATIENT COMFORT a ELIMINATE TAPES AND TIES 
AND SUPPORT 





® Practical, efficient new type bib. 
@ Provide orthopedic sup- 
port in adjustable beds. - - "| Velcro neck closure eliminates tapes and 
ties, provides for comfortable adjustment. 
@ Easy to store in small or , 
oa p As J Available with reinforced > 4 
& he ee catch-all” pocket at bottom. 
@ Easy to carry and install. Se ‘ x Pocket is closed with Velcro— 
may be opened to clean. 


“Pk 


@ Non-absorbent vinyl- 


coated ticking, easy to —= \S Made from 912 oz. terry cloth os 


*_* en 
clean ond disinfect P in white, blue or yellow. \ | 
This handy board conforms to the angle of the spring Gacier for aurees, attendants, ( Y 

—— ' 
“4S 
' 


and mattress and gives firm support in any position and patients to handle. 

. can’t slip because it is held to the spring by 
hooks . . . rolls into a bundle 12” x 35” for conven- Three sizes. 
ient storage. 


WRITE FOR LITERATURE AND PRICE INFORMATION ON THESE HARCO PRODUCTS 


4 
- 








( ) Self-Closing Ropeless Laundry Bags ( ) Chair Supports* 
( ) Folding Hamper Stands ( ) Bibs 

( ) Security Vests ( ) Slatted Bedboards 
( ) Truck Liners and Covers* 


Not shown in this advertisement. 


The Hartford Company 


1407 PARK ST., HARTFORD, CONNECTICUT e TELEPHONE 527-4231 
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BANDAGES: LIQUID 
(SPRAY-ON)—Cont'd. 
Aeroplast Corp., Dayton 3, Ohio 


98s, Inc., Will, Milwaukee 12, Wit: 
sler & Co., New York 11, N.Y 


BANDAGES: MEDICATED- 
GAUZE 


= » 8 
Medica abr 


BANDAGES: MUSLIN 


BANDAGES: 


igh-t 


BANDAGES: 


BANDAGES: PLASTIC 
(INFLATABLE) 


sTant se 


BANDAGES: TRACTION 
= Hospital Supply Corp.. New York 13, 
Y. 


wane Mig. Co., Inc., Detroit 7. Mich. 


Zimmer, Warsaw 80, Ind. 


Bridgeport 5, 


BANDAGES: ZINC OXIDE 
GELATIN (UNNA‘S PASTE) 


1g 


BARS: EXERCISE 


Brewster Corp., Old Lyme 71, Conn. 


Sveccst & Jennings. Inc., 
PCO Hospital Supply Corp.. 
N. Y. 

Kuttnaver Mig. Co., Inc., 


ipplie 


New York 3, N.Y 


Wocher & Son , Max, Cincinnati 2, Ohio 


Beam Metal Specialties, Inc.. 
City 3, N. Y. 
Brewster Corp., Old Lyme 71, Conn. 


Long Island 


46 


Les Angeles 25. 
New York 13, 


Detroit 7, Mich. 


Edco Surgical Supply Co., Inc., New York 23, 
N. Y. 
Posey Co., J. T.. Pasadena 7, Calif. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo 
Architectural Metalcr 
ingdale 35, N.Y 
Continental Hospital Supply, Inc., 

7, Ohio 
Grant Pulley & Hardware Corp., 
vision, West Nyack 94, N.Y. 
Grote Mig. Co., Madison 50, Ind 
Invalex of Ohio, Lodi 54, Ohio 
Invalex Sales Co., Inc., Long Beach 13, Calif 
flome Products American Hospital 
orp., Evanston | 
Preston Corp 1A. New York 3, N.Y 
Reliable Metal Products Co., Inc., Mount Ver- 
non 50, N.Y 
Self-Ease Units, _inc., New York 28, N.Y. 
Sparling Co., C Detroit 16, Mich 
Surgic Sales Co., Lowen nce 40, Mass 
Ber nsenville l 


aft Industries, Inc., Farm 
Cleveland 


Eastern Di- 


Wat is, Inc 


BARS: REINFORCING 
(CONCRETE) 


Ceco Steel Products Corp Chi cago 50, Ill 
Republic Steel Corp., Mig. Division, Youngs 


York 28, 
Division American 
, Evanston 


BARS: WALL 


Everest & Jennings, Inc., Los Angeles 25, 
Calif. 


BASEBOARD HEATING (STEAM 
AND HOT —— 


Plumbing-He ating-/ 


Company, 
ing Radiator 


BASINS: EMESIS, WASH 
a Hospital Supply Corp.. New York 13 


aan Mig. Co., Inc., Detroit 7, Mich. 


Admiral Equipment Co., New York 
Blank Drug Corp., Long Island City 
Debs Hospital Supplies, Inc 
Don & Co., Edward, Chicago 16 
Hosp-i-Ware Products, Division of Bloomfield 
ex Industries, Inc., Chicago 32, Il 
nes Metal Products Co. Zylon 
icts, Inc., Subsidiary, West Lafayett 
Ohio 
Meinecke & Co., Inc., Baltimore 4, Md 
Nursing Home Products, American Hospital 
: ‘orp, Evanston 1, Ill 
Co., Inc., Brooklyn 19, N. Y 
Polar Wa are Co., Sheboygan 82, Wis. 
Ross, Inc., Will, Milwaukee 12, Wis 
U. S. Hospital Supply Corp., New York 3, N.Y 
So., The, Sheboygan 82, Wis 
Sons Inc., Max, Stamford 4, Conn 
& Son Co., Max, Cincinnati 2, Ohio 


BASINS: EMESIS, WASH 
(PLASTIC, AUTOCLAVABLE) 


tT 


Bel-Art Products, Pequannock 40, N 
Blank Drug Corp., Long Island City 5, N. Y 
Jones Metal Products Co., Zylon Products, 
Inc., Subsidiary, West Lafayette 45, Ohio 
Plasta-Medic, Inc., Pasadena 1, Calif. 
Vollrath Co., The, Sheboygan 82, Wis. 


BASKETRY MATERIALS 


American Handicrafts Co., Fort Worth 7, Texas 
American Reedcraft Corp., Hawthorne 24, N. J. 


Can-Pro Corp., Fond du Lac 36, Wis. 

Colson Corp., Chicago 11, Ill. 

Lane & Bros, Inc., W. T., 
N y 

Meese, Inc., Madison 50, Ind 

Southern Mills, Inc., Atlanta 12, Ga 

Steele Canvas Basket Co., Inc., 
40, Mass. 

Webb Mfg. Co., Philadelphia 33, Pa. 


BASKETS: DISH, GLASS, 
VER (WIRE) 


Poughkeepsie | 


Cambridge 


SILV 


Crescent Metal Products, Inc., Cleveland 8, 
Ohio 


Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Elkington Mig. Co., San Francisco 24, Calif. 

Hodges & Co., Inc., William, Philadelphia 22, 
Pa. 

Metropolitan Wire 
2, Pa 

Penn-Chem Corp., Lancaster 2, Pa 

Rubbermaid, Inc., Wooster 92, Ohio 

Spun Aluminum Products Corp., New York 12 
N. Y 


New York 3, N. Y 


Goods Corp., Wilkes-Barre 


Stran s-Duparquet, Inc., 
BASKETS: DRESSING AND 
DRUG 
merican Hospital Supply Corp., Evanston 
1, 
Meinecke & Co., Inc., 


BASKETS: FOOD STORAGE 


Crescent Metal Products, Inc., Cleveland 8, 
Ohio 


Baltimore 4, Md. 


Bucks County Enterprises, Inc., Quakertown 
51, Pa 

ietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 


BASKETS: GLASS-FIBER 


Lane & Bros., Inc., W. T., Poughkeepsie 1, 
N. Y 

Steele Canva 
Mass 


s Basket Co., Inc., Cambridge 40, 


BASKETS: LAUNDRY 


Edco Surgical Supply Co., Inc.. New York 23, 
N.Y 


IPCO Hospital Supply Corp.. New York 13, 
N 


b = 
Kuttnauer Mig. Co., Inc., Detroit 7. Mich. 
Lumex, Inc., General Medical Equipment 
Corp., Bay Shore 6, N. Y. 


Abco, Inc., McKeesport 34, Pa 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo 

American Hospital Supply Corp., Evanston | 

Blickman, Inc., S., 

Clark Linen & Equipment Co., 

Colson Corp., Chicago 11, Ill 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Kohnstamm & Co., Inc., H., Chicago 11, Ill. 

Lane & Bros., Inc., W. T., Poughkeepsie | 
N.Y 

Meese, Inc., Madison 50, Ind. 

Meinecke & Co., Inc., Baltimore 4, Md 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Pedigo Products, Inc., Huntington Beach 46 
Calit 

Ross, Inc., Will, Milwaukee 12, Wis 

Shampaine Industries, Inc., Carrom Division, 
Ludingtea 31, Mich. 

U. S. Hospital Supply Corp., 

Y 


Philadelphia 33, Pa. 


Weehawken 87, N. J 
Chicago 6, Ill 


New York 3 


Webb Mig. Co., 


BASKETS: NURSING BOTTLE, 
TEST TUBE, THERMOMETER 


— =~ Specialties, Inc., Long Island City 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
Ill. 





These Favorite NURSING HOME Products 


Give You Best Results and Tremendous Savings of Money, Time and Effort! 


ALCONOX 


on Cleaned 


savers 





the World's Finest Hospital and 
Laboratory Detergent, is more ef- 
fective than any powder or liq- 
uid detergent costing four times 
as much! Greater wetting, se- 
questering and emulsifying power 
mean cleaner syringes, needles 
and instruments. 


IN THE 
NURSING HOME 


Alconox quickly cleans porcelain 
or stainless steel bedpans, eme- 
sis basins, rubber or plastic 
sheeting and tubing, plastic or 
enamel covered furniture, painted 
surfaces. 


with controlled foaming power, 
is ideal for use in all glassware 
washing machines with jets, 


sprays, impellers or pumps. 
IN THE 
NURSING HOME 


Alcojet assures cleanest dishes 
and glasses, prevents water-spot- 
ting from final rinse. Cleaner 
dishes reduce the incidence of 


cross infection. 


You Get Complete Satisfaction 
Greater Savings with 


SPRAY PRODUCTS 


H & L SPRAY 
SKIN PROTECTOR 


with Dow Corning Silicones and 
Hexachlorophene for the preven- 
tion of bed sores and skin irrita- 
tions. Helpful in prevention of 
contact dermatitis, intertrego and 
miliaria among bed-ridden, in- 
continent patients and to avoid 
subsequent formation of decub- 
itis ulcers. 


€: PERE >. ’ 


H & L SPRAY 
TINCTURE of BENZOIN 


in Aerosol. Improves adhesive 
properties of tape. Minimizes 
discomfort during long tape and 
cast applications. 


H & L SPRAY 
ROOM DEODORANT 


kills odors without “covering up” 
with another odor . . . or mask- 
ing odors. The perfect Nursing 
Home Air Freshener! 


H & L Spray Products also include SKIN 

FREEZE, Spray BANDAGE and ADHESIVE 

TAPE REMOVER. Nowhere can you dupli- 

acte such matchless 

low cost for prod- 

ucts of such un- 

questionable qual- 

ity, all IN ECONO- 

MY-SIZE 12 OZ. 

a tom mg CANS, packed 12 
Freeze Bandage Remover cans to the case. 


TERE LR TR ene pesigcton 


Don't Accept Substitutes! ALL ALCONOX AND H & L PRODUCTS ARE SOLD ON A 100% SATISFAC- 
TION GUARANTEED BASIS BY LEADING HOSPITAL, LABORATORY AND SURGICAL SUPPLY DEALERS 





ALCONOX 


..- 853 BROADWAY, NEW YORK 3, N. Y. 
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BASKETS: NURSING BOTTLE, 
TEST TUBE, THERMOMETER 
—Cont'd. 


ore 4, Md 


Sort Wilkes-Barre 


hambersburg |! 


BASKETS: STEAMER 
Market Forge Co., Everett 49, Mass. 


na 


BATHROBES 


IPCO Hospital Supply Corp.. New York 13, 
N. Y 


Kuttnauer Mig. Co., Inc., Detroit 7. Mich. 


; Sor Max rincinnati 2, Ohio 
BATHS: COMBINATION (ARM, 
LEG AND HIP) 


Williamsport 4. Pa. 
Bloomington 2. 


Ile Electric Corp.. 
Rocke Appliances Inc., 
Weehawken 87, N. 1 


bing-Heating-Air Conditionin 


20 Fark 4 


Rehabilitation Equipment Inc., New York 28, 
N. Y 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill 

Stanley Physical Therapy Equipment & Supply 
Co., Chicago 6, Ill 

Whitehall Electro Medical Co., Inc., 


sack 1, N. J 


BATHS: CONTINUOUS FLOW 
Kohler Co., Kohler 44, Wis. 


Hacken- 


American-Standard Plumbing & Heating Divi 
sion, New York 18, N. Y 

Blickman, Inc., S., Weehawken 87, N. ] 

Crane Co., Plumbing-Heating-Air Conditioning 
Group, Johnstown 7, Pa 


BATHS: CONTRAST 
(HYDROTHERAPY) 


Ille Electric Corp., Williamsport 4, Pa. 
Blickman, Inc., § Weehawken 87, N. J 
Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, IIl 


BATHS: ELECTRIC 
TREATMENT 


Battle Creek Equipment Co 
Mich 


Mi 


. } 
Wreek i 


Battie 


Hospital Supply Co., Inc., Long Island City 
1, N. Y. 


1, 


BATHS: FOOT 


Ile Electric Corp.. Williamsport 4, Pa. 

Kohler Co., Kohler 44, Wis. 

Blickman, Inc., S., Weehawken 87, N. J 
rane Co., Plumbing-Heating-Air Conditioning 
Group, Johnstown 7, Pa 

Elkay Mig. Co., Broadview 55 

Huntington Laboratories, Inc 


Ind 


Ill 
Huntington 50 


Berkeley 2, Calif 
Division of American 

Corp., Evanston 1, Ill 

Philadelphia 25, Pa 





Whitehall Electro Medical Co., Inc., Hacken- 


sack 1, N. J 


BATHS: MOBILE 


Queen Sales, Inc., Atlanta 24, Ga. 
BATHS: PARAFFIN (ARM 
HAND, FOOT, LEG) 


Ile Electric Corp., Williamsport 4, Pa. 


Hydor Therme Corp., Pennsauken 9, N. J. 

Preston Corp., J. A., New York 3, N. Y. 

Rehabilitation Equipment Inc., New York 28, 
N.Y 


Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 

Stanley Physical Therapy Equipment & Supply 
Co., Chicago 6, Ill 

W/R Medical Electronics Co., St. Paul 14, 
Minn. 


BATHS: SHOWER 

Kohler Co., Kohler 44, Wis. 

American-Standard Plumbing & Heating Divi 
sion, New York 18, N 

Chicago Faucet Co., Des Plaines 18, Ill 

Crane Co., Plumbing-Heating-Air Conditioning 
Group, Johnstown 7, Pa. 

Speakman Co., Wilmington 99, Del 


BATHS: SITZ (MOBILE) 
Ile Electric Corp., Williamsport 4. Pa. 


Bel-Art Products, Pequannock 40, N. J 
Blickman, Inc., S., Weehawken 87, N. J 

_—o Supply Co., Inc., Long Island City 
l, : 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, III 

Preston Corp., J. A., New York 3, N. Y 

Rehabilitation Equipment Inc., New York 28 


Rehabilitation Products Division of American 

Hospital Supply Corp., Evanston 1, Ill. 
Wocher & Son Co., Max, Cincinnati 2, Ohio 
Wright Mfg. Co., Memphis 5, Tenn. 





in WHIRLPOOLS 


the new 


LONG: 66” Tank—a must for adult 
horizontal leg treatment. 


LOW: 18” Depth — definitely nec- 
essary for easy placement of injured 
and elderly into tank. No high chair 
needed. 

AVAILABLE IN TWO MODELS 
MOBILE: Two-motor unit... pow- 
erful Ille turbine ejector . . . separate 
drainage pump with center tank drain. 
STATIONARY: Standard Ille tur- 
bine ejector...over-the-rim sanitary 
water inlet... combination drain 
valve and overflow. 


For circulatory aid, and 
treatment of legs and hips 
in horizontal position. 


Write for complete descriptive literature. 


ELECTRIC CORPORATION 


REACH ROAD + WILLIAMSPORT + PENNA. Pioneers in Hydrotherapy 
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NURSING HOME 
RECORD FORMS 


inexpensive, 


easy-to-use 


Tested and approved by nursing 
and convalescent homes in every 
state! Your order shipped the 
same day we receive it! All forms 
designed to save time! Sold only 
at factory-to-you prices! More 
than 100 forms in our complete 
catalog! 














send for 


FREE CATALOG 














OR THE SINGLE 
TURBINE MODEL 25 








instead of a single nozzle, Rocke baths use 
NURSING & 10 jets (20 in the Model 45) to completely sur- 
CONVALESCENT : é 
HOME round the submerged member with uniform 
FORMS aeration and flow. Hydrotherapeutic action is 
upward, providing massage parallel with the 
limb's circulation rather than at right angles to 
it. Massage direction is toward the heart to 


conform with preferred massage technique. 























Reliability is legendary — it is common- 
place for Rocke units to operate for years with 


zero downtime, even in heavy-duty daily use. 
Built to uncompromising professional standards 
in polished stainless steel. For the complete 


story of Rocke ‘Full-Effect’ Hydrotherapy and 
name of your nearest dealer, write today to: 


I. J. Davenport, President 
Rocke Appliances, Inc. 
ra Dept.—-PO Box 623 


Bloomington, Illinois 


P. O. Box 1086, Des Moines, lowa 50311 


ROCKE APPLIANCES INC. a Bloomington, Illinois 
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BATHS: WHIRLPOOL 


Brewer Co., E. F., Butler 7, Wis. 
Ie Electric Corp.. Williamsport 4, Pa. 
Logan, Inc., Pasadena 3, Calif. 
Rocke Appliances Inc., Bloomington 2, Ill. 
Ek eee 
iipmen Knox 34 
Weehawken 87, N. ] 
Heating-Air Conditioning 


1 


inc 


BATHTUBS 
Kohler Co., Kohler 44, Wis. 


BATHTUBS: PORTABLE 
Morton Metalcraft Co., Morton 50, Ill 


Metal jing Furniture C Racine 3 


BATTERIES: DRY 


Burgess Battery Co., Division of Servel 
Freeport 33, Ill 
Electro Surgical Instrument Co., 


N. Y. 


1 


Graybar Electric Co., Inc., New York 17, 


N.Y 


BATTERIES: ELECTRIC 
(STORAGE) 


Exide Industrial Marketing Division, The Elec- 


tric Storage Battery Co., Philadelphia 20, Pa 
General Electric Co., Apparatus Sales, Sche 
nectady 5, N. Y 
Gould-National Batteries, Inc., 
Minn 
Graybar Electric Co., Inc., New York 17, 
N. Y. 
BATTERIES: FLASHLIGHT, 
HEARING AID 
Burgess Battery Co., I 
Freeport 33, IIl 


BEADCRAFT MATERIALS 
A Fe r¢ We rth 7 


American Handicrafts 


BEADS: BASE, CORNER 


7 WwW 
Co., Inc., Nor- 


zzo Brass Strip Co 
walk 52, Conn 


BEATERS: EGG (HAND) 


] ’ 
i vt 


, Burlington 


BEAUTY SALON EQUIPMENT 
AND SUPPLIES 


Hospital Beauty Service System Inc 


ton 19, Ohio 
Huron Chrome Products, Marion 52 


BED ENDS 
Royalmetal Corp., New York 16, N. Y. 


Edlund Co., Inc 


Ind 





~~ 


AIDE —- A— BATH 


Safe - Versatile - Convenient 
Portable - Practical 


SAFET 
Ain i 








MORTON METALCRAFT 


Morton, Illinois 











For more facts circle 25 on reply card 


inc., 


Rochester 4, 


St. Paul 1, 


Shampaine Industries, Inc., St. Louis 4, Mo. 
—— Co., Contract Division. Chicago 54, 


Hard Mfg. Co., Buffalo 7, N. Y. 

Hill-Rom Co., Inc., Batesville 6, Ind. 

Huntington Furniture Corp., Lincolnton 92, 
N.C 


Ingersol Products Division of Borg-Warner 
Corp., Chicago 43, Ill. 

Inland Bed Co., Chicago 32, Ill. 

Karoll's, Inc., Chicago 2, IIl. 

National Hospital Furniture Division of Na- 
tional Industries, Inc., Odenton 13, Md 

Phoenix Furniture Corp., Sheboygan 81, Wis. 


BED OPERATORS: 
MOTORIZED 


American Electrodynamics, Los Angeles 25, 
Calif. 


BED SIDES: SAFETY 
(REMOVABLE) 


Beam Metal Specialties, Inc., Long Island City 
3. N. Y. 
Brewer Co., E. F., Butler 7, Wis. 
Edco Surgical Supply Co., Inc., New York 
Y 


23. N.Y. 
IPCO Hospital Supply Corp. New York 13, 
N. Y. 


Kadan Co., Inc., D. A., Yonkers 1, N. Y. 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 
Lumex, Inc., General i Equipment 
Corp., Bay Shore 6. N. Y. 
Robert Industries, Inc.. H., St. Louis 10, Mo. 
Royalmetal Corp., New York 16, N. Y. 
Shampaine Industries, Inc., St. Louis 4, Mo. 
i Co., Contract Divisi Chicago S4, 





Si: 
Il. 
Smith & Davis Mig. Co.. St. Louis 10, Mo. 


Admiral Equipment Co., New York 11, N. Y. 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
Nl 

American Seating Co., Grand Rapids 2, Mich. 

Clark Linen & Equipment Co., Chicago 6, Il. 





READS < 
~aES ~~ 





PROOF OF 
VIGILANCE... 


Your patients depend on you for 
that precious feeling of security 
. the knowledge that you care 
about their SAFETY. SLIP-X Safety 
Treads provide sure-focted safety 
in bathtub or shower. The soft, re- 
silient, adhesive backed rubber 
strips ore easily installed, won't 
mildew and require no special 
cleaning. Available in 5 decorator 
colors, Soft White, Shell Pink, 
Azure Bive, Light Toast and Mist 
Gray. Proven safe with over 750,- 
000 sets in use in hospitals, insti- 
tutions, nursing homes, hotels and 
motels. 
STYLE C / Nine 20 inch strips. 
Write for information, samples and 
prices for institutions. 











SLIP-X Safety Treads 
toe P.O. Box 581 
x ™ Dept. W-9 
Springfield 
Mlinois 


GUARANTEES 
MENT on nesuno TO 
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easily adjusted . . . for patient comfort . 4 and safety ! 





é 

k 3 bes 
. ay a ee ada 
ee NES 


Which one of the nurse’s best friends 
pampers the patient, too? The Select-A-Hite® bed 
with new dimensions in attractiveness from any angle 


Fully adjustable, with folding side rails. Available in SHAMPAINE 
italian Provincial / Early American / Contemporary. Ask your DIVISION OF SHAMPAINE INDUSTRIES, INC. 
Shampaine/ Carrom dealer to show you. Or write direct for unTia austin. ST. LOUIS, MISSOURI 63104 


brochure and complete information. 
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BED SIDES: SAFETY 
(REMOVABLE)—Cont'd. 


BED TABLES OR TRAYS 


Beam Metal Specialties, Inc., Long Island City 
3%. N.Y 


Brewster Corp.. Old Lyme 71, Conn 
Edco Surgical Supply Co.. Inc., New York 23, 
N. Y. 


Guardian Products Co., Inc., N. Hollywood 5. 
Calif. 

IPCO Hospital Supply Corp.. New York 13, 
N. Y 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 
Royalmetal Corp.. New York 16. N. Y. 
Shampaine Industries, Inc. St. Louis 4, Mo. 


Admiral Equipme New York 11, N. Y 


TT Evanston 
Mich 


of New York, Brooklyn 3 


Blank Drug Corp., Long Island City 5, N. Y 
“lark Linen & Equipment Co., Chicago 6, Il 
Hospital Supply, Inc., Cleveland 
Supplies, Inc., Chicago 31, III 

Edward, Chicago 16, Ill 
s, Pittsburgh 1, Pa 
1s Kalamazoo 1, Mich 

N. Y 

New York 13 


Batesville 6, Ind 
Inc., Long Island City 


Corp I 


Phoenix Furniture Corp., Sheboygan $1, Wis. 

Popper & Sons, Inc., New York 10, N. Y. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Shampaine Industries, Inc., Carrom Division, 
Ludington 31, Mich. 

Specialties Mig. Co., Inc., Stratford 97, Conn 

U. S. Hospital Supply Corp., New York 3 
Be 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


BED-TILT APPARATUS 


Orthopedic Equipment Co., Inc., Bourbon 4, 
Ind. 


Better Sleep, Inc., New Providence 74, N. J. 
Cameron Sales Co., Safety Harbor 72, Fla 
Tuco Work Shops, Inc., Lockport 94, N. Y.- 


BEDBOARDS (GATCH) 
Artex-Green Corp. of New York, Brooklyn 36, 
N.Y 


Cameron Sales Co., Safety Harbor 72, Fla 
Graham-Field Surgical Co., Inc., Woodside 77, 
N. Y. 


BEDBOARDS: SLATTED 
Hartford Co., The, Hartford 6, Conn. 


BEDPAN AND WASH BASIN 
SERVICE 





American Sterilizer Company 
2424 W. 23rd Street 
Erie. Pa. 16506 


See our advertisement in the 
Catalog Section 
for details on our 
Hoseless Bedpan Rinsers 











American Hospital Supply Corp., Evanston 1, 
Ill 





are superior in every way - 
44 MODELS...WRITE FOR CATALOG AND PRICES 


7 ee. 


a 


‘CALIFORNIA 


For more facts circle 28 on reply card 





Learn to Your Satisfaction 
Why Scienti fic’s Have Become 


AMERICA’S FASTEST-SELLING 
BED-PAN WASHERS & STEAMERS! 


Hospitals and Nursing Homes-Across America are Buying 
More and More Scientific Bed Pan Washers and Steamers 


Because of Superior Performance, Economy of Operation 





Floor 4g Built-In 
Mounted Mounted “= Mounted 


Mounting Automatic Cold Washer 
Water Flush with and 
Automatic Steamer Steamer 





Wall AFS-W FS-W 
Floor AFS-F FS-F 
Built-In AFS-R FS-R 


All Scientific Washers and Steamers feature Porcelain Finish over 
Cost Iron. Can be furnished with or without Automatic Control. 


automatic a7 


F- T : 3 a 
humidifier = 248 ®. SCIENTIFIC 
AND AIR FRESHENER Scientific’s extensive experience 


with “‘water wheel” moisturizer Creates equipment of maximum o- 
pendability. Choose what you need in 

Single control humidistat, ‘“‘whisper quiet’ sterilizing and whirlpool equipment 

operation, automatic shut-off and refill indi- . . . fully guaranteed a full year. 

cator, 8.5 gal. . . . rust-proof polypropylene 

reservoir, directional air control — no drafts. 

styled like fine furniture. 


Hg 
party parks 


(choice of 55, 75 
and 100 cup models) 


Plug into any 110-120 volt 
AC outlet. Light, portable. 


products of 


SCIENTIFIC EQUIPMENT MFG. CORP 
DEPT. NHA-65 an ioe] SACHAAONT 


THE WEST BEND COMPANY, West Bend, Wisconsin vORTH AVE 
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BEDPANS 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich 


BEDPANS: PLASTIC 
(AUTOCLAVABLE) 


" 


BEDS: ADJUSTABLE 
(GATCH SPRING) 


Kuttnauer Mig. Co., Detroit 7, Mich. 

Robert Industries, Inc., H., St. Louis 10, Mo. 
Royalmetal Corp.. New York 16, N. Y. 
Shampaine Industries, Inc., St. Louis 4, Mo. 


Light, easy-to-put-away 
ud ©) SS — OF. allem lea-l-e 
Perfect for nursing homes! 


No. 162 snaps onto wall 
ylate when needed. Com- 
slete with lw x «5 
irtain 


$39.00 $36.00 


Please don’t buy another bed screen until you’ve seen these new 
POLECAT designs. They provide screening in a jiffy when you 
need it; they’re out of sight when you don’t. And they take no 
precious bedside floor space. Ask your dealer or write: 


BREWSTER, INC., Dept. NHA, Old Lyme, Conn 
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Simmons Co, Contract Division, Chicago 54, 


Smith & Davis Mig. Co., St. Louis 10. Mo. 


Aloe-Health & Science Division of Brunswick 
St. Louis 3, Mo 

American Seating Co., Grand Rapids 2, Mich 

Blank Drug Corp., Long Island City 5, N. Y 

Burrows Co., Chicago 45, Ill 

Clark Linen & Equipment Co., Chicago 6, Ill 

Community Metal Products Corp., Forest Park 
30, fli 

Continental Hospital Supply, Inc., Cleveland 
7 hio 


ebs Hospital Supplies 
: enlaubs, Pittsburgh 1, 
Emrick Industries, Inc., Kalamazoo 1, Mich 
Foster Bros. Mig. Co., St. Louis 10, Mo 
Franklin Hospital Equipment Corp., 
Hard Mig. Co., Buffalo 7, N. Y. 
Harold Supply Corporation, New York 13, 
R. 7. 

Co., Inc., Batesville 6, Ind 
Corp., Woodside 77, N. Y. 

Chicago 11, 
Corp., Lincolnton 92 


Hill-Rom 
Hospac 
Hospital Furniture, Inc 
Huntington Furniture 

N. C 

Hydraulic Products Co., Providence 3, R. I 
In 1 Products, Division of Borg-Warner 
Chicago 43, Il 

xd Co., Chicago 32, Ill 
“urniture Co., Stevens Point 82, Wis 

, Chicago 2, Ill 
Cane & Crutch Co., Norristown 1, 


Tr) 
iu 


ll Field & Co., Contract Division, Chi- 
Tl! 

ke & Co., Inc., Baltimore 4, Md 

fospital Supply Co., Chicago 45 

r & Co., V., Chicago 12, Ill 

Hospital Fu ure Division of N 
nal Industries, Inc., Odenton 13, Md 
ng Home Products, American Hospital 
r Corp., Evanston 1, Ill 
ire Corp., Sheboygan 81 
¢ ly e T “ 


ar 


Ross, Inc., Will, Milwaukee 12, Wis 

Shampaine Industries, Inc., Carrom Division, 
Ludington 31, Mich 

Superior Sleeprite Corp., Contract Division 
Chicago 12, Il 

U. §S. Hospital Supply Corp 
N 7 

Vocher & Son Co., Max, Cincinnati 2, Ohio 


New York 3 


BEDS: ADJUSTABLE HEIGHT 
IPCO Hospital Supply Corp., New York 13. 
N. Y. 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Robert Industries, Inc., H., St. Louis 10, Mo. 

Royalmetal Corp.. New York 16, N. Y. 

Shampaine Industries. Inc, St. Louis 4, Mo. 

Simmons Co., Contract Division, Chicago 54, 
tl. 

Smith & Davis Mig. Co., St. Louis 10, Mo. 





Si Co., Contract Divisi 
1870 Merchandise Mart 
Chicago, Ill. 60654 


See our advertisement in the 
Catalog Section 
for details on our 
Beds 














Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Seating Co., Grand Rapids 2, Mich. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Don & Co., Edward, Chicago 16, III. 

Emrick Industries, Inc., Kalamazoo 1, Mich. 

Foster Bros. Mig. Co., St. Louis 10, Mo 

Hard Mig. Co., Buffalo 7, N. Y. 

Hill-Rom Co., Inc., Batesville 6, Ind. 

Hospac Corp., Woodside 77, N. Y. 

Hospital Furniture, Inc., Chicago 11, Ill. 

Huntington Furniture Corp., Lincolnton 92, 
N. C 

Ingersoll Products, Division of Borg-Warner 
Corp., Chicago 43, Ill 








No. 161 Two-Way shields 
either side and foot of 
bed. With 2. curtains, 
me 7° and one 6’. . 


$61.95 


SPECIAL 
DISCOUNT 
OFFER! 





PROFESSIONALLY PREFERRED 
by PHYSICIANS and THERAPISTS 


With the grip designed to fit the 
natural angle of the hand, J-LINE 
provides a broad weight bearing 
surface . . . gives full support and 
comfort even for the weakened 
hand. it is the ideal cane for 
arthritic and geriatric cases. Un- 
beatable for comfort, control, se- 
curity and strength. Lightweight, 
high strength aluminum = shaft. 
Standard 37” length. Modern ano- 
dized black or bronze finishes. 
Specify J-LINE, the line preferred 
by professionals. Write for full 
J-LINE information. 


1330 WASHINGTON AVE. NO. 
MINNEAPOLIS, MINN,, 55411 


Stock J-LINE canes and crutch grips. Pro- 
vide a real service to your patients and 
gain additional income. Write Dept. 1 for 
prices and professional discounts. 
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BEDS: ADJUSTABLE HEIGHT 
—Cont'd. 


Inland Bed Co., Chicago 32, Ill 

Joerns Furniture Co., Stevens Point 82, Wis 

Karoll’s Inc., Chicago 2, IIl. 

Keystone Cane & Crutch Co 
Pa 

Marshall Field & Co., Contract Division, Chi 
cago 54, Ill. 

Meinecke & Co., Inc., Baltimore 4, Md 
National Hospital Furniture Division of Na- 
tional Industries, Inc., Odenton 13, Md 
Phoenix Furniture Corp., Sheboygan 81, Wis 
Rehabilitation Equipme In York 28 

N.Y 


Shampaine Industries 


Norri-town | 


Wocher & Son Co., Max, Cincinncti 2, Ohio 


BEDS: ADJUSTABLE HEIGHT 
(MOTOR-DRIVEN) 


Kuttnauer Mig. Co.. Inc., Detroit 7, Mich. 
Robert Industries, Inc., H., St. Louis 10, Mo. 
Royalmetal Corp.. New York 16, N. Y. 
Shampaine Industries. Inc., St. Louis 4, Mo. 
Simmons Co., Contract Division, Chicago 54. 
Tl. 

Smith & Davis Mig. Co., St. Louis 10, Mo. 
Stryker Corp., Kalamazoo 1, Mich. 





Royalmetal Corporation 
1 Park Avenue 
New York, N. Y. 10016 


See our advertisement in the 
Catalog Section 
for details on our 
Motor-Driven Adjustable-Height Beds 











Health & Science Division of Brunswick, 


rand Rapids 2, Mich. 
Chicago 31, Ill. 


Emrick Industries, Inc., Kalamazoo 1, Mich. 

Hard Mig. Co., Buffalo 7, N. Y. 

Hill-Rom Co., Inc., Batesville 6, Ind. 

Hospac Corp., Woodside 77, N. Y. 

Hospital Furniture, Inc., Chicago 11, III 

Huntington Furniture Corp., Lincolnton 92, 
N.C 

Ingersoll Products, Division of Borg-Warner 
Corp., Chicago 43, IIl. 

Inland Bed Co., Chicago 32, Ill. 

Karoll’s Inc., Chicago 2, Ill. 

Meinecke & Co., Inc., Baltimore 4, Md 
National Hospital Furniture Division of Na- 
tional Industries, Inc., Odenton 13, Md. 
Nursing Home Products, American Hospital 

Supply Corp., Evanston 1, Ill. 
Phoenix Furniture Corp., Sheboygan 81, Wis 
Rehabilitation Equipment Inc., New York 28, 


Ross, Inc., Will, Milwaukee 12, Wis 

Shampaine Industries, Inc., Carrom Division 
Ludington 31, Mich. 

U. S. Hospital Supply Corp., New York 3, N. Y 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


BEDS: CIRCULAR (ELECTRIC) 
Stryker Corp., Kalamazoo 1, Mich. 


Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 


BEDS: DORMITORY 
IPCO Hospital Supply Corp.. New York 13, 
N. Y 


Kuttmauer Mig. Co., Inc., Detroit 7, Mich. 

Robert Industries, Inc., H., St. Louis 10, Mo. 

Royalmetal Corp. New York 16, N. Y. 

Shampaine Industries, Inc., St. Louis 4, Mo. 

Simmons Co., Contract Division, Chicago 54, 
I. 

Smith & Davis Mig. Co., St. Louis 10, Mo. 


Admiral Equipment Co., New York 11, N. Y. 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Commurity Metal Products Corp., Forest Park 
30, Ill 

Continental Hospital Supply, Inc., 


Cleveland 


Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Don & Co., Edward, Chicago 16, Ill. 

Eichenlaubs, Pittsburgh 1, Pa. 

Englander Co., Inc., Chicago 54, Ill. 

Foster Bros. Mig. Co., St. Louis 10, Mo. 

Hard Mfg. Co., Buffalo 7, N. Y. 

Harold Supply Corporation, New York 13, N. Y 

Hill-Rom Co., Inc., Batesville 6, Ind. 

Hospac Corp., Woodside 77, N. Y 

Hospital Furniture, Inc., Chicago 11, Ill. 

Huntington Furniture Corp., Lincolnton 92, 
N.C 


{nland Bed Co., Chicago 32, Ill. 

Marshall Field & Co., Contract Division, Chi- 
cago 5, Ill. 

Meinecke & Co., Inc., Baltimore 4, Md. 

National Hospital Furniture Division of Nation 
al Industries, Inc., Odenton 13, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Phoenix Furniture Corp., Sheboygan 81, Wis. 

Physicians & Hospitals Supply Co., Inc., 
Minneapolis 3, Minn 

Ross, Inc., Will, Milwaukee 12, Wis. 

Shampaine Industries, Inc., Carrom Division, 
Ludington 31, Mich 

Straus-Duparquet, Inc., New York 3, N. Y. 

Superior Sleeprite Corp., Contract Division, 
Chicago 12, Ill. 

U. S. Hospital Supply Corp., New York 3, 
N. Y. 


Wocher & Son Co., Max, Cincinnati 2, Ohio 


BEDS: GERIATRIC 

IPCO Hospital Supply Corp., New York 13, 
N. Y. 

Kuttnmauer Mig. Co., Inc., Detroit 7, Mich. 


Community Metal Products Corp., Forest Park 
30, Il 

Debs Hospital Supplies, Inc., Chicago 31, IIl 

Hard Mfg. Co., Buffalo 7, N. Y. 

Hill-Rom Co., Inc., Batesville 6, Ind. 


Huntington Furniture Corp., Lincolnton 92, 
N. C. 


Keystone Cane & Crutch Co., Norristown 1, 
Pa. 


Meinecke & Co., Inc., Baltimore 4, Md. 











High style with practical economy—the keynote of the new Smith 
& Davis furniture for modern nursing homes. Beds feature new 
improved crank posture spring, telescoping safety sides with con- 
venient lowering of either end. Wider, deeper cabinets with easy- 
opening drawers. Comfortable heavy duty upholstered lounge chairs 
with durable Naugahyde covers. Choice of colors and finishes to 


fit your decor. 


Write for full information. 


SMITH & DAVIS MFG. CO. 1180 CENTRAL INDUSTRIAL AVE. ST. LOUIS, MO. 


For more facts circle 33 on reply card 


55 





vision of Na 
n 13, Md 
ican Hospital 


oygan 81, Wis 


Wis 
New York 3, 


sinnati 2, Ohio 


4n 


Mass 
Hospital 


{ American 


BEDS: SELF-ADJUSTING 
(GATCH-SPRING) 


IPCO Hospital Supply Corp.. New York 13, 
N.Y 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Robert Industries, Inc.. H.. St. Louis 10. Mo. 

Royalmetal Corp.. New York 16, N. Y. 

Simmons Co., Contract Division, Chicago 54. 
I 


of Brunswick 


Rapids 2, Mich 
Inc., Cleveland 


31, Il 


1, Mich 
York 22 


solnton 92 


Borg-Warner 


The Most Complete Line Available 


Write for New Catalog 


DEPT.B , BOX 16, 
B24 E 
MADISON 1, WISCONSIN 


HUMANE RESTRAINT CO. 
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Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Ross, Inc., Will, Milwaukee 12, Wis 

U. §S. Hospital Supply Corp., New York 
N.Y 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


BEDS: TILT 


Aloe-Health & Science Division of Brunswick 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston | 
Ill 

Bunn Corp., John, Buffalo 9, N. Y 

Franklin Hospital Equipment Corp., Newark 
2, N 

Preston Corp., J. A., New York 3, N. Y. 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 


BEDSIDE BEAUTY UNITS 
(MOBILE) 


Hospital Beauty Service Systems, Inc., Day- 
ton 19, Ohio 


BEDSIDE STATIONS: 
NURSES’ CALL 


Perry-Briggs Co., Cleveland 35, Ohio 


BEDSPREADS 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Alley Co., Inc., E. E., Sloatsburg 74, N. Y 
Baker Linen Co., H. W., New York 13, N. Y 
Bates Fabrics, Inc., New York 1, N. Y 
Burrows Co., Chicago 45, Ill 
Carolina Absorbent Cotton Co., Division of 

Barnhardt Mig. Co., Inc., Charlotte 1, N. © 
Clark Linen & Equipment Co., Chicago 6, Ill 
Debs Hospital Supplies, Inc., Chicago 31, Ill 
I & Co., Edward, Chicago 16, Ill 

Inc., James G., New York 10 


Indian Head Mills, Inc., New York 18, N. Y 
Jamieson Inc., Chicago 5, Ill 





JOHNSON ST 


Kansas City White Goods Mig. Co., Kansas 
City 8, Mo 

Marshall Field & Co., 
cago 54, Ill 

Meinecke & Co., Inc., Baltimore 4, Md 

Mills Hospital Supply Co., Chicago 45, Ill. 

Morgan-Jones, Inc., New York 18, N. Y. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Rhoads & Company, Philadelphia 8, Pa. 

Ross, Inc., Will, Milwaukee 12, Wis 

Sherman Mills, Inc., Boston 15, Mass. 

Standard Textile Co., Inc., Cincinnati 37, Ohio 

Straus-Duparquet, Inc., New York N. Y. 

Thorp & Co., Inc., J. H., New York 22, N. Y. 

U. S. Hospital Supply Corp., New York 3, 
N. Y 


BELLS: BEDSIDE 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Contract Division, Chi- 


Meinecke & Co., Inc., Baltimore 4, Md 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis. 

U. S. Hospital Supply Corp., New York 3, 
N.Y 


Wocher & Son Co., Max, Cincinnati 2, Ohio 


BELTS: PELVIC TRACTION 


Posey Co., J. T.. Pasadena 7, Calif. 
Zimmer, Warsaw 80, Ind. 


Little Mfg. Co., Wadesboro 70, N. C. 

Orthopedic Equipment Co., Inc., Bourbon 4, 
Ind 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 

Wright Mfg. Co., Memphis 5, Tenn. 


BELTS: RIB 


DePuy Mig. Co., Inc., Warsaw 80, Ind. 
Piper Brace Sales Corp., Kansas City 5, Mo. 
Posey Co., J. T.. Pasadena 7, Calif. 


Atco Surgical Supports, Inc., Cuyahoga Falls 
21, Ohio 
(Listings continued on page 60) 





Hoyer hydraulic patient lifters with adjustable base adapt instantly to 
narrow doors or wide chairs. Easy operation, sturdiness, long life and 
fine appearance have won them institutional and private preference. 
Send for free full-line folder of Hoyer Lifters, Bathroom and Rocking 
Bed Units, Scales, Seats, Slings, etc. 
TED HOYER and COMPANY, INC. 
Dept. 8G, 2222 Minnesota Street, Oshkosh, Wisconsin 
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J.T. POSEY COMPANY 


Manufacturers and Distributors of Hospital Equipment 


Ever seeking to increase patient comfort and add to the safety of 
patients for the welfare of both the individual and the institution, 
the J. T. Posey Company is constantly alert to new hospital equip- 
ment. We welcome inquiries for our literature giving new product 


information. 


THE POSEY SAFETY BELT 
(Patented) 


atients falling out of bed. Cat. #5-141, 


Prevents 
key-lock 


$6.45. (Extra heavy construction with 
buckles, Cat. #P-453, $19.50 each.) 


THE POSEY "'V" RESTRAINT 


A good all-purpose restraint to prevent patients 
from falling or getting out of bed. Particularly good 
for use on females as it does not irritate busts. Avail- 
able in Small, Medium and Large sizes. Posey “V” 
Restraint Cat. #V-958. Price $6.90 ea. 














POSEY PATIENT AID 


(Patented) 
The Posey “Patient Aid” is another rehabilitation 
product which encourages self exercise and is a 
positive aid to the geriatric. The three bars allow 
patient to pull himself up by easy stages with feeling 
of security without calling the nurse for his every 
need. Price $5.95 each. 


THE POSEY MITT 
(Pat. Pend.) 
To limit the patient’s hand activity. An adjustable 
strap attached to the mitt and the side rail of the 
spring determine limit of movement. Can be laun- 
dered by ordinary methods. Comfortable and pre- 
vents patient’s scratching, and pulling out catheter, 
nasal tube, etc. Available in small, medium, and 
large sizes. Cat. ##C-212 (both sides flexible) — 
$6.00 each, $12.00 pair. Cat. ##R-212 (palm side 
rigid ) $6.30 each, $12.60 pair. Posey Canvas Mitt 
(Pliable) Cat. #4A-212. Price $3.90 each, $7.80 pr. 








Item 


Model Size Each 





Mattress Protector 
(contour, Permachem) 
Draw Sheet (Lanolized, 
Muslin ends) 

Pillow Cover (Porolated, 
Zipper enclosed) 

Patient Bib, (Plain or 
with pocket specified) 


A complete line 
of the very best 
Permachem, Super 
Soft, Washable 
Lanolized Materials 











MPP-C2 36x77 & 36x80 $3.75 
DSL 36x72 2.35 


21x27 1.25 
.75 to $1.25 


PCPo 





Quantity discount on 12 or more items. 











Many other items — write for Free Posey Catalog and complete price list 


J. T. POSEY COMPANY ° 39 S. SANTA ANITA AVE., PASADENA, CALIF. 91107 
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J.T. POSEY COMPANY 


Manufacturers and Distributors of Hospital Equipment 


POSEY BELT NO. 66 
(Patent Pending) 


This new Posey Belt provides safety to 
a bed patient yet permits him to turn 
from side to side. Also allows sitting up, 
if belt is slackened. Made of strong, re- 
inforced white cotton webbing; with 
flannel-lined canvas reinforced insert. 
Strap passes under bed after a turn 
around spring rail to anchor. Friction- 
type buckles. Buckle is under side of bed 
out of patient’s sight and reach. Also 
available in Key-Lock model which at- 
taches to each side of bed. Small, medium 
and large sizes. Posey Belt, Cat. No. 66, 
$7.80. Posey Key-Lock Belt, Cat. No. K- 
66, $13.65. 


POSEY FOOTBOARD 
Patented 


Fits ALL Hospital Beds. Can be used 
with side rails. Perpendicular Adjust- 
ment. No losing parts, Posey Anti-Ro- 
tation Supports, (Adjustable, remov- 
able, cushioned). May be used with 
traction. Posey Footboard, No. F-58, 
$33.00. Anti-Rotation Supports, No. F- 
58A, $6.00 each. 


a 


= ¢? 
4 


J. T. POSEY C 


, 


ad 4s 


OMPA 


POSEY SAFETY VEST 


Designed to hold a patient comfortably, 
securely in a regular chair or wheel 
chair. A simple friction buckle (out of 
patient’s reach) prevents patient from 
getting or falling out of chair. Available 
in small, medium and large sizes in cot- 
ton or nylon. Posey Safety Vest (Nylon) 
Cat. No. 4153N, $6.90 each. Posey Safety 
Vest (Cotton) Cat. No. 4153C, $6.90 


each. 


a ee aso" 
POSEY DISPOSABLE WRIST 
OR ANKLE RESTRAINT 


Consists of a strong 1” web strap lined 
with soft white felt to go around the 
wrist or ankle. Another strap attaches 
to the side rail of the spring. Posey 
Disposable Wrist or Ankle Restraint, 
Cat. No. 4155, $7.50 dozen. 


POSEY BED NET 
Serves to keep patient in bed without 
physical attachment to body of patient. 
May be used on adult bed as well as 
crib. May be laundered. Adult Bed, Cat. 
No. AN-60A, $13.50; Child Crib, Cat. 
No. CN-60, $12.75. 


POSEY RESTRAINER NO. P-44 


This Posey Restrainer offers a mild 
means of restraining bed patients. Per- 
mits comfort and some freedom of move- 
ment. Constructed of pre-shrunk canton 
flannel. Easily laundered. Small, medi- 
um, large- and extra-large sizes. Posey 


Restrainer, Cat. No. P-44, $7.95, 


POSEY HEEL PROTECTOR 
(Patent Pending) 


The Posey Heel Protector serves to pro- 
tect the heel of the foot and prevents ir- 
ritation from rubbing. Permits patient to 
move his feet in bed with comfort and 
freedom. Constructed of slick, pliable 
plastic, lined with Polyether foam to pre- 
vent pressure points. Designed with self- 
sizing open heel for comfort and air cir- 
culation. Fitted with heavy, self-sizing 
liner which may be removed and laun- 
dered. Posey Heel Protector, Cat. No. 
HP-63, $3.75 ea. Cotton Liner for Above, 
Cat. No. HI-63, $.45 ea., $4.80 doz. 


x«rk 


Send your order today. 
Dept. NHA-64 











| 
| 
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J.T. POSEY COMPANY 


-Manufacturers and Distributors of Hospital Equipment 


Since 1937 we have manufactured and 
distributed quality hospital equipment 
designed to aid modern institutions. 
Every Posey product is guaranteed 
100% pore , or it may be re- 
turned for 7 We also manufac- 
ture the Posey Fracture Equipment and 
a number of other products which are 
used and favorably known throughout 
the hospital world. 


McDONALD RESTRAINT 


POSEY PATIENT SUPPORT 
Patented 


The Sees Patient a one was designed to fill a long-felt need. It is 
used on wheelchairs or conventional chairs. It is possible to get a bed- 
patient up into a chair with safety and with no fear of danger. Gen- 
erously designed to accommodate practically all size patients and all 
types of chairs. Available in small, medium and large in standard 
model, Cat. No. PP-753, $6.75 each or adjustable shoulder strap 
model, Cat. No. PP-154, $7.50 each. 


Designed to prevent patients from 
getting or falling out of bed. Small, 
Medium, Large. Cat. No. P-4147, 
$6.15 each. Available extra heavy 
riveted construction with key-lock 
buckles. Cat. No. P-353, $19.80 ea. 


POSEY WAIST RESTRAINT 


POSEY VEST RESTRAINT 


A safe, simple means for keeping 
patient in bed with freedom to sit 
or stand up if desired. Shoulder 
straps to head of bed hold securely 
when required. Cat. No. P-555, 
$7.35 each in infant, small, med., 
and large. Also adult sizes: Cat. 
No. P-555A, $14.85 each. 





: NES 
S SSsxXxXs 


POSEY BED CRADLE 
Full width of bed. Sim- 
ple, self-locking clamp to 
mattress holds Cradle in 


POSEY ELBOW PROTECTOR 
(Patent Pending) 
The Posey Elbow Protector serves 
to protect the patient’s elbows and 
prevents irritation from rubbing. 
The heavy cotton liner may be re- 
moved for laundering. Posey El- 
bow Protector, Cat. No. EP-163, 
$3.75 ea. Cotton Liner for Above, 
Cat. No. EI-63, $.45 ea., $4.80 doz. 


ok ES 


Offers a comfortable and in- 
expensive means of keeping 
patient in wheel chair or bed. 
Made of heavy washable flan- 
nel reinforced with canvas. 
Cat. No. CWR-1, $4.50 each. 
Nylon, Cat. No. NWR-1, 
$5.55 each. 


POSEY WRIST OR 
ANKLE RESTRAINT 
Available in Infant, Small, 
Medium and Large. Wide- 
ly used for holding ex- 
tremity during intrave- 


place. Leaves patient ac- nous injection. No. P-450 

cessible. Light hooks on \ © $5.70 per aay $11 40 per 

body size Cradle. Avail- = oat: with goes valller 

able in body (No. P-140) * ag adding $6.70 per pair 
Pp & per pair, 

or leg (No. P-140A) _ $13.40 per set. 

sizes. Price $8.10 each. 

PRICES F.O.B. CALIFORNIA, SUBJECT TO CHANGE WITHOUT NOTICE. SATISFACTION GUARANTEED. 


J. T. POSEY COMPANY ° 39 S. SANTA ANITA AVE., PASADENA, CALIF. 91107 
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BELTS: RIB — Cont'd. 
mp & Co., S. H., Jackson 4, Mich. 


Surgical Products, Inc., Bridgeport 5 


Wadesboro 70, N 
Equipment C I 
Popper & Sons, Inc., New rk 10, N. Y 
BELTS: SAFETY (RESTRAINT) 
Humane Restraint Co.. Inc.. Madison 1, Wis. 
IPCO Hospital Supply Corp.. New York 13, 
N.Y 


Bourbon 4, 


Rultnauer Mig. Co.. Inc., Detroit 7. Mich. 
Posey Co., J. T.. Pasadena 7, Calif. 


Division of Brunswick 


Sorp., Evanston | 


BENCHES: MAINTENANCE 
; r : shicago 11 
21, Mich 
7, Ml 


Youngs 


4c 


BENCHES: PARK AND LAWN 
Ar I Device Co., 


m Playground Anderson 


BENCHES: WAITING ROOM 





Shampai Industri Inc., St. Louis 4, Mo. 


American Seating Co., Grand Rapids 2, Mich 

General Fireproofing Co., Youngstown 1, 
Ohio 

Hill-Rom Co., Inc., Batesville 6, Ind. 

Huntington Furniture Corp., Lincolnton 92, 
N.C 


cago 
Phoenix Furniture Corp., Sheboygan 81, Wis 
Reischmann, Inc., Ted, New York 16, N. Y. 
Thorner Mig. Co., Inc., Tamaqua 52, Pa. 


BENDERS: CUBICLE TRACK 


Marshall-McMurray Co., Los Angeles 


Calif 


BIBS: PAPER (PLASTIC- 
COATED, DISPOSABLE) 


Demain & Co., Inc., George Los Angeles 19 


Palif 


BIBS: PLASTIC (PATIENTS’) 


Bittner Corp., New York 13, N. Y. 

Draper Products. Appleton 12, Wis. 

Hartford Co., The, Hartford 6, Conn. 

IPCO Hospital Supply Corp., New York 13, 
N. Y. 


Kuttnauer Mig. Co., Inc. Detroit 7. Mich. 
Posey Co., J. T., Pasadena 7, Calif. 


Bel-Ari Products, Pequannock 40, N. |] 

Busse Hospital Disposables Inc., Great Neck 
21, N.Y 

~hicopee Mills, Inc., Professional Products 
Division, New York 13, N 

Debs Hospital Supplies, Inc., Chicago 31, III 
Dri-Clave Corp., Westbury 90, L. I., N. Y 

Macrobiotics, Inc., Whitestone 57, N. Y 
Marketon Co., Los Angeles 11, Calif 

Meinecke & Co., Inc., Baltimore 4, Md 
Nalruth Products, Brooklyn 5, N. Y 

Noveltex Paper Products Co., New York 33 
N 
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Servicable Beauty 


YEAR IN...YEAR OUT... 


DAV-SON promises you the most beautiful and dignified 
directory board available today, because we know this unit is 
the most looked at piece of equipment in your building and you 
will want to reflect the good taste of your management at ail 


times. 


. check below for your needs... 


DIRECTORIES - ANNOUNCEMENTS + POSTER HOLDERS - CORK BOARDS 
CHALK BOARDS + HEADER PANELS - NAMEPLATES +- CHARTS 


. and then, simply write us for our free, 
fully illustrated catalogue #10 


VERSATILITY... BEAUTY... QUALITY 


A. C. DAVENPO 


108 CE HEL EN R 


RT & SON CO. 


ALA NE he) 
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Marshall Field & Co., Contract Division, Chi- 
Ill 


Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Plastic Film Products Corp., Akron 8, Ohio 

Ross, Inc., Will, Milwaukee 12, Wis. 

U. §S. Hospital Supply Corp., New York 3, 
N. Y 


Wocher & Son Co., Max, Cincinnati 2, Ohio 


BICYCLES: EXERCISE 


Arnold Health Equipment Co., Knox 34, Ind. 

Battle Creek Equipment Co., Battle Creek 
17, Mich. 

Preston Corp., J. A., New York 3, N. Y. 


BIDETS 
Kohler Co., Kohler 44, Wis. 


American-Standard, Plumbing & Heating Di- 
vision, New York 18, N. Y. 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 
Universal-Rundle Corp., New Castle 1, Pa. 


BINDERS: MACHINE POSTING 


Pioneer Office Forms, Inc., Cicero 50, Ill. 
Reynolds & Reynolds Co., Dayton 7, Ohio 


BINDERS: PAMPHLET AND 
MAGAZINE 


Demco Library Supplies, Madison 1, Wis 
Gaylord Bros., Inc., Syracuse 1, N. Y 


BINDERS: RECORD 
Bankers Box Co., Franklin Park 31, I!! 
BINS: INGREDIENT 


Eastern Steel Rack Co., Boston 25, Mass 
Hosp-i-Ware Products Division of Bloomtield/ 
Silex Industries, Inc., Chicago 32, Ill. 
Lincoln Mfg. Co., Inc., Fort Wayne 8, Ind 
Rubbermaid Inc., Wooster 92, Ohio 
Southern Equipment Co., St. Louis 77, Mo 
Straus-Duparquet Inc., New York 3, N. Y. 
Super-Sturdy Inc., New York 12, N. Y. 
Union Steel Products Co., Albion 24, Mich. 
Wasserstrom & Sons, Inc., N., Columbus 7, 
Ohio 
Wear-Ever Aluminum, Inc., 
68, Pa 


New Kensington 


Arista Metalcrafts Co., Paterson 4, N. 

Blickman, Inc., S., Weehawken 87, N. J. 

Franklin Co., Inc., Bernard, Philadelphia 24 
Pa. 

General Fireproofing Co., 
Ohio 

Lyon Metal Products, Inc., Aurora 7, Ill 

Milwaukee-Ferrometal Stamping Corp., Chica- 
go 51, Ill. 


BLACKBOARDS, CHALK- 
BOARDS AND ACCESSORIES 


Davenport & Son Co., A. C.. Palatine 67. Ill. 


Beckley-Cardy Co., Chicago 39, Ill. 

Claridge Products & Equipment, Inc., 
son 1, Ark. 

Mirawal Co., Port Carbon 65, Pa. 

Weber Costello Co., Chicago Heights 11, Ill 


BLADES: RAZOR 


A.S.R. Hospital Division, American Safety Ra- 
zor Co., New York 17, N. Y. 

Burrows Co., Chicago 45, Ill. 

Carolina Absorbent Cotton Co., Division of 
Barnhardt Mig. Co., Inc., Charlotte 1, N. C 

Clark Linen & Equipment Co., Chicago 6, Ill 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Meinecke & Co., Inc., Baltimore 4, Md. 

Weck & Co., inc., Edward, Long Island City 
1N.Y 


Youngstown 1, 


Harri- 


LANKETS: ACRILAN, 
COTTON, ORLON, SHEET. 
WOOL, ETC. (ALSO, 
MIXTURES) 


Edco Surgical Supply Co., Inc.. New York 23. 
Y 


IPCO Hospital Supply Corp.. New York 13. 
N. Y. 








Economy Walker is 
sturdy tubular steel. Will 
support 400 lIbs., yet 
weighs only about 4 lbs. 
Has rubber grips and foot 
tips. Two sizes. 


Hip Protector made of 
soft plastic foam. Can be 
taped in place, affords ex- 
cellent protection against 
irritation for bed ridden 
patients. Four sizes. 


Patient Helper can be 
easily clamped to almost 
any bed. Provides sturdy 
aid to patients as they get 
in and out of bed. Swings 
out of way when not in 
use. 





: ae F 

Rib Belts with conven- 
ient, easy to apply Velcro 
fastening are available in 
all sizes, both men’s and 
ladies’ styles. Long last- 
ing construction, and 
completely washable. 


1 


. ‘ 


Abdominal Binder, also 
used for low back sup- 
port, and as post-opera- 
tive belt. Top quality 
elastic with wide, easy 
fastening Velcro panels. 
Full range of sizes in 10”, 
12” and 14” widths. 


Lumbosacral Support has 
strong nylon pockets in 
back to hold removable 
steel supports. Side lac- 
ings provide for complete 
adjustment. Elastic in- 
sert at top, sides and bot- 
tom assure comfort. 





Overhead Frames, with 
exclusive DePuy no-slip 
octagonal aluminum al- 
loy tubing, are made for 
all types of traction. 
“Starter set” shown has 
basic frame with patient 
helper. 


Heel/Elbow Protector is 
shaped from soft plastic 
foam. Held in place with 
tape, protects heel or el- 
bow from constant rub- 
bing against bedsheets. 
Non-toxic, washable, re- 
usable, can be auto- 
claved. 
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Nursing 
homes 
depend on 
DePuy! 


Here’s why: DePuy is 
the pioneer and leader in 
orthopedic equipment .. . 
the most experienced 
firm in the industry. 
DePuy offers the com- 
plete line... everything 
you need from a single 
reliable source. 

The man from DePuy 
is at your service, wher- 
ever you are, ready to 
give you prompt, prob- 
lem solving assistance. 
Ask for your ‘personal 
copy of our complete 
catalog. Write: DePuy 
Manufacturing Co., inc., 
Warsaw, Indiana 46580. 


Since 1895— 


The Standard of Quality 








BLANKETS: ACRILAN,. BLANKETS: ELECTRICALLY- Keever Co., Columbus . yor Verh 18. 6. Y 
Beg ew or e 


COTTON, ORLON, SHEET, HEATED Kohnstamm & Co., Inc 
WOOL, ETC (ALSO Marlyn Chemical Co., Inc., Lakeview 31, Ohio 
> 4 Y Beacon Mig. Co., New York 16, N. Y. Olin Mathieson Chemical Corp., Chemicals 


a . 
MIXTURES)—Cont'd. General Electric Co., Housewares Division, Division, New York 22, N. Y. 
Bridgeport 2, Conn Pennsalt Chemicals Corp., Philadelphia 2, Pa. 


Kuttnauer Mig. Co.. Inc., Detroit 7, Mich. Straus-Duparquet, Inc., New York 3, N. Y 
BLIND (VENETIAN) CORD, 
ARDWARE 


BLANKETS: FIRE (ASBESTOS, TAPE, H 


WOOL) Acme-Artforge, Inc., Chicago 8, Ill. 
“otton Goods Mig. Cx “hicego 4, Ill Alcan Aluminum Corp., New York 20, N. Y 
‘ one oa ads Breneman-Hartshorn Inc., Cincinnati 10, Ohio 


Admiral Equipment Co., New York 11, N. Y Acme-Artlorge, Inc., Chicago 8, Ill 
: . Fe @ an a i Acme-/ I c., Chice , ll 
~er tll one = rr W yong | A N . Alean Aluminum Corp., New York 20, N. Y. 
ee ” W slag, Mill Go " Faribe ry a1 M Bostwick-Goodell Co., Norwalk 57, Ohio 
piagte _* cin -_ O-, SSRUGUR 55, Se Breneman-Hartshorn Inc., Cincinnati 10, Ohio 
2 Mich Woolen Mills Co., Eaton Rapids 2 Marshall Field & Co., Contract Division, Chi- 
ae . , cago 54, Ill 

M } e ~ WV. 

Meinecke & Co., In Baltimore 4, Md cy r , » 

: . oe m So - Straus-Duparquet, Inc., New York 3, N. Y. 
Merryknit Sales Co., Old Greenwich 70, Conn Sst ’ 
Morgan-Jones, Inc., New York 18, N 
fepaendl Mig. Co. Inc., New York 18, N. Y. BLINDS: VERTICAL 
Sherman Mills Cc Inc., Boston 15, Mass Acme-Artforge, Inc., Chicago 8, Ill 
South lls. Inc., Atla 12. G at : . 4 

ithern Mills, Inc., Atlanta 12, Ga Alcan Aluminum Corp., New York 20, N. Y 


* a _— r New York 18 Elkirt Verticals, Inc., Des Moines 1, lowa 
BLOCK PRINTING MATERIALS 

BLANKS: PRESCRIPTION AND TOOLS 
(DRUGGISTS’ AND a 


DOCTORS’) American 
Texas 
Briggs Printing Co., Des Moines 11, Iowa 
; sama haa BLOCKS: BED ELEVATION 
Drug Package Inc., O'Fallon 66, Mo 


Phenix Box & Label Co., Kansas City 11, Orthopedic Equipment Co., Inc., Bourbon 4, 

Oia Pars ae “taeem € T t 
ice | 1 n Ci Ind 

Wright Mfg. Co., Memphis 5, Tenn 


BLEACHES: LAUNDRY 
BLOCKS: BUILDING (GLASS) 


Wyandotte Chemicals Corp., J. B. Ford Divi- 
sion. Wyandotte 93, Mich. Sonsumer & Technical Products Division, 
Owens-Illinois, Toledo 1, Ohio 
22 


valif Pittsburgh Corning Corp., Pittsburgh 22, Pa 
Pittsburgh Plate Glass Co., Glass Division 
Pittsburgh 22, Pa 


Handicrafts Co., Fort Worth 7, 


Pioneer 





for complete hood pressure Service S - e 


Standby Wlodel : Wall Unit 33° 


yged construction of the Designed for permanent wall 


rf 


Model withstands mounting at every location where 
and assures long blood pressure is taken. Repair 
1ipment life; a true mercury and replacement 
avity instrument guaranteed costs are practically 


scientifically accurate eliminated .. . can't 








remain so year after be dropped, knocked 

perpetually. Available over, misplaced or carried away. 

and 4-wheel base Equipped with new EXTENDEX® 

as shown at additional cost tubing — extends to 6 ft., auto- 
matically retracts to 12 inches. 





CONVENIENT 
PRACTICAL See both of these models at hospital 
ECONOMICAL supply dea'ers everywhere. 


* Trademark 


W. A. BAUM CO., INC. + COPIAGUE, L. |, NEW YORK 


Since 1916 
Originator and Maker of Bloodpressure Apporatus Exclusively 
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CREATIVE RESEARCH - QUALITY PRODUCTS + PROFESSIONAL SERVICE 


MAINTAIN QUALITY CONTROL 
IN YOUR LAUNDRY WITH 
WYANDOTTE SERVICE! 


You get an important extra when you have 
Wyandotte products working in your laun- 
dry. This extra is service. 


Because you’re his customer, your local 
Wyandotte laundry serviceman has the re- 
sponsibility of helping you produce work 
that will meet your cleaning standards. 
So he’s constantly busy improving quality, 
and maintaining quality and cost control 
for you. 


Wyandotte servicemen are carefully 
screened and selected for their practical 
experience in all phases of laundry-plant 
operations. They are especially trained in 

washroom technique. They can 

4 save you time ame ms in 

many ways — shorter washing 

Wy andotte formulas, sagan: prodetien, 

ERVICE K KIT soap savings, and cold-water 

pene —}-— rinsing, to name just a few. 

4 And they are backed by a 

ee complete line of top-quality 

washroom products and formulas that will 
fill your needs. 


Wyandotte Chemicals 


J. B. FORD DIVISION, WYANDOTTE, MICHIGAN 
IN CANADA: WYANDOTTE CHEMICALS OF CANADA LTD., 41 METROPOLITAN ROAD, SCARBOROUGH, ONT. 











[ Wyandotte Chemicals Corp., Dept. 3489-R, Wyandotte, Mich. 48193 | 
| am interested in knowing more about Wyandotte Service for my | 
laundry. No obligation. 





Nursing home 
Address 
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BLOCKS: CINDER (LEAD-CORE, 
X-RAY PROOF) 


Ameray Corp., Kenvil 47, N. J 

Bar-Ray Products, Inc., Brooklyn 32, N. Y 
zenco X-Ray Shielding Products Co., Divi 
sion of The General Tank Corp., Kearny 32 

wor 

Lead Fabricators, In Kearny 32, N. J. 

Ray Proof Corp., S. Norwalk 54, Conn. 


BLOOD PRESSURE 
APPARATUS 


Baum Co., Inc., W. A. Copiague 2, L. L. 
N. Y. 

IPCO Hospital Supply Corp., New York 13. 
N. Y 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Sorp., Long Island City 5, N . 
Mae tg Providence 1, R 
Inc., Chicago 31, nm 
N. Y 


Baltimore 4, Md 
American Hospital 
vanston 1, Ill 
ill, Milwaukee 12, Wis 
rument Companies, Rochester 1, 


ital Supply Corp., New York 3 
So., Max, Cincinnati 2, Ohio 


BLOWERS: CENTRIFUGAL 


Inc., Louisville 8, Ky 

c Inc., Wheeling 90, Ill 
Blower Co., Division of Ilg Electric 

lating Co., Wheeli ng 90, Ill 

k Cc Inc., New York 17, N. Y 
o., Chicago 41, Ill 


7, Ohio 
T 


C., Peerless Electric Divi 


lectric Corporation, Sturtevant 
Park, Boston 36, Mass 


BLOWERS: ELECTRIC 
(PORTABLE) 


ies C " Sycamore 78, Il 
lectri entilating Co., Chicago 41, Ill 
3. Co ‘Pitts irgh 22, Pa 


BLOWERS: SOOT 


Yopes-Vulcan Division, Blaw-Knox Co., Erie 4 
Pa 
mmond Electronics, Diamond Power Special 
¢ Cor Lancaster 30, Ohio 


Unio 


BLUING: LAUNDRY (NON-SOUR 
AND SOUR BLUE) 


Wyandotte Chemicals Corp.. J. B. Ford Divi- 
sion, Wyandotte 93, Mich. 


Pennsalt Chemicals Corp., P} hilodelphic 2, “Pa 


BOARDS: BULLETIN 


Davenport & Son Co., A. C., Palatine 67, Hl. 


Inc., Chicago 25, 
rectory Board Corp., New 


minum Corp., Sko 


Chicago 39. Ill 
& Equipment 


Inc., Harri 


iairn Inc., Kearny 32, N. J 
tal Products, Inc., Baltimore 


ize, Inc., Somerville 43, Mass 
Bronze Co., The, Covington 12, 


Pittsburgh 8, Pa 


St. Louis 7, 


Appliances Co., 
Display Fixture Co., 


Cork Co., Closter 24, N. J 


National 
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Nelson-Harkins Industries, Inc., Chicago 25, 
Il 


Plastic Letter Industries, Inc., Chicago 6, Ill 

St. Charles Mig. Co., Hospital Casework Di- 
vision, St. Charles 74, Ill. 

Spencer Industries, Inc., Philadelphia 2, Pa 

Straus-Duparquet, Inc., New York 3, N. Y 

Tablet & Ticket Co., Chicago 7, il. 

Weber Costello Co., Chicago Heights 11, Ill 


BOARDS: CUTTING 


Crescent Metal Products, Inc., Cleveland 8, 
Ohio 

E. P. Co., Inc., Los Angeles 21, Calif. 

Goodyear Tire & Rubber Co., Akron 16, Ohio 

United States Rubber Co., New York 20, N. Y. 

Wasserstrom & Sons, Inc., N., Columbus 7, 
Ohio 


BOARDS: MENU 
Davenport & Son Co., A. C., Palatine 67. Ill. 


Ace Bulletin & Directory Co., Inc., Chicago 
2, Ill 

Acme Bulletin & Directory Board Corp., New 
York 3, N. Y. 

Straus-Duparquet, Inc., 

Tablet & Ticket Co., 


BODY RUB 
IPCO Hospital Supply Corp.. New York 13, 
N.Y 


New York 3, N. Y. 
Chicago 7, Ill. 


Kuttnauer Mig. Co, Inc., Detroit 7, Mich. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo 

American Hospital Supply Corp 
Il 

Benephen Antiseptic Products Division, Hal- 
sted Pharmaceuticals, Inc., Pleasantville 70 
N. Y. 

Burrows Co., Chicago 45, Ill 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Diaparene Products Division, Breon Labora 
tories, Inc., New York 16, N. Y. 

Edison Chemical Co., Inc., S. M., Chicago 
11, I. 

Hankscraft Co., Reedsburg 59, Wis 

Hospital Beauty Service Systems, Inc., Day- 
ton 19, Ohio 

McKesson & Robbins Inc., New York 17, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Plough, Inc., Memphis 12, Tenn. 

Polychem Corp., New Haven 11, Conn 

Ross, Inc., Will, Milwaukee 12, Wis. 

Schueler & Co., New York 11, N. Y. 

Ulmer Pharmacal Co., Minneapolis 3, Minn. 

U. S. Hospital Supply Corp., New York 3, 
N. Y. 

Wocher & Son Co., 


BOILER LOW WATER CUT-OFF 
AND WATER LEVEL ALARMS 


Boston 31, 


Evanston 1, 


Max, Cincinnati 2, Ohio 


Barnstead Still & Sterilizer Co., 
ass 


BOILER-SETTING SERVICE 


Plibrico Co., Chicago 14, Ill. 


BOILERS: EGG (AUTOMATIC) 


Don & Co., Edward, Chicago 16, III. 

Espy Curtis Co., Park Ridge 68, Ill 

McDonald Company, Reading 67, Mass 

Perfect Automatic Egg-Timer & Mfg. Co., Chi- 
cago 31, Ill. 

Pick Co., Inc., 

Straus-Duparquet, Inc., 


BOILERS: HEATING, 
HOT WATER 


American-Standard Industrial Division, Detroit 
32, Mich. 

American-Standard, Plumbing & Heating Di- 
vision, New York 18, N. Y. 

Babcock & Wilcox Co., New York 17, N. Y. 

Cleaver-Brooks Co., Milwaukee 12, Wis. 

Climatrol Division of Worthington Air Condi 
tioning Co., Milwaukee 1, Wis 

Combustion Engineering, Inc., 
Conn. 


Albert, Chicago 8, IIl. 
New York 3, N. Y. 


Windsor 9% 


Crane Co., Plumbing-Heating-Air Condition- 
ing Group, Johnstown 7, Pa. 

Cyclotherm Division of Oswego Package Boil 
er Co., Inc., Oswego 26, N. Y. 

Eclipse Boiler Division, Eclipse Fuel Engi- 
neering Co., Chattcmooga 5, Tenn. 

Erie City Iron Works, Erie 3, Pa. 

International Boiler Works Co., 
burg 1, Pa 

Murray Iron Works Co., Burlington 1, Iowa 

Orr & Sembower, Inc., Reading 2, Pa. 

Prox Co., Inc., Frank, Terre Haute 7, Ind. 

Terre Haute Boiler Works Co., Terre Haute 
8, Ind. 

Vapor Corp., 
Ill. 

Vogt Machine Co., 


BOLTS: DOOR (LAVATORY) 


Chicago Spring Hinge Co., Chicago 7, Ill. 
Corbin, Division of Emhart Corp., 
New Britain 50, Conn. 


BOOK REPAIR AND 
BOOKBINDING MATERIALS 


Madison 1, Wis 
N. Y. 


East Strouds- 


Industrial Division, Chicago 48, 


Henry, Louisville 10, Ky. 


Demco Library Supplies, 
Gaylord Bros., Inc., Syracuse 1, 


BOOKCASES 


Brunswick Corp., Commercial Furniture Divi- 
sion, Kalamazoo 3. 
Royalmetal Corp.., New York 16, N. Y. 


All-Steel Equipment Inc., Aurora 7, Ill 

Art Metal, Inc., Jamestown 1, N. Y 

Cole Steel Equipment Co., Inc., New York 
N. 


Franklin Co., Inc., Bernard, Philadelphia 
Pa. 


Gener al Fireproofing Co., Youngstown, 
Ohio 

Huntington Furniture Corp., Lincolnton 

5 

Invincible Metal Furniture Co., Manitowoc 
Wis. 

Lyon Metal Products, Inc., Aurora 7, Ill 

Marshall Field & Co., Contract Division, Chi- 
cago M, Ill. 

Penco Products Inc., Oaks 56, Pa. 

Phoenix Furniture Corp., Sheboygan 81, Wis. 

Remington Office Systems, Division of Sperry 
Rand Corp., New York 17, N. Y 

Shampaine Industries, Inc., Carrom Division. 
Ludington 31, Mich. 

Shaw-Walker Co., Muskegon 43, Mich. 

Smith System Mfg. Co., Minneapolis 14, Minn. 

Supreme Steel Equipment Corp., Brooklyn 32, 
N. Y 


BOOKS: ENCYCLOPEDIA 


Field Enterprises Educational Corp., 
54, Ill 


BOOKS: MEDICAL AND 
HOSPITAL 


Chicago 


Physicians’ Record Co., 3000 Ridgeland Ave., 
Berwyn 2, Ill. 


Blakiston Division, McGraw-Hill Book Co., 
Inc., 330 W. 42nd St., New York 36, N. Y. 

Davis Co., F. A., 1914 Cherry St. Philadel- 
phia 3, Pa. 

Grune & Stratton, Inc., 
York 16, N. Y. 

Harper & Row, 49 E. 33rd St., 
N. Y. 

Lea & Febiger, 600 Washington Square, Phil- 
adelphia 6, Pa. 

Lippincott Co., J. B., 227 S. Sixth St., Phila- 
delphia 5, Pa. 

Mosby Co., C. V., 3207 Washington Blvd., 
St. Louis 3, Mo 

Oxford University Press, 417 Fifth Ave., New 
York 16, N. Y. 

Saunders Co., W. B., 218 W. Washington 
Square, Philadelphia 5, Pa 

Thomas, Charles C., Publisher, 301 E. Law- 
rence Ave., Springfield 3, III. 

Williams & Wilkins Co., 428 E. Preston St., 
Baltimore 2, Md. 

Year Book Medical Publishers, Inc., 35 E. 
Wacker Drive, Chicago 1, Ill 


BOOKS: MEDICAL RECORDS IN 
NURSING HOMES 


Briggs Printing Co., Des Moines 11. lowa 
Physicians’ Record Co., Berwyn 2, Ill. 


381 Fourth Ave., New 
New York 16, 





Whitestone 57, A 
Dayton 7, Ohio 


Macrobiotics, Inc., 
Reynolds & Reynolds Co., 


BOOKS: MEDICAL 
TERMINOLOGY MADE EASY 


Phvsicians’ Record Co., 3000 Ridgeland Ave., 
Berwyn 2, Ill. 


BOOKS: MICROFILMED 


Projected Books, Inc., Ann Arbor 3, Mich. 


BOOKS: NURSES’ GUIDE TO 
DIAGNOSTIC PROCEDURES 


Blakiston Division, McGraw-Hill Book Co., 
New York 36, N. Y 


BOOKS: OCCUPATIONAL 
THERAPY 
American Handicrafts Co., 


as 
Lippincott Co., J. B., Philadelphia 5, Pa. 


BOOKS: TALKING 


Listening Library, Inc., Old 
Conn 


BOTTLES: HOT WATER 
IPCO Hospital Supply Corp., New York 13, 
a & 


Fort Worth 7, Tex- 


Greenwich 70 


Kuttnauer Mig. Co., Inc. Detroit 7, Mich. 

oe Hospital Supply Corp., 
ll 

Blank Drug Corp., Long Island City 5, N. Y. 

Clark Linen & Equipment Co., Chicago 6 
ll 

Continental Hospital Supply, Inc., 
7, Ohio 

Davol Rubber Company, Providence 1, R. I. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Faultless Rubber Co., Ashland 5, Ohio 

Goodrich Co., B. F Hospital & Surgical 
Products, Akron 18, Ohio 

Meinecke & Co., Inc., Baltimore 4, Md. 

Mills Hospital Supply Co., Chicago 45, Ill 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, IIl 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Ross, Inc., Will, Milwaukee 12, Wis 

Seamless Rubber Co., New Haven 3, Conn 

Surgicon Corp., New York 3, N. Y 

U. S. Hospital Supply Corp., New York 3, 

Y. 


Evanston 1, 


Cleveland 


Inc., Edward, Long Island City 
Wocher & Son Co., Max, Cincinnati 2, Ohio 


BOTTLES: HOT WATER OR ICE 
(STOPPERLESS) 


IPCO Hospital Supply Corp.. New York 13, 
N. Y. 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Aloe-Health & Science Division of Brunswick 
St. Louis 3, Mo. 

American Hospital Supply Corp 
Ill 

Blank Drug Corp., Long Island City 5, N. Y 

Clark Linen & Equipment Co., Chicago 6, Ill 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Faultless Rubber Co., Ashland 5, Ohio 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Ross, Inc., Will, Milwaukee 12, Wis 

Rusch, Inc., New York 11, N. Y. 

Seamless Rubber Co., New Haven 3, Conn. 

U. S. Hospital Supply Corp., New York 3, N.Y. 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


BOTTLES: SPECIMEN 
IPCO Hospital Supply Corp., New York 13, 


Evanston 1, 


= % 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


American Hospital Supply Corp., Evanston 1, 
Il 

Armstrong Cork Co., Lancaster 4, Pa 

Arrow Glass Co. of Vineland, Vineland 60, 


N. J 
Blank Drug Corp., Long Island City 5, N. Y. 


Busse Hospital Disposables Inc., Great Neck 
21, N. Y. (Paper) 

Clark Linen & Equipment Co., Chicago 6, Il. 

Davol Rubber Company, Providence 1, R. I. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Hospital Supply & Development Co., Inc., 
Braddock 4, Pa. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Mercer Glass Works, Inc., New York 3, N. Y. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Professional Specialties, Co., St. Louis 5, Mo. 

Ross, Inc., Will, Milwaukee 12, Wis 

Sealright-Oswego Falls Corp., Fulton 69, N. Y. 

U. S. Hospital Supply Corp., New York 3, 
N. Y 


Wocher & Son Co., Max, Cincinnati 2, Ohio 


BOTTLES: WATER 


Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Polar Ware Co., Sheboygan 82, Wis. 

Vollrath Co., The, Sheboygan 82, Wis. 


BOWLS: PAPER 
(PLASTIC-COATED) 


Lily Tulip Cup Corp., New York 17, 


BOWLS: SALAD 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Cambro Inc., Huntington Beach 48, Calif. 
Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill 

Don & Co., Edward, Chicago 16, Ill. 

Molded Fiber Glass Tray Co., Linesville 24, 
Pa. 


BOWLS: SOUP (INSULATED, 
STAINLESS STEEL) 


Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill 


BOXES: DISH AND 
SILVERWARE 


Lakeside Mig. Inc., Milwaukee 7, Wis. 


Arista Metalcrafts Co., Paterson 4, N. J. 

Blickman, Inc., S., Weehawken 87, N. J 

Bucks County Enterprises, Inc., Quakertown 
51, Pa 

Cambro Inc., Huntington Beach 48, Calif 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill 

General Tire & Rubber Co., 
Division, Lawrence 42, Mass 

Jarvis & Jarvis Division, United Service Equip- 
ment Co., Inc., Palmer 69, Mass 

Molded Fiber Glass Tray Co., Linesville 24, 
Pa. 

Olson Division of Unarco Industries, Inc., Chi- 
cago 47, Ill. 

Straus-Duparquet, Inc., New York 3, N. Y. 

United Service Equipment Co., Inc., Palmer 
69, Mass. 

U. S. Rubber Co., Chicago 39, Ill. 


BOXES: ELECTRICAL OUTLET 


Appleton Electric Co., Chicago 57, Ill. 

Crouse-Hinds Co., Syracuse 1, N. Y. 

Porter Co., Inc., H. K., Electrical Division, 
Pittsburgh 19, Pa. 


BOXES: FISH STORAGE 


Arista Metalcrafts Co., Paterson 4, N. 
Pick Co., Inc., Albert, Chicago 8, IIl. 
Straus-Duperquet, Inc., New York 3, N. Y. 


BOXES: LETTER (KEY OR 
DIAL-OPERATED) 


Corbin Wood Products, Division of Emhart 
Corp., New Britain 50, Conn. 

Cutler Mail Chute Co., Rochester 7, N. Y 

Federal Equipment Co., Carlisle 13, Pa. 


BOXES: PAPER (PILL, 
POWDER, CAPSULE, 
MEDICATION) 


Brewer Pharmacal Engineering Corp., Upper 
Darby 82, Pa. 


Bolta Products 


Drug Package Inc., O'Fallon 66, Mo. 
Phenix Box & Label Co., Kansas City 11, Mo 


BOXES: TOTE 


Crescent Metal Products, Inc., Cleveland 8, 
Ohio 

Bel-Art Products, Pequannock 40, N. J. 

Bucks County Enterprises, Inc., Quakertown 
$1, Pa. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Fidelity File Box Co., Inc., Minneapolis 1, 
Minn. 

Le Beau Products Co., Ferndale 20, Mich. 

Lyon Metal Products, Inc., Aurora 7, Ill. 

McClintock Mig. Co., A Division of Ekco 
Products Co., Whittier 8, Calif. 

Molded Fiber Glass Tray Co., Linesville 24, 
Pa. 

U. S. Rubber Co., Chicago 339, Ill. 

United States Rubber Co., New York 20, N. Y. 

Wear-Ever Aluminum, Inc., New Kensington 
68, Pa. 


BOXES: WASTE 
Lakeside Mig. Inc., Milwaukee 7, Wis. 


BOXES AND CANS: FIBER 
Federal Fibre Corp., Long Island City 2, 
a Ba 


BRACELETS: IDENTIFICATION 
(MEDICAL AND PERSONAL) 


Rochester Medical Locket Co., Inc., Roches- 
ter 1, Minn. 


BRAKES: WHEEL 


Colson Corp., Chicago 11, Ill. 

Faultiess Caster Co., Evansville 17, Ind. 

Ferno-Washington, Inc., Hospital Division, 
Greenfield 23, Ohio 

Jarvis & Jarvis Division, United Service Equip- 
ment Co., Inc., Palmer 69, Mass. 

United Service Equipment Co., Inc., Palmer 
69, Mass. 


BREAKERS: ELECTRIC- 
CIRCUIT 


Bryant Electric Co., Bridgeport 2, Conn. 

Cutler-Hammer, Inc., Milwaukee 1, Wis. 

General Electric Co., Apparatus Sales, Sche- 
nectady 5, N. Y. 

Square D Co., Schiller Park 76, Ill. 

Sylvania Electric Products, Inc., 
Products Division, Salem 71, Mass. 

Westinghouse Electric Corporation, Pittsburgh 
30, Pa. 


BREAKERS: VACUUM 


Everest & Jennings, Inc., Los Angeles 25, 
Calif. 


Pratt Hospital Equipment Co., Subsidiary Ev- 
erest & Jennings, Inc., Los Angeles 25, 
Calif. 


BREATHING APPARATUS: 
INTERMITTENT POSITIVE 
PRESSURE 


Products & Chemicals, Inc., Washington 
19, D. C. 
Emerson Co., J. H., Cambridge 40, Mass. 
Mine Safety Appliances Co., Pittsburgh 8, Pa. 
National Cylinder Division of Chemetron 
Corp., Chicago 11, Ill. 


BREWERS: COFFEE 
(AUTOMATIC) 


Amcoin Corp., Long Island City 1, N. Y. 

Best Products Co. (Not Inc.), Chicago 18, Ill. 

Blickman, Inc., S., Weehawken 87, N. J. 

Bunn-O-Matic Corp., Springfield 1, Ill. 

Cory Corporation, Chicago 45, Ill. 

Don & Co., Edward, Chicago 16, Ill. 

Groen Mfg. Co., Elk Grove Village 7, Ill. 

Universal-Landers, Frary & Clark, Stanley 
Commercial & Institutional Division, New 
Britain 1, Conn. 

Wear-Ever Aluminum, Inc., New Kensington 
68, Pa. 

Western Urn Mig. Co., Los Angeles 37, Calif. 
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Lighting 





BRICK: FACE 


BROADCASTING SYSTEMS: 
HOSPITAL RADIO 
(INTERNAL PROGRAMS AND 
CHAPEL SERVICES) 


RCA Service Co. A Division of Radio Cor- 
poration of America, Camden 8. N. J. 


vi ’ 


eading 67, Mass 


p., Quakertown 


BRONZE: ARCHITECTURAL 


Rronze & Aluminum 


innat 


1delphia 


BROOMS: FIBER (UPRIGHT, 
WHISK) 


BRUSHES: BEDPAN, URINAL, 
TOILET BOWL 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich 
Zep Mig. Co., Atlanta 18, Ga. 


McKeesport 24 


c 


1 Supply Co., Inc., Min 


Physicians & Hos 
neapolis 3, Minn 
Ross, Inc., Will, Milwaukee 12, Wis 
Stanley Home Products, Inc., Industrial-Insti 
tutional Division, Easthampton 27, Mass 
S. Hospital Supply Corp., New York 


le 
pitals 


N 
cher & Son Co., Max, Cincinnati 2, Ohio 


BRUSHES: FLOOR MACHINE 


Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Fuller Brush Co., Industrial Products Division, 
East Hartford 8, Conn. 

Meridian Standards Corp., New York 10, N. Y 

Phenix Box & Label Co., Kansas City 11, Mo 


BUMPERS: FURNITURE 
(STRIPS AND CORNERS) 


Royalmetal Corp., New York 16. N. Y. 
Sh i Industri Inc., St. Louis 4, Mo. 
t Division, Chicago 54. 





v 


ce: Co., c > 





Clarke Floor Machine Division, Studebak 
Corp., Muskegon 43, Mich. 


Advance Floor Machine 
Minn 
American-Lincoln Corp., Toledo 3, Ohio 
Flour City B 1 Co., Minneapolis 1, Minn 
zyeneral Floorcraft, Inc Bronx 66, N. Y. 
Hild Fioor Machine Co., Inc., Chicago 7, Ill. 
Huntington Laboratories, Inc., Huntington 50 
Ind 
Nobles Engineering & Mfg. Co., St. Paul 6, 
Minn 
United Floor 


Spring Park 84, 


Machine Co., Inc., Chicago 19 
Division of W. R. Grace 


Mo. 


BRUSHES: FLOOR, WALL, 
WINDOW, ETC. 


Zep Mig. Co., Atlanta 18, Ga. 


Abco, Inc., McKeesport 34, Pa 
1iral Equipment Co., New York 11, N. Y 
Edward, Chicago 16, Ill 
Brush Co., Minneapolis 1, Minn 
Brush Co., Industrial Products Divi- 
sion, East Hartford 8, Conn 
Hillyard Chemical Co., Hospital Division, St 
Joseph 2, Mo 
Holcomb Mfg. Co., Inc., J. I., Indianapolis 7, 
Chemical Laboratories, Inc., Oma- 
ha 2, Nebr 
Pittsburgh Plate Glass Co., 
Pittsburgh 22 
Ross, Inc., Will ilwaukee 12, Wis 
Sparta ish Co., Inc., Sparta 56, Wis 
Stanley Home Products, Inc., Industrial-Insti- 
tutional Division, Easthampton 27, Mass 
Straus-Duparquet, Inc., New York 3, N. Y 


Western Chemical Co., St. Joseph 1, Mo 


American Hospital Supply Corp 
al 
Anchor Brush Co., Aurora 7 
ows Co., Chicago 45, Ill 
C k Linen & Equipment Co 
Continental Hospital Supply 


Paint Division, 


Evanston 1, 


Products Division of Mas- 
Industrial Corp., Long 

Inc., Chicago 3] l 
Minneapolis 1, Minn 
ustrial Products Divi 


lew York 13, 


Baltimore 4, Md 


Meinecke & Co 
Mills Hospital Supply Co., Chicago 45 


Physicians & Hospitals Supply Co 

Milwaukee 12, Wis 

Products, Inc., Industrial-Insti 
Easthampton 27, Mass 
Edward, Long Island 


BRUSHES: PAINT 


Devoe & Reynolds Co., Inc., Louisville Ky 
Flour City Brush Co., Minneapolis 1, Minn 
Fuller Brush Co Industrial Products Divi- 

sion, East Hartford 8, Conn 
Pittsburgh Plate Glass Co., Paint 
Pittsburgh 22, Pa 


BRUSHES: TOOTH 


ad re 


American Hospital Supply Corp., 


Tisentat 
Vivision 


Evanston 1, 


Il. 
Smith & Davis Mig. Co., St. Louis 10, Mo. 


American Hospital Supply Corp., Evanston 1, 
Nl 

Colson Corp., Chicago 11, Ill. 

Darnell Corp., Lid., Downey 41, Calif. 

Eichenlaubs, Pittsburgh 1, Pa. 

Elastic Tip Co., Milton 87, Mass. 

Faultless Caster Co., Evansville 17, Ind. 

Hill-Rom Co., Inc., Batesville 6, Ind. 

Inland Bed Co., Chicago 32, Ill. 

Jarvis & Jarvis Division, United Service Equip- 
ment Co., Inc., Palmer 69, Mass. 

Johnson Rubber Co., Special Products Divi- 
sion, Middlefield 62, Ohio 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nutting Truck & Caster Co., Inc., Food Serv- 
ice Division, Faribault 21, Minn 

Pawling Rubber Corp., Pawling 64, N. Y. 

Ross, Inc., Will, Milwaukee 12, Wis. 

United Service Equipment Co., Inc., Palmer 
69, Mass. 


BURN PREPARATIONS 


Aeroceuticals, Inc., Bridgeport 5, 

Carbisulphoil Co., Dallas 4, Texas 

Cheseborough-Pond’s Inc., Professional Prod- 
ucts Division, New York 17, N. Y. 

Davis Emergency Equipment Co., Inc., Ne- 
wark 4, N. ). 

Halperin Co., Inc., A. E., Boston 18, Mass. 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N. J 

Lientz Sales Co., E. C., Fillmore 15, Calif. 

Mine Safety Appliances Co., Pittsburgh 8, Pa. 

Ulmer Pharmacal Co., Minneapolis 3, Minn. 


BURNERS: CONVERSION 


American-Standard, Plumbing & Heating Di- 
vision, New York 18, N. Y. 

Eclipse Fuel Engineering Co., Rockford 1, ill. 

Lennox Industries Inc., Marshalltown 58, 
lowa 

Space Conditioning, Inc., Harrisonburg 1, Va. 

Surface Combustion Division of Midland-Ross 
Corp., Toledo 1, Ohio 


BURNERS: OIL AND GAS 
COMBINATION 


Eclipse Fuel Engineering Co., Rockford 1, IIl. 

Preferred Utilities Mfg. Corp., New York 17, 
N.Y 

Space Conditioning, Inc., 


BUSINESS FORMS 
(COMMUNICATION SYSTEM) 


TelAutograph Corp., Los Angeles 45, Calif. 


le 


BUTTER CHIPS 


Ekco Containers, Inc., Wheeling 90, Ill. 

KVP Sutherland Paper Co., Kalamazoo 4, 
Mich. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Sayford Corp., Litchfield 59, Conn. 

Smith-Lee Co., Inc., Milwaukee Division, Mil- 
waukee 12, Wis. 


BUTTER-CUTTING MACHINES 


Don & Co., Edward, Chicago 16, Ill. 

Hosp-i-ware Products Division of Bloomfield 
/Silex Industries, Inc., Chicago 32, Ill. 

Straus-Duparquet, Inc., New York 3, N. Y. 


American Sterilizer Co., Erie 6, Pa. 
Market Forge Co., Everett 49, Mass. 
Shampai Industri Inc., St. Louis 4, Mo. 


Conn. 


Harrisonburg 1, Va. 





Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

Amsco-Excel Division of American Sterilizer 
Co., Jamestown 1, N. Y. 





Hepend on RGA to be there... 


...when a nurse is called to a bedside! 


...when a patient relaxes with TV! 


Plan for hospital communications and 
patient entertainment with RCA. ..leader 
of the electronics industry. You choose 
from RCA's full line of equipment 
designed solely for hospitals and nursing 
homes. RCA creates and installs an inte- 
grated system, with skilled RCA Service 
Company technicians available in most 
areas to maintain it through the years. 
RCA Victor ““Mural TV” sets are de- 


The Most Trusted Name 


in Electronics 


® 


signed specially for hospitals. A planned 
Master-Tenna® antenna system pulls in 
pictures and sound clear and rich. An 
RCA Audio Entertainment Control Sys- 
tem delivers the full beauty of FM radio 
and recorded music wherever desired in 
rooms, public areas and offices. 
Communications are maintained at 
electronic speeds via RCA’s Nurse Call 
System, Doctor's Paging and Doctor's 





In/Out Register. Closed Circuit TV 
blends into the system for instructional 
and other use. 

You can count with confidence on 
RCA’s complete responsibility for com- 
munications and entertainment. Avail- 
able through RCA’s lease plan, or 
outright purchase, with convenient pay- 
ment arrangements. Mail coupon for 
complete information. 





sultation appointment. 


NAME 


RCA SERVICE COMPANY, Commercial Product Sales 
Dept. YB-61, Bidg. 203-3, Camden, N.J. 08101 


Please have an RCA hospital electronics specialist phone for con- 


TITLE 





HOSPITAL 


PHONE. 





ADDRESS 





CITY 


ZIP CODE___. 
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CABINET AND CASEWORK 
—Cont'd. 





American Sterilizer Company 
2424 W. 23rd Street 
Erie, Pa. 16506 


See our advertisement in the 
Catalog Section 
for details on our 
Cabinets & Casework 











N.Y 
Inc., Union 83, N. J 
hawken 87, N. ] 
Hospital Casework 
734, 
Sectional Equipment Co., 
i Mi ob 
Cabinet Co., Chicago 44, Ill. 
Products, Inc Jamestown 


rian 21,: Mich 


ne., Richmond 17 


Reading 67, Mass 

ton 87, Mass 
Milwaukee 3, Wis 
I L. | 


Hicksville 1 


Sheboygan 81, Wis 
Hospital Casework Di 
ion, American Hospi 

ton 1, Il 
Chambersburg |! 

satur 23, Ill 
na 47, Pa 


Inc., Jamestown 


CABINETS: BEDSIDE 


Edco Surgical Supply Co., Inc., New York 23, 
N. Y. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Robert Industries. Inc., H., St. Louis 10, Mo. 

Royalmetal Corp., New York 16, N. Y. 

Shampaine Industries, Inc., St. Louis 4, Mo. 

Simmons Co., Contract Division. Chicago 54, 
Il. 

Smith & Davis Mig. Co., St. Louis 10, Mo. 

A Health Science Division of Brunswick 


rp., Evanston | 


Inc., Indianapolis 


trand Rapids 2, Mich 
American S 


terilizer 


en 


t Co., Inc., Windber 
Brooklyn 16 
Oxygen Di 

Chicago 6, Ill 
Forest Park 


Cleveland 


s., Chicago 11, Ill 
I ong Island City 


Lincolnton 92 
of Borg-Warner 


Chicago 32, Ill 
Industries, Inc., Cincinnati 38 


wniture Co., Stevens Point 82, Wis 
ll’s Inc., Chicago 2 
tr Laboratory Mig. Co., Oklahoma City 


Co Contract Division 

Inc., Baltimore 4, Md 
Furniture Division of Na- 
Inc., Odenton 13, Md 


Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Overland Electric Co., Inc., Cicero 50, Ill 

Phoenix Furniture Corp., Sheboygan 81, Wis 

Physicians & Hospitals Supply Co., Inc., Min 
neapolis 3, Minn 

Ross, Inc., Will, Milwaukee 12, Wis 

Shampaine Industries, Inc., Carrom Division 
Ludington 31, Mich 

Shelley Professional Products, Inc., 
geles 1, Calif 

Superior Sleeprite Corp., Contract Division 
Chicago 12, Ill 

Surgic Sales Co., Lawrence 40, Mass 

Thorner Mig. Co., Inc., Tamaqua 52, Pa 

U. S. Hospital Supply Corp., New York 3, 
N. Y 


Los An 


Weck & Co., Inc., Edward, Long Island City 


1N.Y 
Wocher & Son Co., Max, Cincinnati 2, Ohio 


CABINETS: CHART 
Shampai Industries. Inc., St. Louis 4, Mo. 





Aloe-Health & Science Division of Brunswick 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1 
on 

Art Metal, Inc., Jamestown 1, N. Y 

Atlantic Alloy Industries, Inc., Union 83, N. J 

Blickman, Inc., S., Weehawken 87, N. J 

County Enterprises, Inc., Quakertown 

51, Pa 

Continental Hospital Supply, Inc., 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Harold Supply Corporation, New York 13, N. Y 

Harrison Steel Cabinet Co., Chicago 44, Ill 

Hospital Supply Co., Inc., Long Island City 
1, N. Y. 

Lyon Metal Products, Inc., Aurora 7, Ill 

Maysteel Products, Inc., Milwaukee 3, Wis 

Ross, Inc., Will, Milwaukee 12, Wis 

St. Charles Mfg. Co., Hospital Casework Di 
vision, St. Charles 74, Ill 

Shampaine Industries, Inc., Wilson Division 
Columbus 6, Ga 

Watson Mig. Co., Inc., Jamestown 1, N. Y 

Weck & Co., Inc., Edward, Long Island City 
1N.Y 

Wocher & Son Co., 


Cleveland 


Max, Cincinnati 2, Ohio 


CABINETS: COUNTER AND 
DESK HIGH 


Shampaine Industries, Inc., St. Louis 4, Mo. 


All-Steel Equipment Inc., Aurora 7, Ill 

Aloe-Health & Science Division of Brunswick 
St. Louis 3, Mo 

Amsco-Excel Division of American Sterilizer 
Co., Jamestown 1, N. Y 

Art Metal, Inc., Jamestown 1, N. Y. 

Altantic Alloy Industries, Inc., Union 83, N. J 

Blickman, Inc., S., Weehawken 87, N. J 

Cole Steel Equipment Co., Inc., New York 17 
N.Y 

General 
Ohio 

Geneva Industries, Inc 
Division, Geneva 34, II! 

Grand Rapids Sectional Equipment Co., Grand 
Rapids 6, Mich 

Hamilton Mfg. Co., Two Rivers 41, Wis 

Harrison Steel Cabinet Co., Chicago 44, Ill 

eer Furniture Co., Inc., Richmond 17 
a 


Fireproofing Co Youngstown 1! 


Hospital Casework 


Lyon Metal Products, Inc., Aurora 7, Ill 

McDonald Company, Reading 67, Mass 

Maysteel Products, Inc., Milwaukee 3, Wis 

National Hospital Furniture Division of Na 
tional Industries, Inc., Odenton 13, Md 

Penco Products Inc., Oaks 56, Pa 

Remington Office Systems, Division of Sperry 
Rand Corp., New York 17, N. Y. 

St. Charles Mfg. Co., Hospital Casework Di 
vision, St. Charles 74, Ill. 

Scientific Products Division, American Hospital 
Supply Corp., Evanston 1, Ill 
Supreme Steel Equipment Corp 

32, N. Y. 
Warren Corp., Verona 47, Pa. 


CABINETS: DRUG AND 
NARCOTIC 


American Sterilizer Co., Erie 6, Pa. 
lalties, Inc., Long Island 


Edco Surgical Supply Co., Inc., New York 
23, N. Y. 


Brooklyn 


IPCO Hospital Supply Corp.. New York 13, 
N. Y. 

Kuttnauer Mig. Co.. Inc., Detroit 7, Mich. 
Market Forge Co., Everett 49. Mass. 

Shampaine Industries. Inc.. St. Louis 4, Mo. 


Aloe-Health & Science Division of Brunswick 
St. Louis 3, Mo 

American Hospital Supply Corp., Evanston 1, 
Ill 

American Metal Furniture, Inc., 
2, Ind 

Amsco-Excel Division of American Sterilizer 
Co., Jamestown 1, N. Y. 

Atlantic Alloy Industries, Inc., Union 83, N. J 

Atlas Hospital Equipment Co., Inc., Windber 
63, Pa. 

Blickman, Inc., S., Weehawken 87, N. J 

Brewer Pharmacal Engineering Corp., Upper 
Darby 82, Pa. 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Graham-Field Surgical Co., Inc., Woodside 
77,N.Y 

Grand Rapids Sectional 
Grand Rapids 6, Mich. 

Hamilton Mfg. Co., Two Rivers 41, Wis. 

Harrison Steel Cabinet Co., Chicago 44, Ill 

Hospital Supply Co., Inc., Long Island City 
1,N 


Indianapolis 


Equipment Co., 


Jamestown Metal Products, Inc., Jamestown 1, 
Laboratory Furniture Co., Inc., Richmond 17, 


a 
Lyon Metal Products, Inc., Aurora 7, Ill 
McDonald Company, Reading 67, Mass 
Maysteel Products, Inc., Milwaukee 3, Wis 
Ross, Inc., Will, Milwaukee 12, Wis 
St. Charles Mfg. Co., Hospital Casework Di- 

vision, St. Charles /4, III. 
Thorner Mig. Co., Inc., Tamaqua 52, Pa. 
United Metal Fabricators, Inc., Johnstown 4 
Pa 
Walrus Mig. Co., Decatur 23, Ill 
Watson Mig. Co., Inc., Jamestown 1, N. Y 
Wocher & Son Co., Max, Cincinnati 2, Ohio 


Physicians’ Record Co., Berwyn 2, Ill. 
Royalmetal Corp., New York 16, N. Y. 


All-Steel Equipment Inc., Aurora 7, Ill 

Art Metal, Inc., Jamestown 1, N. Y 

Cole Steel Equipment Co., Inc., New York 17, 
N. Y. 

General Youngstown 1 
Ohio 

Harrison Steel Cabinet Co., Chicago 44, IIl 

Hospital Furniture, Inc., Chicago 11, III 

Invincible Metal Furniture Co., Manitowoc 2U 
Wis 

Lyon Metal Products, Inc., Aurora 7, Ill 

Marshall Field & Co., Contract Division, Chi 
cago 54, Ill 

Remington Office Systems, Division of Sperry 
Rand Corp., New York 17, N. Y 

Republic Steel Corp., Mfg. Division, Youngs- 
town 5, Ohio 

Ross, Inc., Will, Milwaukee 12, Wis 

Shaw-Walker Co., Muskegon 43, Mich 

Supreme Steel Equipment Corp., Brooklyn 32 
N.Y 


Fireproofing Co., 


Visi-Shelf File, Inc., New York 7, N. Y. 


CABINETS: FILING (VISIBLE 
CARD INDEX) 


Physicians’ Record Co., Berwyn 2, Ill. 


Acme Visible Records, Inc., Crozet 32, Va 

Art Metal, Inc., Jamestown 1, N. Y. 

Remington Office Systems, Division of Sperry 
Rand Corp., New York 17, N. Y. 


CABINETS: FIRE 
EXTINGUISHER 


American LaFrance, A Division of Sterling 
Precision Corp., Elmira 4, N. Y. 

Elkhart Brass Mig. Co., Inc., Elkhart 18, Ind. 

Lenderking Metal Products, Inc., Baltimore 24 
M 


d. 
Seco Mfg. Inc., Detroit 9, Mich. 


Elkhart Brass Mig. Co., Inc., Elkhart 18, Ind. 

Lenderking Metal Products, Inc., Baltimore 
24, Md. 

Seco Mig. Inc., Detroit 9, Mich. 





Market Forge 


The mark of excellence 
in equipment for nursing homes 








WF 


STERILMATIC ™ STERILIZER 
Compact, fully automatic low cost Ster- 
ilizer. For utensils, bedside equipment, 
glassware, liquids and al! Nursing Home 
needs. Electric or direct steam. Self- 
sealing door. Nationwide service organi- 
zation. 


NOURISHMENT AND ICE STATION 


A convenient, pre-fabricated Work Sta- 


tion of stainless steel combining in one 
scientifically designed unit complete 
facilities for making, storing and dis- 
pensing fresh, clean ice and serving of 
liquids and nourishment. Contains sink, 
hot plates, refrigerator and storage. 


k, 
~~ ee ' 
a 2 a? 
' eee e S| 
1 net aE, <> 
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MEDI-PREP® MEDICINE STATIONS 
Compact, self-contained Work Stations 
of stainless steel with all components 
scientifically selected and arranged for 
storing, preparing and dispensing medi- 
cations. Pre-fabricated for built-in or 
free-standing installation. 3 models — 
each in 3 sizes. 


STEAM-IT AND JET STEAM-IT 

High speed for cooking food frequently 
in smaller volume, eliminating waste and 
leftovers. Ideal for small kitchens and 
perfect auxiliary speed cooker for large 
kitchen. Jet Steam-It cooks frozen food 
ready to eat in minutes, without de- 
frosting. 


SANI-PREP™ JANITOR’S STATION 
A pre-fabricated, stainless steel Work 
Station for the storing of janitor’s sup- 
plies and equipment. Reduces space 
needs and custodial make-ready time. 
Equipped with low-level sink and hose 
for filling buckets. 


MARKETTE COOKERS and KETTLES 


A complete steam cooking center in one, 
easy-to-use, space-saving unit. Kettles 
are low with optional tilting featuring for 
pouring automatically into serving pan. 
Many standard combinations are avail- 
able to answer almost all needs. 


MARKET FORGE PRODUCTS are designed with the specific needs of NURSING HOMES in mind 


to conserve floor space . 
maintenance os 


. to provide economical installation . . 
to eliminate waste motion and steps and to give better and more efficient specialized services 


that free nurses and attendants for patient care. 


DETAILED SPECIFICATION SHEETS AVAILABLE 
ON ALL MARKET FORGE EQUIPMENT. 
SEND FOR COMPLETE CATALOG. 
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to save personnel time . . 


to facilitate 


/ Market Forge wen, mass. 02149 





CABINETS: HOT FOOD 


Crescent Metal Products, Inc., 
Ohio 


CABINETS: ICE CREAM 
STORAGE 


Crescent Metal Products, Inc., Cleveland 8, 
Ohio 


CABINETS: KEY 
Davenport & Son Co., A. C., Palatine 67, Ill. 


Aurora 7 


r 4} 
Ss 41 


CABINETS: MEDICINE 
Erie 6, Pa. 


American Sterilizer Co., 


CABINETS: PORTABLE 


Crescent Metal Products. Inc., 
Ohio 


Shampaine Industries, Inc., St. Louis 4, Mo. 


Inc., Chicago 31 


ation New York 


j Chicago 11], Ill 
Products vision of Borg-Warne 
shicago 43 

f Adrian 21, Mich 


, Richmond 17 


°o inc 


Cleveland 8. 


Cleveland 8. 


Lyon Metal Products, Inc., Aurora 7, Ill. 

McDonald Company, Reading 67, Mass. 

Mueller & Co., V., Chicago 12, Ill. 

Nelson Co., Inc., A. R., Long Island City 1, 
N. Y. 

St. Charles Mfg. Co., Hospital Casework Di- 
vision, St. Charles 74, Ill 

Supreme Steel Equipment Corp., Brooklyn 32, 
N.Y 

Thorner Mfg. Co., Inc., 

Wear-Ever Aluminum, Inc., 
68, Pa 

Wocher & Son Co., 


CABINETS: STORAGE 


American Sterilizer Co., Erie 6. Pa. 

Brunswick Corp., Commercial Furniture Di- 
vision, Kalamazoo 3, Mich. 

Crescent Metal Products, Inc., Cleveland 8, 
Ohio 

Edco Surgical Supply Co.. 
2 N. Y. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Market Forge Co., Everett 49, Mass. 

Royalmetal Mig. Corp.. New York 16, N. Y. 

Shampaine Industries, Inc., St. Louis 4, Mo. 

Simmons Co., Contract Division. Chicago 54, 
Ii. 


Tamaqua 52, Pa 
New Kensington 


Max, Cincinnati 2, Ohio 


Inc, New York 


Admiral Equipment Co., New York ll, N. Y. 

All-Steel Equipment Inc., Aurora 7, Ill. 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., 


Evanston 1, 
American Metal Furniture, Inc., 
2, Ind 

Amsco-Excel Division of American Sterilizer 
Co Jamestown 1, N. Y. 

Art Metal, Inc., Jamestown 1, N 

Atl antic Alloy Industries, Inc., Union 83, N. J 
Atl Hospital Eauipment Co., Inc., Windber 


Indianapoli* 


Blickman Inc., S., Weehawken 87, N 
C Enterprises, Inc., Quakertown 


Steel Equipment Co., Inc., New York 17, 
LY 

yontinental Hospit 
7, Ohio 
ustom Engineering & Mig 
Okla 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill 

E. P. Co., Inc., Los Angeles 21, Calif 

Fearless Dishwasher Co., Inc., Rochester 2, 
N.Y 

Fisher Scientific Co., 

Franklin Co., Inc., 
Pa 

Frick-Gallagher Mfg. Co., 
yeneral Fireproofing Co., 
Ohio 


Vn 


al Supply, Inc., Cleveland 


Corp., Tulsa SU, 


Pittsburgh 19, Pa. 
Bernard, Philadelphia 24, 


Wellston 92, Ohio 
Youngstown Il, 
xeneva Industries, Inc Casework 
Division, Geneva %, III 
jrand Rapids Sectional Equipment Co., Grand 
Rapids 6, Mich 
Hamilton Mfg. Co., Two Rivers 41, Wis 
Harrison Steel Cabinet Co., Chicago 44, 
fill-Rom Co., Inc., Batesville 6, Ind 
Hospital Furniture, Inc., Chicago 11, II 
Iamestown Metal Products, Inc., Jamestown 
1, N.Y. 
Ketcham Mfg. Corp., G. M., Glendale, Brook 
rniture Co., Inc., Richmond 17 


3 Metal Products, Inc., Baltimore 24 
Lyon Metal Products, Inc., Aurora 7, Ill 
McDonald Company, Reading 67, Mass 
McKesson & Robbins Inc., New York 17, N. Y 
farshall Field & Co., Contract Division, Chi 
cago SM, Ill 
Maysteel Products, Inc., Milwaukee 3, Wis 
Meinecke & Co., Inc., Baltimore 4, Md. 
Metalab Equipment Co., Hicksville, 1, L. L, 
N.Y 
Miller, Inc., Herman, Zeeland 64, Mich 
National Hospital Furniture Division of Na- 
tional Industries, Inc., Odenton 13, Md 
Nelson Co., Inc., A. R., Long Island City 1, 
N.Y 
Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 
Penco Products Inc., Oaks 56, Pa 
Republic Steel Corp., Mig. Division, Youngs- 
town 5, Ohio 
Ross, Inc., Will, Milwaukee 12, Wis 


St. Charles Mfg. Co., Hospital Casework Di- 
vision, St. Charles 74, Ill. 

Sheldon Equipment Co., E. H., Muskegon 40, 
Mich. 

Southern Equipment Co., St. Louis 77, Mo. 

Supreme Steel Equipment Corp., Brooklyn 32, 
N.Y 


Thorner Mig. Co., Inc., Tamaqua 52, Pa. 

United Metal Fabricators, Inc., Johnstown 4, 
Pa 

U. < Hospital Supply Corp., New York 3, 
N 


thaben Corp., Verona 47, Pa. 
Watson Mig. Co., Inc., Jamestown 1, N. Y. 
Wilder Mfg. Co., Inc., Port Jervis 71, N. Y. 


CABINETS: TOWEL 


Mipro Metal Products Co., South San Fran- 
cisco 82, Calif. 

Reliable Metal Products Co., Inc., Mount 
Vernon 50, N. Y. 

Scott Paper Co., Philadelphia 13, Pa. 

Steiner Co., Chicago 11, Ml. 

West Chemical Products, Inc., Long Island 
City 1, N. Y. 

Western Chemical Co., St. Joseph 1, Mo 


CABINETS: WALL 
(WITH SINK) 


Sh . a oo 
, 


Inc., St. Louis 4. Mo. 





Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

Amsco-Excel Division fo American Sterilizer 

o., Jamestown 1, N. Y. 

Art Metal, Inc., Jamestown 1, N. Y. 

Atlantic Alloy Industries, Inc., Union 83, N. J 

Blickman, Inc., S., Weehawken 87, N. J. 

Debs Hospital Supplies, Inc., Chicago 31, III 

Fisher Scientific Co., Pittsburgh 19, Pa. 

Grand Rapids Sectional Equipment Co., 
Grand Rapids 6, Mich. (Wood) 

Hamilton Mfg. Co., Two Rivers 41, Wis. 

Harrison Stee] Cabinet Co., Chicago 44, Ill 

Laboratory Furniture Co., Inc., Richmond 17, 
Va 

Lenderking Metal Products, Inc., Baltimore 24 
Md 

McDonald Company, Reading 67, Mass. 

Maysteel Products, Inc., Milwaukee 3, Wis 

St. Charles Mfg. Co., Hospital Casework Di- 
vision, St. Charles 74, Ill. 

Scientific Products Division, American Hospi- 
tal Supply Corp., Evanston 1, Ill. 

Sturdilite Products, Inc., Chicago 11, II. 

United Metal Fabricators, Inc., Johnstown 4, 
Pa 

Walrus Mig. Co., Decatur 23, Ill. 

Warren Corp., Verona 47, Pa 

Watson Mig. Co., Inc., Jamestown 1, N. Y. 


CABLES: DIATHERMY 
Bedford-Acme Surgical Co., Inc., Brooklyn 16, 
N. Y. 


Birtcher Corp., Hospital Division, Los An- 
geles 32, Calif. 

Burdick Corp., Milton 63, Wis. 

Rehabilitation Products Division of American 


Hospital Supply Corp., Evanston 1, Ill 


CAFETERIA EQUIPMENT 


Crescent Metal Products, Inc., Cleveland 8, 
Ohio 
Duke Mig. Co., St. Louis 60, Mo. 

Swartzbaugh Division. United Service Equip- 
ment Co., Inc., Murfreesboro 31, Tenn. 
United Service Equipment Co., Inc., Palmer 

69. Mass. 


Arista Metalcrafts Co., Paterson 4, N. J. 

Blickman, Inc., S., Weehawken 87, N. J. 

Bucks County Enterprises, Inc., Quakertown 
51, Pa 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Il. 

E. P. Co., Inc., Los Angeles 21, Calif. 

Fearless Dishwasher Co., Inc., Rochester 2, 
N.Y 

Fischman Co., Philadelphia 33, Pa. 

Lincoln Mig. Co., Inc., Fort Wayne 8, Ind. 

McDonald Company, Reading 67, Mass 

Molded Fiber Glass Tray Co., Linesville 24, 
Pa. 

National Hospital Furniture Division of Nation- 
al Industries, Inc., Odenton 13, Md. 

Pick Co., Inc., Albert, Chicago 8, Ill. 

Ss. & R ‘Soda Fountain Mig. Co., Inc., Para- 
mus 52, N. J. 








~ FOOD SERVICE EQUIPMEN 


CRESCENT milal produdli inc. Cleveland 8, Ohio 





RECEIVING STORAGE PREPARATION PROCESSING HOLDING e SERVICE DELIVERY 
an . 


THERE’S A €RES-CQR ALUMINUM 


<a # 
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CAFETERIA EQUIPMENT 


Southern Equipment Co 
traus-Duparquet, Inc., N 
Vasserstrom 


CALCULATORS: PAY ROLL 
Acme Visible Records, In 


fice Machines 


Sorp., New Yor! 


CAMERAS: TELEVISION 
(TRAINING, OBSERVATION) 


CANES: INVALID 


Guardian Products Co., Inc., N. Hollywood 5, 
Calif. 

Hendrickson. Inc.. Minneapolis 11, Minn. 

Kuttnauer Mig. Co.. Inc., Detroit 7, Mich. 

Lumex, Inc., General Medical Equipment 
Corp., Bay Shore 6. N. Y. 


CANING MATERIALS 


m Reedcraft Corp., Hawthorne 


CANOPIES: VENTILATING 
(TRONER) 


American Laundry Machinery Industries. 
cinnati 12. Ohio 

Ametek. Inc., Troy Laundrite Division, 
Moline 44, Ill. 

Chicago Dryer Co., Chicago 39, Ill. 

Troy Laundrite, A Division of Ametek. 
East Moline 44 Ill. 


Il 


Blickman, Inc., 

rockle Ventilator 

Dietary Products, American 
Jorp., Evanston 1, I 

Fearless 
N.Y 

Lenderking Metal Products, Inc., 
Md 

Progressive Metal Equipment, Inc., 
phia 11, Pa 

Southern Equipment Co., St. Louis 


shwasher Co., 


72 


Straus-Duparquet, Inc., New York 3, N. Y. 
Wasserstrom & Sons, Inc., N., Columbus 7, 
Ohio 


CANS: ASH 


Straus-Duparquet, Inc., New York 3, N. Y 
Witt Co., Cincinnati 9, Ohio 


CANS: FOOD STORAGE 
Witt Co., Cincinnati 9, Ohio 


CAPS: BOTTLE 
(PAPER, DISPOSABLE) 


isse Hospital 
21, N.Y 
ealright-Oswego Falls Corp., Fulton 69, N.Y 
Smith-Lee Co., Inc., Milwaukee Division, Mil 
waukee 12, Wis 


CAPS: BOTTLE (PLASTIC) 
Bel-Art Products, Pequannock 40, N. J 


CAPS: SHOWER (PLASTIC, 
DISPOSABLE) 


Beier & Co., Chicago 7, Ill 

Busse Hospital Disposables Inc 
21, N 

Marketon Co., Los Angeles 11, Calif 

Royal Paper Products, Inc., Coatesville 20, Pa 


CARAFES: WATER 

Admiral Equipment Co., New York 11, N.Y. 

Jones Metal Products Co., Zylon Products 
Inc., Subsidiary, West Lafayette 45, Ohio 


CARBON PAPER 


Physicians’ Record Co., Berwyn 2. Ill. 


isposables Inc., Great Neck 


Great Neck 


» Caro. 1 
Underwood 


R 1 McBe Corr 
yal Bee r 


CARDS: DIET AND MEDICINE 


Beam Metal Specialties. Inc., Long Island 
City 3. N. Y. 

Briggs Printing Co., Des Moines 11, Iowa 

IPCO Hospital Supply Corp., New York 13, 
N. Y 


Kuttnauer Mig. Co., Inc., Detroit 7. Mich. 

Physicians’ Record Co., Berwyn 2, Ill. 

Sorg Products Co., Aatell & Jones Division, 
Ligonier 67, Ind. 


} istries, Inc 
Improved Hospital Methods 
Whitestone 57, N 
Specialties, Division 
Inc., Syosset 
aitimore 4, Md 
American Hospital 


her & Son Co., Max, Cincinnati 2, Ohio 


ay — (WALL 


Debs Hospital Supplies, Inc 
Medical Charts & Specialties 
H. A. Trautmann & Co., Inc., 
L.i,N.Y 

Meinecke & Co., Inc 


CARDS: TABULATING 


t 
i 


Chicago 31 
Division of 
Syosset 91 


i 


Baltimore 4, Md 


Baltimore Business Forms, Inc., Baltimore 29 
Mass 


Standard Register Co., 


CARDS AND HOLDERS: 
NURSING-CARE 


Physicians’ Record Co., Berwyn 2, Ill. 


Dayton 1, Ohio 


American Biltrite Rubber Co., 
ing Division, Trenton 2, N. J. 


CARPETS AND RUGS 


Barwick Mills, Inc., E. T., Chamblee 5, Ga 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Commercicl Carpet Corp., New York 1, N. Y. 

Marshall Field & Co., Contract Division, Chi- 
cago 54, Ill 

Monarch Carpet Mills, Chamblee 5, Ga. 

Pick Co., Inc., Albert, Chicago 8, Ill. 

Sloane, Inc., W. & J., Contract Planning & 
Design Division, New York 18, N. Y. 


CARRIER-DISPENSERS: FOOD 
AND LIQUID (INSULATED) 


Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Vacuum Can Co., Chicago 12, Ill. 

Wear-Ever Aluminum, Inc., New Kensington 
68, Pa 


CARRIER-DISPENSERS: 
MOBILE (DISH, GLASS, 
NAPKIN, SILVERWARE, 
TRAY) 


Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill 

Frick Co., W. H., Division of Lincoln Mig 
o., Fort Wayne 8, Ind 


CARRIERS: CHART 


Beam Metal Specialties. Inc.. Long Island City 
3. N.Y. 

Edco | aa Supply Co., Inc., New York 23, 
N. 


Amtico Floor- 


md. Inc., General | ee Equipment 
Corp.. , Bay Shore 6, N. 
Shi dustri ong St. Louis 4, Mo. 


ti 





Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo 

American Hospital Supply Corp., Evanston 1, 
Ill 

American Metal Furniture, Inc., 
2, Ind 

Atlantic Alloy Industries, Inc., Union 83, N. J 

Blickman, Inc., S., Weehawken 87, N. J 

Bucks County Enterprises, Inc., Quakertown 
51, Pa 

Clark Linen & Equipment Co., Chicago 6, IIl 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Hospital Supply Co., Inc., Long Island City I, 
N.Y 


Indianapolis 


Macrobictics, Inc., Whitestone 57, N. Y 

Physicians & Hospitals Supply Co., Ir. Min 
neapolis 3, Minn. 

United Metal Fabricators, Inc., 
Pa 


CARRIERS: FOOD (INSULATED) 


Crescent Metal Products. Inc., Cleveland 8. 
Ohio 


Johnstown 4 


Paterson 4, N. 


Arista Metalcrafts Co., ; 
Quakertown 


Bucks County Enterprises, Inc., 
51, Pa. 

Cecilware-Commodore Products Corp., Long 
Island City 5, N. Y 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Il. 

Lincoln Mfg. Co., Inc., Fort Wayne 8, Ind 

Thermos Division of King-Seeley Thermos Co., 
Norwich 60, Conn. 


CARRIERS AND CONTAINERS: 
HOT FOOD 


Crescent Metal Products, Inc., Cleveland 8, 
Ohio 

Shampaine Industri Inc., St. Louis 4, Mo. 

Swartzbaugh Division, United Service Equip- 
ment Co., Inc., Murfreesboro 31, Tenn. 

United Service Equipment Co., Inc., Palmer 
69, Mass. 





Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

Blickman, Inc., S., Weehawken 87, N. J. 

Bucks County Enterprises, Inc., Quakertown 
51, Pa. 

Carter-Hoffmann Corp., North Chicago 64, Ill 

Cecilware-Commodore Products Corp., Long 
Island City 5, N. Y. 

Colson Corp., Chicago 11, Ill. 





Debs Hospital Supplies, inc., Chicago 31, Ill 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Food Warming Equipment Co., Inc Elk 
Grove Village 7, Ill 

Lincoln Mfg. Co., Inc., Fort Wayne 8, Ind 

Molitor, Inc., Englewood 10, Colo. 

Southern Equipment Co., St. Louis 77, Mo 

Straus-Duparquet, Inc., New York 3, N. Y 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


CARTS: BUSSING 


Crimsco, Inc., Kansas City 30, Mo. 

Lakeside Mig. Inc., Milwaukee 7. Wis. 

Swartzbaugh Division, United Service Equip- 
ment Co., Inc., Murfreesboro 31, Tenn. 

United Service Equipment Co., Inc., Palmer 
69, Mass. 


Patterson 4, N.J 
Quakertown 


Arista Metalcrafts Co 
Bucks County Enterprises, Inc 
51, Pa 
Colson Corp., Chicago 11, Ill 
Dietary Products, American 
Evanston 1, Ill 
& Jarvis Division, United Servic 
ment Co., Inc., Palmer 69, Mass 
Molitor, Inc., Englewood 10, Col 


CARTS: COFFEE SERVICE 


Crescent Metcl Products, Inc., Cleveland 8, 
Ohio 
, S., Weehawken 87, N 


Enterprises, Inc., Quakertown 


Blickman, Inc 
Bucks County 
51, Pa 
Cecilware-Commodore Products 
Island City 5, N. Y 
Super-Sturdy Inc., New Yor 


CARTS: CRIPPLE 


Everest & Jennings, Inc. 
Calif. 


Los Angeles 25. 


Colson Corp., Chicago 11, Ill 


CARTS, DISH, FOOD. 
COLD-SALAD 


Crescent Metal Products, Inc., 
Ohio 


Dietary Products, American Hospital Supply 


Corp., Evanston 1, Il 


Theodore Equipment Corp., Wood-Ridge 75, 
N. J. 


CARTS: GIFT 


Crescent Metal Products, Inc., 
Ohio 

Bucks County Enterprises, Inc., Quakertown 
1, Pa. 

Jarvis & Jarvis Division, United Service Equip- 
ment Co., Inc., Palmer 69, Mass 
United Service Equipment Co., Inc 

69, Mass. 


CARTS: HOT AND COLD FOOD 
SERVICE 


Crescent Metal Products, Inc., 
Ohio 

Crimsco, Inc., Kansas City 30, Mo. 

Duke Mig. Co., St. Louis 60, Mo. 

Gennett & Sons. Inc., Richmond 74, Ind. 

“—". Hospital Supply Corp., 
N. 


Palmer, 


Cleveland 8, 


sities Mig. Co., Inc., Detroit 7, Mich. 
Lakeside Mig. Inc. Milwaukee 7, Wis. 
Market Forge Co., Everett 49, Mass. 


Cleveland 8, 


Cleveland 8, 


New York 13. 





Crimsco, Inc. 
5001 E. 59th Street 
Kansas City, Mo. 64130 


See our advertisement in the 
Catalog Section 
for details on our 
Food Service Carts 











Swartzbaugh Division, United Service Equip- 
ment Co., Inc., Murfreesboro 31, Tenn. 

United Service Equipment Co. Inc., Palmer 
69, Mass. 


Admiral Equipment Co., New York 11, N. Y. 

Arista Metalcrafts Co., Paterson 4, N. J. 

Blickman, Inc., S., Weehawken 87, N. J. 

Carter- Hoffmann Corp., North Chicago 64, Ill 

Colson Corp., Chicago 1], Ill. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Il. 

Don & Co., Edward, Chicago 16, Ill. 

Frick, Inc., W. H., Cleveland 14, Ohio 

Hospac Corp., Woodside 77, N. Y. 

Jarvis & Jarvis Division, United Service Equip- 
ment Co., Inc., Palmer 69, Mass. 

Legion Utensils Co., Inc., Long Island City 
ie Ee We 

Lincoln Mfg. Co., Inc., Fort Wayne 8, Ind. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Mercury Mfg. Co., Division of Steele-Harrison 
Mfg. Co., Hialeah 10, Fla. 

Molitor, Inc., Englewood 10, Colo. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Nutting Truck & Caster Co., Inc., Food Service 
Division, Faribault 21, Minn. 

Pick Co., Inc., Albert, Chicago 8, IIl. 

Polyfoam Packers Corp., Chicago 45, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Shampaine Irdustries, Inc., Carrom Division, 
Ludington 21, Mich. 

Southern Equipment Co., St. Louis 77, Mo 

U. S. Hospital Supply Corp., New York 3, 
N. Y. 

Vacuum Can Co., Chicago 12, Ill. 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


CARTS: ICE-DISTRIBUTING 


Gennett & Sons. Inc., Richmond 74, Ind. 
Lakeside Mig. Inc., Milwaukee 7, Wis. 
Shamp Industri Inc., St. Louis 4, Mo. 


New York 11, N. Y. 
Paterson 4, N. J. 





Admiral Equipment Co., 
Arista Metalcrafts Co., 








a 
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IDENTIFICATION and 
DIRECTIONAL SIGNS 





ESTABLI 


BROWN 
MEMORIAL 
me SPITAL 





Easily read, day or night. 
Send for brochure ‘‘H’’. 


LAKE SHORI 
MARKERS 


— 5 oe 





DONOR PLAQUES 
NAME PLATES 
MEMORIALS 


Distinguish your entrance, dignify every 
phase of your public message with distinc- 
tive cast aluminum signs. Weatherproof fin 
ish protects against airborne acids, alkalis 
and other contaminating materials. Either 
satin or Prismo reflectorized lettering. 


“Custom Cast Aluminum Specialists” 


eee! OF4 W. 19th St., Box 59, Erie, Pa. 


membrances. 





C) Other. 


Holiday Tray Ensembles Bright, color- 
ful napkins, tray covers add a festive 
note to holiday food service. Attrac- 
tive designs for Thanksgiving, Christ- 
mas, and 15 other holidays. 


Special Occasion Ensembles Brightly 
printed tray covers, napkins for 
Birthdays, Birth Congratulations and 
many other special occasions. Pa- 
tients appreciate these low cost re- 


Mix-N-Match Everyday Tray Ensem- 
bles Attractive colored tray covers, 


Make every meal 
something Special! 


Send for FREE samples of attractive, 
economical paper products by Sorg! 


napkins for daily use. Add a touch of 
color at low cost. Stock printed and 
custom designs for everyday use 
also available. 


New Merry Menus Stock selective 
menu blanks printed with cheerful 
designs for patient meal selection. 


Menu Covers Stock menu covers and 
custom designs. 


Accessories Ask about Flag Skewers, 
Cellophane Frills, Glassine Bread and 
Cracker Bags, Colored Diet Cards 
and Medicine Cards. 


MAIL COUPON TODAY FOR FREE SAMPLES AND PRICES - 


Ligonier, 


org Produets Co. indiana 
Aatell & Jones Mail Order Dept. 


Gentlemen: Please send samples and prices of the following: 
( Holiday Tray Ensembles (7 Special Occasion Ensembles 





NAME. 





HOSPITAL 





ADDRESS. 





CITY. 


__ZONE STATE 
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TRIP 
does the 


job 


Ice Chest and 
Shelf Cart 
MODEL 1002-25 


Wheeled Garment 
Rack with Shelves 
MODEL U-40 


Small 
Institutional 
Cleaning Cart 
MODEL HU 


Save time... save steps. These 
convenient carts carry the big 
loads in one trip, neatly and ef- 
ficiently. Just like permanent 
extra help. 

Let them help you with your 
daily chores. Write on letterhead 


for catalog and price list. 


Each is a GENNETT original desiga 


GenwerrT 


GENNETT AND SONS, INC. 


1MAIN STREET 
RICHMOND, INDIANA 


os ae A 
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CARTS: ICE DISTRIBUTING 
—Cont'd. 
Bucks County Enterprises, Inc., Quakertown 
1, Pa. 
Carter-Hoffmann Corp., North Chicago 64, III 
Colson Corp., Chicago 11, III. 
Clark Linen & Equipment Co., Chicago 6, II! 
Debs Hospital Supplies, Inc., Chicago 31, III 
Don & Co., Edward, Chicago 16, Ill. 
Nor-Lake, Inc., Hudson 16, Wis. 
Nutting Truck & Caster Co., Inc., 
ice Division, Faribault 21, Minn. 
Polyfoam Packers Corp., Chicago 45, Ill. 
Shelley Mfg. Co., Miami 42, Fla 
Super-Sturdy Inc., New York 12, N. Y 
Wasserstrom & Sons, Inc., N., Columbus 7, 
Ohio 


CARTS: MEDICINE-DISPENSING 
Inc., Los Angeles 25. 


Food Serv- 


Everest & Jennings, 
Calif. 

Lumex, Inc., General Medical 
Corp., Bay Shore 6 N. Y 

Market Forge Co., Everett 49, Mass. 

Robert Industries, Inc., H., St. Louis 10, Mo. 

Shampaine Industries. Inc., St. Louis 4, Mo. 


Equipment 


Division of Brunswick 


Aloe-Health & Science 


Supply Corp Evanston 


Inglewood 1 


Inc., Union 83, N. J 
Inc., Quakertown 


vont inental Hospital Supply, Inc., Cleveland 
, Ohio 
Debs Hospital Supplies, Inc., Chicago 31, Ill 
Improved Hospital Methods, Inc., Cleveland 1, 
ivision, United Service Equip- 
Palmer 69, Mass 
Inc., Baltimore 4, Md 


CARTS: SERVICE 


American Sterilizer Co., Erie 6, Pa. 

Brewer Co., E. F., Butler 7, Wis. 

Crescent Metal Products, Inc., 
Ohio 

Duke Mig. Co., St. Louis 60, Mo. 

Edco Surgical Supply Co., Inc., 
23. N. Y. 

Everest & Jennings. 
Calif. 

Gennett & Sons, Inc., Richmond 74, Ind. 

Kuttnauer Mig. Co., Inc., Detroit 7. Mich. 

Lakeside Mig. Inc., Milwaukee 7, Wis. 

Lumex, Inc., General Medical Equipment 
Corp., Bay Shore 6, N. Y. 

Market Forge Co., Everett 49, Mass. 

tri Inc., St. Louis 4, Mo. 

} mer ene Division, United Service Equip- 
ment Co., Inc., Murfreesboro 31, Tenn. 

United Service Equipment Co., Inc., Palmer 
69. Mass. 


Cleveland 8. 


New York 


Inc., Los Angeles 25, 








Lakeside Manufact Inc. 
1977 S. Allis Street 


Milwaukee. Wisconsin 53207 





See our advertisement in the 
Catalog Section 
for details on our 
Service Carts 











Abco, Inc., McKeesport 34, Pa. 
Admiral Equipment Co., New York 11, N. Y. 
Aloe-Health & Science Division of Brunswick, 
= - Low is 3 Mo 
can Hospital Supply Corp., Evanston 1 
American 
2, Ind 
Atlantic Alloy Industries, Inc 
Bay-State Mop Wringer Co., Inc., Wil 
87, Mass 
Bucks County 
51, Pa 
varr Corp., Santa Monica 4, Calif 
Carter-Hoffmann Corp., North Chicago 64, Ill 
lark Linen & Equipment Co., Chicago 6, Ill 
Colson Corp., Chicago 11, Ill 
Continental Hospital Supply, 


7, Ohio 
Debs Hospital , Chicago 31, Ill. 


Metal Furniture, Inc., Indianapolis 


Union 83, N. J 


mington 


Enterprises, Inc Quakertown 


Inc., Cleveland 


Supplies, Inc 


Don & Co., Edward, Chicago 16, Ill. 
Forbes Brothers Co., Los Angeles 21, Calif. 
Franklin Co., Inc., Bernard, Philadelphia 24, 


a. 
Harloff Mig. Co., Colorado Springs 9, Colo 
Jarvis & Jarvis Division, United Service Equip- 

ment Co., Inc., Palmer 69, Mass. 
Lexco Engineering & Mig. Corp., 

64, Pa 


Aurora 7, Ill. 
Oklahoma City 1, 


Souderton 


Lyon Metal Products, Inc., 

Major Laboratory Mig. Co., 
Okla. 

Meese, Inc., Madison 50, Ind 

Meinecke & Co., Inc., Baltimore 4, Md. 

Molitor, Inc., Englewood 10, Colo. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Pedigo Products, Inc., Huntington Beach 46, 
Calif 

Physicians & Hospitals Supply Co., Inc 
neapolis 3, Minn. 

Pick Co., Inc., Albert, Chicago 8, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Shampaine Industries, Inc., Carrom Division, 
Ludington 31, Mich. 

Shampaine Industries, 
Columbus 6, Ga 

Southern Cross Mfg. Corp., Chambersburg I, 
Pa. 

Southern Equipment Co., St. Louis 77, Mo. 

Tecni-Quip Industrial Systems, Paramount 24, 
Calif. 

Thorner Mfg. Co., Inc 

United Metal Fabricators, Inc., 
Pa. 

U. S 

Y 


nT 
N 


, Min- 


Inc., Wilson Division, 


Tamaqua 52, Pa. 
Johnstown 4, 
Hospital Supply Corp., New York 3, 
Vacuum Can Co., Chicago 12, Ill. 
Walton-March, Highland Park 36, Ill. 
White Mop Wringer Co., Division of 
trolux Corp., Fultonville 72, N. Y. 
Young Co., Paul O., Line Lexington 32, Pa. 


Elec- 


CASES: PILLOW 

a Hospital Supply Corp., New York 13, 
N. 

Inc., Detroit 7, Mich. 


Admiral Equipment Co., New York ll, N. Y. 

Baker Linen Co., H. W., New York 13, N. Y. 

Burrows Co., Chicago 45, IIl. 

Busse Hospital Disposables Inc., 
21, N. Y. 

Carolina Absorbent Cotton Co., Division of 
Barnhardt Mfg. Co., Inc., Charlotte 1, N. C. 

Chicopee Mills, Inc., Professional Products 
Division, New York 13, N. Y. 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Don & Co., Edward, Chicago 16, IIl. 

Handiform Plastic Corp., Inc., New York 16, 
N. Y. 

Hardy & Co., Inc., 
N. Y. 

Jamieson Inc., Chicago 5, Ill. 

Kansas City White Goods Mig. Co., 
City 8, Mo. 

Lin Mig. Co., 

Marshall Field & Co., 
cago 54, Ill. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Mills Hospital Supply Co., Chicago 45, Il. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Il. 

Pacific Mills Domestics, New York 18, N. Y. 

Pepperell Mfg. Co., Inc., New York 18, 4 

Perry Chemical Co., Hempstead @, LL, 

Pick Co., Inc., Albert, Chicago 8, “" 

Rhoads & Company, Philadelphia 8, Pa. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Standard Textile Co., Inc., Cincinnati 37, Ohio 

Straus-Duparquet, Inc., New York 3, N. Y. 

U. S. Hospital Supply Corp., New York 3, 
N. Y. 


daeoes Mig. Co., 


Great Neck 


James G., New York 10, 


Kansas 


Clinton 1, Okla. 
Contract Division, Chi- 


CASES: PILLOW (PLASTIC, 
WATERPROOF) 

IPCO Hospital Supply Corp., New York 13, 
N. Y. 


Kuttnauer Mig. Co., Inc.. Detroit 7, Mich. 
Mark-Clark. Inc., Milwaukee 12, Wis. 
Posey Co., J. T.. Pasadena 7, Calif. 
Sani-Pac Corp., New York 10, N. Y. 


Admiral Equipment Co., New ie ot, &.. ¥. 

Bel-Art Products, Pequannock 40, N. J. 

Blossom Mfg. Co., Inc., Brooklyn a N. Y. 

Busse Hospital Disposables Inc., Great Neck 
21, N. Y. 





Central States Paper & Bag Co., Inc., St. United Service Equipment Co., Inc., Palmer Aloe-Health & Science Division of Brunswick, 
Louis 15, Mo. 69, Mass. St. Louis 3, Mo. 
Clark Linen & Equipment Co., Chicago 6, IIl. Young Co., Paul O., Line Lexington 32, Pa. American sean Makers, Inc., Pelham 
Continental Hospital Supply, Inc., Cleveland Manor 3, N. 
7, Ohio CASTERS: CHAIR (OFFICE) American Hosptial Supply Corp., Evanston 1 
Custom Covers Inc., New Rochelle 1, N. Y. Il. 
Debs Hospital Si uppli es, Inc., Chicago 31, Ill Bassick Co., Bridgeport 2, — Armstrong Cork Co., Lancaster 4, Pa. 
x00dr ich Co., B. F., Hospital & Surgical Colson Corp., Chicago 11, Bard-Parker Co., Inc., A Division of Becton, 
Products, Akron 18, Ohio Darnell Corp., Ltd., Soomen 4l, Calif Dickinson & Co., Rutherford 70, N. J. 
Handiform Plastic Corp., Inc., New York 16 Faultless Caster Corp., Evansville 17, Ind Blank Drug Corp., Long Island City 5, N. Y. 
N. Y. Jarvis & Jarvis Division, United Service Equip- Clark Linen & Equipment Co., Chicago 6, Ill. 
Jamieson Inc., Chicago §, Ill ment Co., Inc., Palmer 69, Mass. Clay-Adams, Inc., New York 10, N. Y 
Jolo Plastics Corp., New York 16, N. Y. United Service Equipment Co., Inc., Palmer 639, Continental Hospital Supply, Inc., Cleveland 
Marketon Co., Los Angeles 11, Calif. Mass 7, Ohio 
Marshall Field & Co., Contract Division, Chi- Davol Rubber Company, Providence 1, R. I 
cago 54, Ill . Debs Hospital Supplies, Inc., Chicago 31, Ill 
Meinecke & Co., Inc., Baltimore 4, Md. CATCHES: CABINET Faultless Rubber Co., Ashland 5, Ohio 
Meridian Standards Corp., New York 10, N. Y. Corbin, P. & F., Division of Emhart Corp., Goodrich Co., B. F., Hospital & Surgical 
Nursing Home Products, American Hospital New Britain 50, Conn Products, Akron 18, Ohio 
Supply on Evanston 1, Ill. Glynn-Johnson Corp., Chicago 40, Ill. Goodrich Industrial Products Co., Akron 18, 
Park Surgical Co., Inc., Brooklyn 19, N.Y Russell & Erwin Division of Emhart Corp., New Ohio 
Physicians & Hospitals Supply Co., Inc., Min- Britain 50, Conn Martin Instruments, Bloomfield 4, N. J. 
neapolis 3, Ls nn. Sargent & Greenleaf, Inc Rochester 21, Meinecke & Co., Inc., Baltimore 4, Md. 
me oads & Company, Philadelphia 8, Pa N.Y Mueller & Co., V., Chicago 12, Ill. 
Ross, Inc., will, Milwaukee 12, Wis Yale & Towne, Inc., Lock & Hardware Division, Physicians & Hospitals Supply Co., Inc., Min- 
Sherman Mills, Inc., Boston 15, Mess Rye 80, N. Y. ? neapolis 3, Minn. 
Tolin Mig. Corp., Miami 47, Fla. . ‘ ° : Pratt Hospital Equipment Co., Subsidiary ot 
U. S. Hospital Supply Corp., New York Everest & Jennings, Inc., Los Angeles 25, 
_< CATHETERIZATION SETS: + ~ plans si 
Wocher & Son Co., Max, Cincinnati 2, Ohio STERILE (DISPOSABLE) Ross Inc., Will, Milwaukee he Wis. 
Rusch, Inc., New York 11, N. 
Bard, Inc., C. R., Murray Hill 71, N. J. Sklar Mig. a Long island City 1, N.Y. 
i : Sterilon Corp., Buffalo 11, N. Y. 
CASTERS: BED American Cystoscope Makers, Inc., Pelham Surgicon Corp., New York 3, N. Y. 
mn | ~ Free ar et Travenol Laboratories, Inc., Morton Grove 53, 
Shampaine Industries. Inc., St. Louis 4. Mo. Rusch ine “New York 11 N.Y a ee Walker Industries, San Francisco 4, Calif 
— Ce., Contract Division, Chicago 54, Sterilon Corp., Buffalo 11, N. Y. Weck & Co., Inc., Edward, Long Island City 
- Travenol Laboratories, Inc., Morton Grove 53, 1, N. ¥. 


Smith & Davis Mig. Co., St. Louis 10. Mo. 

Bass ck Co., Bridger 2, Conn CATHETERS: CAUDAL AND 

lark Linen & Equ ae! Co., Chicago 6, Ill CATHETERS SPINAL ANESTHESIA, 

“olson Corp., Chicago 11, Il. CARDIAC (WOVEN) 

[ wack +, orig Ltd., Downey 41 Calif. Bard, Inc., C. R., Murray Hill 71. N. J. 

Faultless Caster Co., Evansville 17, Ind. Everest & Jennings, Inc., Los Angeles 25. Bard. Inc., C. R.. Murray Hill 71, N. J. 
a Corp., Milwaukee 3, Wis. Calif. IPCO Hospital Supply Corp., New York 13, 


1-Rom Co., Inc., Batesville 6, I nd. N. ¥. 
falond Bed Co., Chicago 32, Ill. Air Pr a & Chemicals 
Cc. 


Jarvis & Jarvis Division, United Service Equip- 19, 


T 


Inc., Washington 
Alos-Health & Science Division of Brunswick, 


ment Co , Inc., Palmer 69, Mass Risen t Catheter Inc., Akron 13, Ohio St. Louis 3, Mo. 











2 PILLOW PROTECTOR 
ALLEN SiainlessSteel WATERPROOF AND SOIL PROOF 


* RUSTPROOF 
ice * ZIPPER 


CHEST Sani-Pac so 


PILLOW PROTECTOR NON ALLERGIC 


WATERPROOF AND SOIL PROOF ODOR PROOF 
SOFT — QUIET 
BOILABLE 
WILL NOT TEAR 
DUST PROOF 

* FLAME PROOF 


* WON’T CRACK 
OR PEEL 


DELUXE. Size 21° x 27',". Fits 
ell stenderd size pillows. Mede 
ef 100% WATERPROOF PLASTI- 
CIZED RAYON KNIT. Light- 
weight. WON'T CRACK OR PEEL. 
AUTOCLAVEABLE. 





PORTABLE 
HEAVILY INSULATED 
SANITARY 





Allen Ice Chests provide mo- 
bile facilities for the dispens- 
ing of cubes or cracked ice 
in hospitals, hotels, etc. The 
sanitary P-100 unit (illus- 
trated) features heavy gauge 
stainless steel exterior with 
stainless steel liner, and is 
thoroughly insulated for max- 
imum efficiency. Handle, spi- 
got and lid lift are chrome 
plated. The 18” diameter and 
40” height requires minimum : eink ee 
storage space. The capacity of 
approximately 100 Ibs. moves washable 
easily and quietly on large Ail MASE pillow protector. 
ball-bearin castors. Price: For ie cial ba 

With Stainless Steel Liner era: uate aot 
$125.00. All prices FOB. rare sm tren tein od 
Toledo, Ohio. 





Individually Packaged 


ALLEN FILTER COMPANY Sani-Pac Zo 


25 S. ST. CLAIR STREET © TOLEDO 4, OHIO —= 
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CATHETERS: CAUDAL AND 
SPINAL ANESTHIA, 
CARDIAC (WOVEN)—Cont’d. 


merican ystoscope Makers Pelham 
Manor 3, N 

Slay-Adams, Inc., New York 10, N 
hysicians & Hospitals Supply Co., Inc., Min 
neapol Minn 


CATHETERS: NASAL (OXYGEN) 


Ohie Chemical & Surgical Equipment Co., A 
Division of Air Reduction Co., Inc., Madi- 
son 10, Wis. 


Washington 
Wick 
Evanston 


Bard-Parker Co Inc., A Division of Becton 
ickinsor 7 Rutherford 70, N 
1y-Adam Inc., New York 10, N. Y 

Yompany, Providence 1, R 

Supplies, Inc icago 31, 

The 


rapy Co., Los An 


j 


| Rubber 


Ridgefield 57, 


Chemetron 


Chicago 


1, Calif 


Kansas City 


O.E.M. Division 


CATHETERS: PLASTIC 
IPCO Hospital Supply Corp.. New York 13, 
N. Y 


Ohio Chemical & Surgical Equipment Co., A 
Division of Air Reduction Co., Inc., Madi- 
son 10, Wis. 


New York 11 
Buffalo 11 


CATHETERS: RUBBER 


Bard, Inc., C. R., Murray Hill 71. N. J. 

Bittner Corp., New York 13. N. Y. 

IPCO Hospital Supply Corp.. New York 13. 
N. Y. 


CATHETERS: SELF-RETAINING 


Bard, Inc., C. R.. Murray Hill 71, N. J. 
Bittner Corp., New York 13, N. Y. 
IPCO Hospital Supply Corp., New York 13, 
N. Y. 
heter Inc., Akron 13, Ohio 
Aloe-Health & Science Division of Brunswick 
St. Louis 3, Mo 
American Cystoscope Makers, Inc 
Manor 3, N 
tlay-Adams, Inc., New York 10, N. Y 
Davol Rubber Company, Providence 1, R. I 
Debs Hospital Supplies, Inc., Chicago 31, Ill 
Kendall Co., The, Hospital Products Division 
Chicago 6, III. 
Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 


Pelham 
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Rusch, Inc., New York 11, N. Y. 
Weck & Co., Inc., Edward, Long Island City 
.. a Ee 


CEILINGS: ACOUSTICAL 


Armstrong Cork Co., Lancaster 4 Pa 
Bestwall Gypsum Co., Paoli 1, Pa. 

Celotex Corp., Chicago 3, Ill 

Supples Products Corp., St. Louis 44, Mo 
justin-Bacon Mig. Co., Kansas City 5, Mo 
Hauserman Co., E. F., Cleveland 5, Ohio 
Inland Steel Products Co., Milwaukee 1, Wis 
Mirawal Co., Port Carbon 65, Pa 


CEILINGS: INSULATED 
Mirawal Co., Port Carbon 65, Pa. 


CEILINGS: LUMINOUS 


Wilson Lighting, J]. A., Division of Wilson Re 
search Corp., Erie 6, Pa. 


CEILINGS: RADIANT HEATING 
OR COOLING 
(ACOUSTIC-CONTROL) 


Burgess-Manning Co., Architectural Products 
Division, Libertyville 48, Ill 


CEILINGS: SUSPENDED 
SYSTEM 


Suth Co., Edwin F., St. Louis 3, Mo 
Johns-Manville, New York 16, N. Y. 


CELLULOSE: ABSORBENT 
IPCO Hospital Supply Corp.. New York 
N. Y. 


Carolina Absorbent Cotton Co Division of 
Barnhardt Mfg. Co., Inc., Charlotte 1, N. C 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N. J 

Marsales Co., Inc., New York 18, N. Y 

Meinecke & Co Inc., Baltimore 4, Md 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Ross, Inc., Will, Milwaukee 12, Wis 

Stirling Converting Co., Inc., Bound Brook 
N. J 

U. S. Hospital Supply Corp., 


c 
New York 3 


‘ 


Wocher & Son Co., Max, Cincinnati 2, Ohio 


CENTRAL 

PATIENT-MONITORING 
SYSTEMS 

Air-Shields, Inc., Hatboro 40, Pa 

Corbin-Farnsworth, Inc., Palo Alto 6 


; Westwood 91 


CEREALS 


Quaker Oats Co., 
Chicago 54, Ill 


CEREBRAL PALSY EQUIPMENT 


DePuy Mig. Co., Inc., Warsaw 80, Ind. 
LaBerne Mig. Co., Columbia 5, S. C. 


sctrodyne Co., Inc 


Institutional Sales Dept 


Denison Orthopaedic Appliance Corp., Balti 
more 11, Md 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Preston Corp., New York 3, N. Y 

Rehabilitation Equipment Inc., New York 28 
N. Y. 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill 

Warren, Inc., Jay L., Chicago 57, Ill 


CHAIR-BATHS (PORTABLE) 

De Lucien, Inc., South Bend 28, Ind 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill 

CHAIR-BLANKETS 

Merryknit Sales Co., Old Greenwich 70, Conn. 


CHAIR BRACES: CEREBRAL 
PALSY (ADJUSTABLE) 


DePuy Mig. Co., Inc, Warsaw 80, Ind. 


Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill 
Warren, Inc., Jay L., Chicago 57, Ill 


CHAIR-SCALE COMBINATION: 
PATIENTS’ 
(NON-AMBULATORY) 


Continental Scale Corp., Chicago 36, Ill. 


CHAIRS: ALUMINUM, CHROME, 
METAL, MOLDED GLASS- 
FIBER, WOOD, ETC. 


Brunswick Corp., Commercial Furniture Divi- 
sion, Kalamazoo 3. Mich. 

Edco Surgical Supply Co., Inc., New York 23. 
N. Y. 


IPCO Hospital Supply Corp... New York 13, 
N.Y 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich 

Lumex. Inc., General Medical Equipment 
Corp., Bay Shore 6, N. Y. 

Royalmetal Corp:, New York 16, N. Y. 

Shampai Industries, Inc., St. Louis 4, Mo. 

Simmons Co., Contract Division, Chicago 54, 
Ti. 

Smith & Davis Mig. Co., St. Louis 10. Mo. 





Admiral Equipment Co., New York 11, N. Y. 

Ajusto Equipment Co., Bowling Green 2, Ohio 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Metal Furniture, Inc., Indianapolis 
2, Ind. 

American Seating Co., Grand Rapids 2, Mich. 

Art Metal, Inc., Jamestown 1, N. Y 

Astra Bent Wood Furniture Co., East Arlington 
52, Vt. 

Bedford-Acme Surgical Co., Inc., Brooklyn 16, 


Blickman, Inc., S., Weehawken 87, N. J 

Brody Seating Co., B., Chicago 39, Ill 

Clarin Mig. Co., Chicago 44, Ill 

Clark Linen & Equipment Co., Chicago 6, Ill 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Don & Co., Edward, Chicago 16, IIl. 

E:chenlaubs, Pittsburgh 1, Pa. 

Emeco Corp., Hanover 31, Pa. 

Emrick Industries, Inc., Kalamazoo 1, Mich 

Fisher Scientific Co., Pittsburgh 19, Pa 

General Fireproofing Co., Youngstown l, 
Ohio 

Hard Mfg. Co., Buffalo 7, N. Y. 

Harold Supply Corporation, New York 13, 
N. Y. 


Harter Corp., Sturgis 91, Mich. 

Hill-Rom Co., Inc., Batesville 6, Ind 

Hospital Furniture, Inc., Chicago 11, II. 

Howell Co., Division of Interlake Steel Co., 
St. Charles 74, Ill. 

Ingersoll Products, Division of Borg-Warner 
Corp., Chicago 43, Ill. 

Inland Bed Co., Chicago 32, Ill 

Invincible Metal Furniture Co., Manitowoc 20, 
Wis 

Krueger Metal Products Co., Inc., 
Bay 3, Wis. 

Lyon Metal Products, Inc., Aurora 7, Ill 

Meinecke & Co., Inc., Baltimore 4, Md. 

Miller, Inc., Herman, Zeeland 64, Mich. 

National Hospital Furniture Division of Na- 
tional Industries, Inc., Odenton 13, Md 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Ohio Chair Co., Division of Corry-James- 
town Corp., Youngstown 9, Ohio 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Phoenix Furniture Corp., Sheboygan 81, Wis 

Physicians & Hospitals Supply Co., inc., Min- 
neapolis 3, Minn. 

Richcraft Mfg. Co., Inc., 
Okla 

Ross Inc., Will, Milwaukee 12, Wis 

Shampaine Industries, Inc., Carrom Division, 
Ludington 31, Mich. 

Shampaine Industries, Inc., 
Columbus 6, Ga. 

Shaw-Walker Co., Muskegon 43, Mich. 

=" Williams Industries, Inc., Chicago 8, 
Ae 

Straus-Duparquet, Inc., New York 3, N. Y. 

Superior Sleeprite Corp., Contract Division, 
Chicago 12, Ili. 

Thonet Industries Inc., New York 16, N. Y 

Thorner Mig. Co., Inc., Tamaqua 52, Pa 

Tri-Par Mig. Co., Chicago 39, Ill. 

Troy Sunshade Co., Troy 73, Ohio 

United Metal Fabricators, Inc., Johnstown 4, 


Green 


Broken Arrow 12, 


Wilson Division, 


Pa 
U. S. Hospital Supply Corp., New York 3, 
mY. 





We're 
old folks, 
too 


But we have the youngest equipment 
for oxygen therapy and resuscitation 

















You’ve heard of Ohio Chemical in relation to medical gases and 
equipment for hospitals. Now look to Ohio Chemical for the latest 
in oxygen therapy and resuscitation equipment (and piped oxygen 
systems) for nursing homes. We’re 55 years young. Some of our 
products are less than 55 days old. Consider the Ohio Chemical 
“hope” resuscitator. This newest hand-operated portable emergency 
Peat ca resuscitator provides the operator with “more feel” of the patient’s 
eT i 1X | Raed ed atl ooed oe) lung compliance. If you’re interested in masks for oxygen therapy, 
: ; none is as versatile as our new Deluxe Expendable line. You can 
depend on Ohio Chemical for old-fashioned service and new- 
fashioned advantages in all of the lines listed below. 


sails 


- lestet : : 
(a Division of Air Reduction Company, Inc.) . ! 
Chemical \2iisonei nieces CHS Henley peetabte emeraneny epmemeeey 


CI) Disposable masks 
OB) Hand-operated portable emergency resuscitator 


Of Central oxygen pipeline _system equipment (exemplified 
by supply manifold, pipeline resuscitator, and “Diamond” 
service wall outlet — all available from Ohio) 


C)(5) Room humidifiers 
ES es auinatdipeteie- cdptittillindnetelinendtideandiiammmedal , Of Oxygen tents 


Okeo 
Please send me complete information on the types of products I've checked at right: 


Your Name... 


Name of Home 
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CHAIRS: EYE, EAR, NOSE AND 
ROAT 


TH 


Shampaine Industries. Inc.. St. 


Evanston 


Indianapolis more 


ay WN 


N 


Chicago 6 


~nnat 


CHAIRS: FOLDING 


Kuttnauer Mig. Co.. 
Royalmetal Corp.. 


Inc. 


DID 


Louis 4, Mo. 


Detroit 7, Mich. 
New York 16, N. Y. 


Baylis Industries 

‘larin Mig. Co., Chicago 44, Ill. 

‘lark Linen & Equipment Co 

Sole Steel Equipment Co., Inc 

N.Y 

] Debs Hospital Supplies, Inc., Chicago 
on & Edward, Chicago 16, Ill 

Pittsburgh 1, Pa. 


Sorporation 


nlaubs 
sid Supply 


Ohio Howe Folding Furniture, Inc., 


tr Metal Products Co 


Aurora 
Baltimo-e 


Furniture Division 

Inc Odenton 13 
American 
Il 


heboygan 81 


YOU KNOW... 
THE EDCO 


GERIATRIC CHAIR 


IS JUST A LITTLE BIT BETTER? 


Combining the most advanced design and 


a 


ee" 


. tee 
: rN 
sac) 

oF aieae 


Write for details and literature. ) 


EDCO 


SURGICAL SUPPLY CO., INC. 
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ngineering concepts with the finest 
materials available, this EDCO product 
is just a little bit safer . . . just a little 
bit more durable . . . just a little bit 
more versatile . . . just a little bit 
more comfortable. — JUST A 
LITTLE BIT BETTER! 


No. 4555 
Chair-Table Combination 


Inc., Bloomfield 3, N. J 


Chicago 6 
New York 1° 


31 


York 


4, Md 


of 


Md 


Il 


13 


Na 


Hospital 


w 


43 WEST 61st STREET 
NEW YORK, N.Y. 10023 


Ross, Inc., Will, Milwaukee 12, Wis. 

Samsonite Corp., Denver 9, Colo. 

Shelby Williams Industries, Inc., Chicago 8, 
Il 

Straus-Duparquet 

U. S. Hospital 
N.Y 


CHAIRS: GERIATRIC 
Edco Surgical Supply Co., Inc., New York 23. 
N. Y. 


New York 3, 
Corp New 


i © 


York 


Inc , 
Supply 


Lumex, Inc.. General Medical Equipment 
Corp., Bay Shore 6, N. Y. 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

Colson Corp., Chicago 11, Ill 

Hard Mfg. Co., Buffalo 7, N. Y. 

Hospac Corp., Woodside 77, N. Y 

Meinecke & Co., Inc., Baltimore 4, 

Ortho-Kinetics, Inc., Waukesha 8, Wis 

Richcraft Mfg. Co., Inc., Broken Arrow 12 
Okla 


CHAIRS: HYDROTHERAPY 
BATH 


Md 


Ile Electric Corp . Williamsport 4, Pa. 


Blickman, Inc., S., Weehawken 87, N. J. 

Dakon Corp., New Hyde Park 44, N. Y 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill 

Ross, Inc., Will, Milwaukee 12, Wis 

United Metal Fabricators, Inc., Johnstown 4, 
Pa 


CHAIRS: INVALID-LOADING 


Washington Products Co., Washington Court 


House 60, Ohio 


CHAIRS: ROCKING 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 
Robert Industries, Inc., H., St. Louis 10, Mo. 


Debs Hospital Supplies, Inc., Chicago 31, Ill 

Hill-Rom Co., Inc., Batesville 6, Ind. 

Richcraft Mfg. Co., Inc., Broken Arrow 12 
Okla 

Tasso Furniture Industries, Inc., Cleveland 12 
Tenn 


CHAIRS: SHOWER 


Brewer Co., E. F., Butler 7, Wis. 

Edco Surgical Supply Co., Inc., New York 23. 
a. F 

Everest & Jennings, Inc., Los Angeles 25. 
Calif. 


Inc., General Medical Equipment 
Shore 6, N. Y. 


Inc., St. Petersburg 14, Fla. 


STACKING 
Kansas City 26, Mo. 


Admiral Equipment Co., New York 11, N. Y. 

American Seating Co., Grand Rapids 2, Mich. 

Brody Seating Co., B., Chicago 39, Ill. 

Clark Linen & Equipment Co., Chicago 6, Ill 

Clarin Mfg. Co., Chicago 44, Ill. 

Don & Co., Edward, Chicago 16, II. 

General Fireproofing Co., Youngstown 1, 
Ohio 

Harter Corp., Sturgis 91, Mich. 

Howell Co., Division of Interlake Steel Co., 
St. Charles 74, Ill 

L & B Products Corp., Bronx 69, N. Y. 

Miller, Inc., Herman, Zeeland 64, Mich. 

Monroe Co., Colfax 54, lowa 

Ohio Chair Co., Division of Corry-Jamestown 
Corp., Youngstown 9, Ohio 

Samsonite Corp., Denver 9, Colo 

Shelby Williams Industries, Inc., Chicago 8, Ill 

Thonet Industries Inc., New York 16, N. Y. 

Tri-Par Mig. Co., Chicago 39, Ill. 


CHAIRS: WHEEL (ALL-TYPES) 


Everest & Jennings, Inc., Los Angeles 25, Calif. 
IPCO Hospital Supply Corp.. New York 13, 
N. Y. 


Lumex, 
Corp., Bay 


Winfield Co., 


CHAIRS: 
Fixtures Mig. Corp., 


Kuttnauer Mig. Co.. Inc., Detroit 7, Mich. 
Robert Industries, Inc., H., St. Louis 10, Mo. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 





“BUYERS? 
GUIDE 
FOR CHAIRS” 


BUYERS’ 
GUIDE 


Tels CHAIRS 


FREE 


20 Fact-Filled Illustrated Pages... 
giving valuable information on essential 
features to consider when buying chairs. 


No Obligation—Write For Your Copy Today! 


, COMMERCIAL FURNITURE IN ADVANCED DESIGN 
Qxcures Mig. Corp. 





1642-N9 Crystal 
Kansas City, Missouri 64126 
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Really 


RUGGED 


NEW LIFETIME FIBERGLASS 
SOMA STACKING CHAIR 


The new SOMA series includes chairs for 
virtually every seating need in the hospital 
and nursing home. There are stacking/ 
ganging chairs for reception areas, patient 
and visitor waiting rooms, offices. There 
are chairs with fixed and fold-away tablet 
arms for training rooms, lounge and recrea- 
tion areas, admissions offices. All are really 
rugged ... and easy to clean. SOMA seat- 
ing is molded with compound curves to 
comfortably cradle the body. Five psycho- 
logically-correct colors. Write for catalog. 





You know it's the very best your 
money can buy when it's trademarked 
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CHAIRS: WHEEL 
(ALL haintaignatarei d. 


orp., Evanston 1, 
Inglewood 


hair Division, Institutional 
Yincinnati 38, Ohio 
ry Long Island City 5 
cago 45, Ill 
uipment Co., 
cago 11, Ill 
Supply, Inc 


N. Y 
Chicago 6, Ill 
Cleveland 
th Bend 28, Ind 
Inc., Chicago 31, Ill 
» 2, Pa 


vision of Howe Sound 


lew York 13 


Long Island City 
Inc., Glen 


sh 13, Calif 


Fla 
2, Ohio 


CHAIRS: WHEEL (STRETCHER- 


CHAIR COMBINATION) 


of American 
ston 1, Ill 


Medina 56 


CHAIRS: WHIRLPOOL AND 
PARAFFIN BATH 


Ile Electric Corp., Williamsport 4, Pa. 


CHALKS (PLAIN AND 
COLORED) 


. “} ty 17 
Neber Coste] c hicago fe 


ights 11 


CHARTS: CLINICAL AND 
HOSPITAL 


Briggs Printing Co.. Des Moines 11, lowa 

Carstens Mig. Co., Chicago 31, Ill. 

IPCO Hospital Supply Corp. New York 13. 
N. Y. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Physicians’ Record Co., Berwyn 2, IIL. 


pital Supplies, Inc., Chicago 31, 


Standard Publishing Co., Baltimore 
stics, Inc., Whitestone 57, N. Y 

Charts & Specialties, Division of 
Trautmann & Co., Inc., Syosset 91, 


Baltimore 4, Md. 


20., Inc., 


Moore Business Forms, Inc., Park Ridge 68, 
lll 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Pioneer Office Forms, Inc., Cicero 50, Ill 

Reynolds & Reynolds Co., Dayton 7, Ohio 

Ross, Inc., Will, Milwaukee 12, Wis. 

U. §&. Hospital Supply Corp., New York 3, 
N. Y. 

Wocher & 


CHECKS: DOOR 
Door Check Co., Bloomfield 24, 


Son Co., Max, Cincinnati 2, Ohio 


Kant-Slam 
Ind 

LCN Closers, Inc., Princeton 56, Ill. 

Russell & Erwin Division of Emhart Corp., 
New Britain 50, Conn. 

Sargent & Co., New Haven 9, Conn. 


CHECKS: VOUCHER 
Physicians’ Record Co., Berwyn 2. IIl. 


Pioneer Office Forms, Inc., Cicero 50, Ill. 


CHECKWRITERS AND 
PROTECTORS 


Ajax Business Machines Inc., Plainview 3 


N. Y. 


CHEST-DESK COMBINATIONS 
Royalmetal Corp., New York 16, N. Y. 


Hard Mig. Co., Buffalo 7, N. Y. 

Hill-Rom Co., Inc., Batesville 6, Ind. 

Ingersoll Products, Division of Borg-Warner 
Corp., Chicago 43, Ill. 


CHEST PULLEY WEIGHTS 


Arnold Health Equipment Co., Knox 3%, Ind 
Porter Athletic Equipment Co., Schiller Park 
76, Ill. 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill 
Stanley — Therapy Equipment & Sup- 
ply Co., Chicago 6, Ill. 


CHESTS: ICE 


Allen Filter Co, Toledo 4, Ohio 
Gennett & Sons. Inc., Richmond 74, Ind. 
a x Hospital Supply Corp.. New York 13, 


m2 Mig. Co., Inc., Detroit 7. Mich. 
Seco Company. Inc., Louis 77, Mo. 
tri Inc., St. Louis 4, Mo. 


Admiral Equipment Co., New York 11, N. Y. 

All "4 Food Equipment Corp., New York 
13, 

Aloe Health & Science Division of Brunswick, 
St. Louis 3, Mo 

American Hospital Supply Corp., Evanston 
1, Il 

Bucks County Enterprises, Inc., Quakertown 
Sl, Pa 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Harold Supply Corporation, New York 13, 
N 

Harrison Steel Cabinet Co., Chicago 44, Ill 

Jamestown Metal Products, Inc., Jamestown 
1, N. Y. 

Jewett Refrigerator Co., Inc., 
N.Y 

Lenderking Metal Products, Inc 





r 


Buffalo 13, 
, Baltimore 24, 


Loudon Mig. & Sales Inc., Minneapolis 6, 
Minn 

Meinecke & Co., Inc., Baltimore 4, Md. 

Mills Hospital Supply Co., Chicago 45, Ill 

Nor-Lake, Inc., Hudson 16, Wis. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Polyfoam Packers Corp., Chicago 45, Ill 

Queen Products Division of King-Seeley Ther- 
mos Co., Albert Lea 7, Minn. 

Ross, Inc., Will, Milwaukee 12, Wis 

St. Charles Mig. Co., Hospital Casework Di- 
vision, St. Charles 74, Ill. 

Shampaine Industries, Inc., 
Ludington 31, Mich 

Southern Equipment Co., St. Louis 77, - 

Straus-Duparquet, Inc., New York 3, N. 

Thermos Division of King-Seeley Thermos Pay 
Norwich 60, Conn. 


Carrom Division, 


‘. a. Hospital Supply Corp., New York 3, 


Walires Mfg. Co., Decatur 23, Ill. 

Wasserstrom & Sons, Inc., N., Columbus 7, 
Ohio 

Watson Mig. Co., Inc., Jamestown 1, N. Y. 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


CHIMES: SIGNAL (ELECTRIC) 


Shelby 75, Ohio 
Norwalk 52, Conn. 


Autocall Co., 
Edwards Co., _ Inc., 


Admiral Equipment Co., New York 11, N. Y. 

Corning Glass Works, ‘Corning 31, N. 

Debs Hospital Supplies, Inc., Chicago 31, Il. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Don & Co., Edward, Chicago 16, Ill. 

Jackson China Co., Inc., New York 10, N. Y. 

McDonald Company, Reading 67, Mass. 

Marshall Field & Co., Contract Division, Chi- 
cago 54, Ill. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Pick Co., Inc., Albert, Chicago 8, Ill 

Ross, Inc., Will, Milwaukee 12, Wis. 

Shenango Ceramics, Inc., New Castle 3, Pa. 

Shenango of Californna, Subsidiary of She- 
nango Ceramics, Inc., Los Angeles 58, Calif. 

Straus-Duparquet, Inc., New York 3, N. Y. 

Syracuse China Corp., Syracuse 1, N. Y. 

U. S. Hospital Supply Corp., New York 3, 
N. Y 


Walker China Co., Bedford 14, Ohio 


CHLORINATORS 


Northbrook 12, Ill 


Culligan, Inc., 
Belleville 9, N. J. 


Wallace & Tiernan, Inc., 


CHLORINE: LAUNDRY 
(BLEACH AND 
DISINFECTANT) 


Pennsalt Chemicals Corp., Philadelphia 2, Pa 
CHOPPERS AND GRINDERS: 
FOOD 


American Slicing Machine Co., Chicago 46, Ill 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Don & Co., Edward, Chicago 16, Ill. 

General ‘Slicing Machine Co., Inc., Walden 
86, N 

Hobart Mig. Co., Troy 73, Ohio 

Pick Co., Inc., Albert, Chicago 8, Ill. 

Qualheim, Inc., Racine 3, Wis. 

Reynolds Electric Co., River Grove 71, Ill. 

Rival Mfg. Co., Kansas City 29, Mo. 

Sanitary Scale Co., Belvidere 8, Ill. 

Smith's Sons Co., John E., Buffalo 3, N. Y. 

Straus-Duparquet, Inc., New York 3, N. Y. 

Toledo Kitchen Machines, —— of Toledo 
Scale Corp., Rochester 21, 

Toledo Scale, Division of feeds Scale Corp., 
Toledo 12, Ohio 

United Manufacturers, Nutley 10, N. J. 

U.'S. Slicing Machine Co., Inc., LaPorte 
50, Ind. 


Electro-Medical Laboratory, Inc., 
stock 71, Vt. 

Meditron Co., El Monte 32, Calif. 

Rehabilitation Equipment Inc., New York 28, 


South Wood- 


N. Y. 
Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 
Teca Corp., White Plains 1, 


CHUTES: DUST (SUCTION 
CLEANER) 


Construction Products Co., Inc., New York 
70, N. Y. 
Wilkinson Chutes, Inc., Akron 10, Ohio 


CHUTES: SOILED LINEN 
Construction Products Co., Inc., New York 70, 
N. Y. 
Edro Corp., Dyna Wash Division, New Bri- 
tain 51, Conn. 
Lenderking Metal Products Inc., Baltimore 24, 
d 


Md. 
Wilkinson Chutes, Inc., Akron 10, Ohio 





Introducing the 
sensational CARSTENS 


Chart-Caddy ————= 


Carsten’s Chart Caddy 
has all of these features 


@ Absolutely rattle-free — 
new easy locking device 
floats on ball bearings. 


Light in weight and 
compact for easy storage. 


Rear wheel lock for safety. 


Cleaner, neat all anodized 
aluminum construction. 


Rubber cushioned side boards 
protect every chart. 


No sharp corners, edges or 
protrusions anywhere. 


Effortless mobility — fingertip 
pressure provides smooth, 
quiet motion. 


COMPACT, MOBILE, VERSATILE 


For the first time ever, all of lee you | would ever 
need have been combined into t 

Light as a breeze, yet 

est wear. Rigid tubul 

aluminum. Kitter 


& AVS tens ee 


4629 N. RONALD AVENUE, CHICAGO 31, ILLINOIS 
TELEPHONE UNderhill 7-0410 
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CHUTES: MAIL 
COMMUNICATION 


, Rochester 


CHUTES: WASTE AND 
RUBBISH 


 & © 


Ma “hute Co 


Inc., New York 
ducts, Inc., Baltimore 24, 


ne., Paterson 24, N. J 
Akron 10, Ohio 


CIRCULATORS: HOT WATER 
HEATING 


srtiord 10, Conn 
orton Grove 53 


>., Peru 70 


CLAMPS: INCONTINENCE 


C. R.. Murray Hill 71, N. J. 
New York 13, N. Y. 


11 Co Inc., Woodside 


Bard, Inc., 
Bittner Corp.. 


Buffalo 2, 


CLEANERS: ALUMINUM 


Wyandotte Chemicals Corp. J. B. Ford Divi- 
sion, Wyandotte 93, Mich. 


E-Z-DON—No. 3006 


8 STYLES ADULT INCONTINENCE GARMENTS 
2 STYLES CHILDREN'S INCONTINENCE PANTS 
URINALS, Rubber, Male/Female—for Day or Night 
SPECIAL NIGHT APPLIANCES, Male and Female 
BED PANS, Inflatable Rubber—4 sizes. Comfortable 


and convenient 


Clayton DISPOSABLE CATHETER BAGS 
EXERBALL, Hand & Finger Exerciser 
CUNNINGHAM PENILE CLAMPS 
KOESSLER INCONTINENCE CLAMP 


INVALID CUSHIONS——Inflatable and Foam 
LEAFLETS AVAILABLE ON REQUEST 
ALL BITTNER Products are sold only through Hospital, 


Clarke Floor Machine Division, Studebaker 
Corp. Muskegon 43, Mich. 


Huntington Laboratories, Inc., Huntington 50 
Ind 
Kent Co., Elkhart 14, Ind 


Spencer Turbine Co., Hartford 6, Conn 


CLEANERS: DEEP-FRYER 


Wyandotte Chemicals Corp.. J. B. Ford Divi- 
sion, Wyandotte 93, Mich. 


Economics Laboratory Inc., New York 17, N. Y 
Pitman & Sons, Inc., J. C., Concord 2, N. H 


CLEANERS: DENTURE 
(ULTRASONIC) 


Ultrasonic Industries Inc., Plainview 3 


CLEANERS: DRAIN PIPE AND 
SEWER (CHEMICAL) 


National Chemsearch Corp., Dallas 7. Texas 
Zop Mig. Co.,. Atlanta 18, Ga. 


Abco, Inc 
Advance Chemical 
Calif 
Babbitt, Inc., B. T., 
Cloroben Chemical Corp., 
Davies-Young Soap Co., 
Dearborn Chemical Co., 
Hill lyard Chemical Co., 


, McKeesport 34, Pa 
Co., San Francisco 2 


New York 22, N. Y 
Kearny 32, N. J 

Dayton 1, Ohio 
Chicago 54, Il. 

Hospital Division, St 


Inc., J. L, Indianapolis 


Huntington SO, 


ntington Laboratories, Inc., 
Ind 
Industrial Che 
2, Nebr 
Kelite Corp., Berkeley Heights 22, N. J. 


»mical Laboratories, Inc., Omaha 


WHITE RUBBER—No. 450 


Lewis By ces Laboratories, , Englewood 
31, 

Mobo Chemicals Cerp., Houston 24, Texas 

Sanfax Corporation, Atlanta 3, Ga. 

Western Chemical Co., St. Joseph 1, Mo 


CLEANERS: FLOOR 


Clarke Floor Machine Division, Studebaker 
Corp.. 9 — rma 43, Mich. 

Nati h ag Dallas 7. Texas 

. J. B. Ford Divi- 





Wy Pp Ch 2 7 
sion, Wyandotte 93, ms 
Zep Mig. Co., Atlanta 18, Ga. 





Abco, Inc., McKeesport 34, Pa 

Advance Chemical Co., 
Calit 

American Biltrite Rubber Co., 
ing Division, Trenton 7, N. J. 

American-Lincoln Corp., Toledo 3, Ohio 

Armour Grocery Products Co., Dial Specialty 
Products Division, Chicago 80, III 

Armstrong Cork Co., Lancaster 4, Pa 

Associated Just Distributors, Inc., Baltimore 
31, Md 

Azrock Floor Products Division, Uvalde Rock 
Asphalt Co., San Antonio 6, Texas 

Bee-Kem Products Inc., New York 17, N. Y 

Colgate-Palmolive Co., New York 22, N. Y 

Davies-Young Soap Co., Dayton 1, Ohio 

Diversey Corp., Chicago 6, III. 

DuBois Chemicals Inc., Cincinnati 2, Ohio 

du Pont de Nemours & Co. (Inc.), E. I., Fab- 
rics & Finishes Dept., Wilmington 98, Del 

Economics Laboratory Inc., New York 17, N. Y 

Essential Chemicals Co., Milwaukee 17, Wis. 

Finnell System Division of Masury-Young Co., 
Boston 29, Mass. 

Floor Tile Division, The Ruberoid Co., New 
York 17, N. Y 

Flooring & Adhesive Division, The Flintkote 
Co., New York 20, N. Y 

Franklin Research Co., 

Harley Chemicals, Inc., 

Hild Floor Machine Co., Inc., 


San Francisco 2, 


Amtico Floor- 


Philadelphia 31, Pa. 
Philadelphia 37, Pa. 
Chicago 7, Ill. 

















No. 2010 


ADULT TAILORED BIRDSEYE DIAPERS— 
Same soft materials as in baby diapers. 
Smooth, comfortable, washable. 

SANDRA STRETCH MEDICATED PLASTIC SHEETING 
(36" and 48", 25 yd rolls) — and MATTRESS 
PROTECTORS hats of same material; protects 


mattress top and sides) 


COLOPLAST ...Q-T... POLYSTAN 
Disposable and other COLOSTOMIES 
IRRIGATOR. Leaflet on our 


colostomy line available on request 


POCKET JOHN, Folding Male Urinal for home 
or when travelling 


Surgical and Nursing Home Supply Dealers 


THE BITTNER CORPORATION - 109 WORTH ST., NEW YORK, N. Y. 10013 
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KEEPS = \ INSTANTLY UNCLOGS 
PLUMBING 
OPEN Bes 














Toilets 


Urinals Grease Traps 


Highly concentrated liquid TRILL is one of the most powerful and effective formulas ever 
developed for unclogging and maintaining free flowing plumbing lines. Odorless TRILL requires 
no mixing ... goes to work instantly to open drains, sinks, toilets, urinals, cesspools, septic 
tanks and grease traps. Trill contains special corrosion inhibitors which prevent damage to all 
metal except aluminum... yet TRILL acts instantly to dissolve and liquify grease, cloth, paper, 
sanitary napkins, organic matter, teabags, hair and peels. 
Here's Proof! Dramatic 10-second test demonstrates TRILL’s fast-action and effectiveness) 


CHEMSEARCH 
® 


National Chemsearch Corp., 
P. 0. Box 10087, Dallas 7, Texas 


Please send full information on TRILL. 


NAME. 


ee eed 





ee piamesijeagaliinccepagi 
EE seiccemticncenseminns 


wt enn = -----5 





1. A cellulose pad is dipped in a 2.The whole pad is dropped in 3Less than 10 seconds from 
beaker half full of TRILL. the TRILL. beginning of test, pad has ,_ 
almost disappeared. Branches in Los Angeles / St. Louis / New York 
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CLEANERS: FLOOR—Cont'd. 
1rd Chemical Co., Hospital Division, St 


J. L., Indianapolis 7 


Huntington 5 


CLEANERS: FURNITURE 


Wyandotte Chemicals Corp., J. B. Ford Divi- 
sion, Wyandotte 93, Mich. 


CLEANERS: GENERAL 
PURPOSE 


National Chemsearch Corp., Dallas 7. Texas 

Wyandotte Chemicals Corp. J. B. Ford Di- 
vision, Wyandotte 93, Mich. 

Zep Mig. Co., Atlanta 18, Ga. 


icts, Inc., Industrial-Insti- 
Easthampton 27, Mass. 


Swift & Co., Chemicals for Industry 
Chicago 4, Ill 

Vestal Laboratories, Division of W. R. 
& Co., St. Louis 10, Mo. 

West Chemical Products, Inc., Long 
City 1, N. Y 


CLEANERS: GERMICIDAL 


National Chemsearch Corp., Dallas 7, Texas 
Zep Mig. Co., Atlanta 18, Ga. 
Bee-Kem Products Inc., New York 17, N. Y 
Colgate-Palmolive Co., New York 22, N. Y. 
DuBois Chemicals Inc., Cincinnati 2, Ohio 
Essential Chemicals Co., Milwaukee 17, Wis 
Hillyard Chemical Co., Hospital Division, St 
Joseph 2, Mo 
Horizon Industries 
Huntington Laboratories, Inc 
Ind 
Johnson & Son, Inc., S. C., Racine 3, Wis 
Legge Co., Inc., Walter G., New York 17 


Minneapolis 1, Minn. 
Huntington SO 


Penetone Co., Tenafly 70, N. J 
Swift & Co., Chemicals for Industry Dept., 
Chicago 4, Ill 


CLEANERS: HAND 


Economics Laboratory Inc., 
N. Y 

Harley Chemicals, Inc., 

Hillyard Chemical Co., 
Joseph 2, Mo 

Huntington Laboratories, Inc., 
Ind 

Oakite Products, Inc., New York 6, N. Y 

Swift & Co., Chemicals for Industry Dept., 
Chicago 4, Ill 

Vestal Laboratories, Division of W. R 
& Co., St. Louis 10, Mo 


CLEANERS: INSTRUMENT, 
GLASSWARE, SYRINGES, 
NEEDLE (ULTRASONIC) 


American Sterilizer Co., Erie 6, Pa. 
Scientific Equipment Mig. Corp., Larchmont 
Y 


. 


New York 17, 


Philadelphia 37, Pa 
Hospital Division, St 


Huntington 50, 


an 


Grace 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo 

American Hospital Supply Corp 
1, il 

Bendix Corp., Pioneer-Central 
enport 1, lowa 

Birtcher Corp., Hospital Division, Los Ange- 
les 32, Calif 

Bunn Corp., John, Buffalo 9, N. Y 

Castle Co., Wilmot, Subsidiary of Ritter Corp 
Rochester 23, N. Y 

Yirco Ultrasonic Corp., Clark 66, N 

Dallons Laboratories, Division of International 
Rectifier Corp., El Segundo 46, Calif 

Dri-Clave Corp., Westbury 90, L. I., N. Y. 
yulton Industries, Inc., Metuchen 41, N. J 

Harold Supply Corporation, New York 13, 

Y 


NY 
N 


Evanston 


Division, Dav 


Hospital Supply Co., Inc., Long Island City 
N 
MacBick Co., Wilmington 87, Mass 
Meinecke & Co., Inc., Baltimore 4, Mo 
Mettler Electronics Corp., Pasadena 1, Calif. 
Corp., Westbury 90, N. Y 
Ultrasonic Corp., Somerville 76, N. J 
Will, Milwaukee 12, Wis 
Cross Mig. Corp., Chambersburg 1, 


Ultrasonic Industries Inc., Plainview 3, N. Y. 

Westinghouse Electric Corporation, X-Ray Di- 
vision, Baltimore 3, Md 

Williams Gold Refining Co., Inc 
N. Y. 


CLOCKS: CENTRALLY- 
CONTROLLED 
SYNCHRONIZED SYSTEMS 


New York 17, 


Buffalo 14, 


Graybar Electric Co Inc., 
~ 


Honeywell, Minneapolis 8, Minn 
Self Winding Clock Co., Inc., New York 3 
N. Y 


tromberg Division, General Time Corp., 


maston 87, Conn 


CLOCKS: ELECTRIC 


Faraday Division, The Gray Mig 
seh 86, Mich. 


o 


Co., Tecum- 


General Electric Co., Housewares Division, 
Bridgeport 2, Conn 

Graybar Electric Co., Inc., New York 17, N. Y. 

Seth Thomas Division of General Time Corp., 
Thomaston 87, Conn. 


CLOCKS: SECONDARY 


Cincinnati Time Recorder Co., Cincinnati 14, 
hio 

Honeywell, Minneapolis 8, Minn 

Self Winding Clock Co., Inc., 
N. Y 

Standard Electric Time Co., 
Mass 

Stromberg Division 
Thomaston 87, Conn 


CLOTHS: WASH 
Kuttnauer Mfg. Co., Inc., 


Alley Co., Inc., E. E., Sloatsburg 74, N. Y 

soe Hospital Supply Corp., Evanston 1, 
ll 

Baker Linen Co., H. W., New York 13, N. Y 

Burrows Co., Chicago 45, III 

Carolina Absorbent Cotton Co., Division of 
Barnhardt Mfg. Co., Charlotte 1, N.C 

Dundee Mills Inc., New York 18 

Jamieson Inc., Chicago 5, Ill 

Kuttnauer Mfg. Co., Inc., Detroit 7, Mich 

Pacific Mills Domestics, New York 18, N. Y 

Rhoads & Company, Philadelphia 8, Pa 

Ross, Inc., Will, Milwaukee 12, Wis 

Standard Textile Co., Inc., Cincinnati 37, 
Ohio 

Wellington Sears Co., Inc., New York 18, 
N. Y 


New York 3, 
Springfield 1, 


General Time Corp., 


Detroit 7, Mich 


N. Y 


CLOTHS: WASH (DISPOSABLE) 
Busse Hospital Disposables Inc., Great Neck 
21, N.Y 


Central States Paper & Bag Co., Inc., St 
Louis 15, Mo 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N. J 

Lowndes Products, Inc 


COATINGS: ROOF 


Barrett Division, Allied Chemical Corp., New 
York 6, N. Y 

Carey Mig. Co 

DeSoto Chemical Coatings, Inc., 
18, Ml. 

Grace & Co., W. R 
Dept., Chicago 38, Ill 

Hillyard Chemical Co., Hospital Division, St 
Joseph 2, Mo 

Martin-Marietta 
Chicago 11, Il 
Ruberoid Co., New York 17, N Y 

Rutland Fire Clay Co., Rutland 1, Vt. 

Stonhard Co., Inc., Maple Shade 52, N. J. 

Tremco Mfg. Co., Cleveland 4, Ohio 

Tuferete Co., Inc., Des Moines 9, lowa 

Vita-Var Co., Division of Textron Industries, 
Inc., Orange 50, N 

Wilbur & Williams Co., Inc., Norwood 62, 
Mass 


COFFEE MAKING EQUIPMENT 
(AUTOMATIC) 


Best Products Co. (Not Inc.), Chicago 18, Ill. 
Bunn-O-Matic Corp., Springfield 1, Il. 
Cory Corporation, Chicago 45, Ill 

Groen Mig. Co., Elk Grove Village 7, Ill 
Hill-Shaw Co., Chicago 6, Ill 

Rowe Co., L. L., Boston 14, Mass. 

Steel Products Co., Cedar Rapids 4, lowa 


COILS: COOLING, HEATING 


American Air Filter Co., Inc., Louisville 8, Ky 

American-Standard Industrial Division, De- 
troit 32, Mich. 

Trane Company, La Crosse 1, Wis. 

Westinghouse Electric Corporation, Sturtevant 
Division, Hyde Park, Boston 36, Mass. 

Young Radiator Co., Racine 3, Wis. 


COLD THERAPY: LOCALIZED 
Logan. Inc, Pasadena 3, Calif. 


COLLECTORS: DUST 


Ace-Sycamore, Inc., Sycamore 78, Ill. 
American Air Filter Co., Inc., Louisville 8, Ky, 


Philadelphia 31, Pa 


Philip, Cincinnati 15, Ohio 
Des Plaines 


A. C. Horn Products 


Corp.-Chemicals Division, 





COST-CUTTING CLARKE ANSWERS 


to Floor Care Problems 


Model 612 
14 hp Motor 
Capacity: 12 gal. wet; 
1¥2 bu. dry 


Modei 509 
1 hp Motor 
1% bu. dry 


MICRO-STAPHICIDAL FILTER 
Available for Models 609 
and 612 Vacuum Cleaner 


FM-12 
13 hp Motor | 
12” Dia. Brush } 
for 300-1,500 \ 
sq. ft. area \ 


FM-13 
3 hp Motor 
13” Dia. Brush 
for 500-2,000 
sq. ft. area 


Model TB-18 
Cleans 18” Swath 
14,000 sq. ft. per hour 


) 


Yah 
Capacity: OM a. wet; 
¥2 bu. dry 


i? 


A my 710 
p Motor 

Capacity 12 gal. wet; 
1¥% bu. dry 


WET/DRY VACUUMING 


Lite Vac 
Model 400 with shoulder straps 
Model 401 with wheel carriage 
1 hp Motor, Capacity: 1% pecks 


FM-14 
2 hp Motor 
14” Dia. Brush f 
for 2,000-4,000 
sq. ft. area 


Mode! PS-20 BP 
Cleans 20” Swath 


15,450 sq. ft. per hour 


¥% hp Motor 
15” Dia. Brush 
for 4,000-8,000 

sq. ft. area 


re, 


Model 730 
1% hp Motor 
Capacity: 12 gal. wet; 
1% bu. dry 


Model 609 

1 hp Motor 
Capacity: 9 gal. wet; 

¥Y% bu. dry 


New Carpetmaster 


1 hp vacuum motor 


134%” beater brush 


Clarke Littervac | 
(available with hose attachment) 


4 hp Gasoline Engine: Capacity 114 cu. ft. 


FM-15 FM-17 
¥% hp Motor 
17” Dia. Brush 
for 8,000-12,000 
sq. ft. area 


New Model TB-24 
Cleans 2442” Swath 
22,700 sq. ft. per hour 


20” Dia. Brush 
for 12,000-20,000 


Mode: 600-A 
Wet/Dry Vac 
Model FM-13RS 
Shampooer 


FM-20 
1 hp Motor 


FM-23 
1 hp Motor 
23” Dia. Brush 
for over 20,000 


sq. ft. area sq. ft. area 


Model TB-3 
Cleans 3242” Swath 
30,000 sq. ft. 
per hour 


AUTOMATED ONE-PASS CLEANING 


Clarke Automatic Scrubber-Vacs clean floors in one-pass, automatically meter solution, scrub, pick up and 
squeegee-dry. Leave floors immediately safe for traffic. 


FOR FREE DEMONSTRATION of any Clarke machine above — plus latest 
additions to line — see your local Clarke dealer, or write Clarke Floor 
Machine Div., Studebaker Corp., 38 E. Clay Ave., Dept. J5, Muskegon, Mich. 


49443; in Canada, G. H. Wood & Co., Ltd., Box 34, Toronto, Ont. 


CLARKE 
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FLOOR MACHINE DIVISION 





CORPORATION 





your patients 
needed ways 
to save steps 
and avoid slips 





























so we built some! 


If you were a patient, you would appreciate Brewer patient aids 
daily. You would enjoy the comfort of the armchair commode, 
engineered for geriatric and postoperative patient ease. You would 
appreciate the extra freedom of walkers with no lower cross braces. 
In the bathroom you could depend on the solidity of Brewer assist 
rails. If you were a patient, you would appreciate that someone 
used the catalog of patient aids available from E. F. Brewer 
Company, Butler, Wisconsin, to increase your safety and comfort, 


“BREWER”— the quality answer to your needs 
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COLLECTORS: DUST—Cont'd. 


American-Standard Industrial Division, Detroit 
32, Mic 

Breuer Electric Mig. Co., Chicago 40, Ill 

Joy Mig. Co., Pittsburgh 22, Pa. 

Lamson Corp., Syracuse 1, N. Y 

Trion, Inc., McKees Rocks 36, Pa 


COLLECTORS: LINT (LAUNDRY, 
AUTOMATIC) 


Air-Maze Division, Rockwell-Standard Corp., 
Cleveland 28, Ohio 

Shallenge-Cook Bros., Inc., Laundry Division 
La Mirada 38, Calif 

Eastern Cyclone Conveyor System, Inc., Clitton 
13, N. J 


COLLECTORS: URINE 


Bard, Inc., C. R.. Murray Hil 71, N. J. 
Bittner Corp.. New York 13, N. Y. 


Sterilon Corp., Buffalo 11, N. Y 


COLOSTOMY APPLIANCES 
Bittner Corp., New York 13, N. Y. 


American Cystoscope Makers, Inc., Pelham 
Manor 3, N. Y 
Bee-Kem Products, Inc., New York 17, N. Y. 
Blank Drug Corp., Long Island City 5, N. Y 
Davol Rubber Company, Providence 1, R. I 
Fazio Laboratories, Thomas, Auburndale 66, 
Mass 
Fre iksen Co., Gudrun, Oakland 4, Calif. 
1-Field Surgical Co., Inc., Woodside 77, 


A Corp., John F., Oakland 18, 


ks, Inc., Hollis 23, N. Y. 

ster Incorporated, Chicago 10, Ill 
feystone Cane & Crutch Co., Norristown 1, 
Pa 
Marsan Mig. Co., Inc., Chicago 29, Ill 
Mason Laboratories, Willow Grove 90, Pa 
Medical Specialty Co., Inc., Green Bay 6, 
Wis 
inecke & Co., Inc., Baltimore 4, Md 


Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Perma-Type Co., Inc., West Hartford 10, Conn 

Ross, Inc., Will, Milwaukee 12, Wis 

Royal gical Appliance, Inc., Royal Oak 
67, WM 

Surgical Devices, Mt. Vernon 50, Ohio 

Torbot Co., Inc., Warwick 88, R. I 

Trask Laboratories, Newton 58, Mass 

United Surgical Supplies Co., Inc., Port Ches- 
ter 74, N. Y 

Wagner Industries, Inc., Surgical Appliance 
Division, Rochester 8, N. Y. 


COMMODES 


Brewer Co., E F., Butler 7. Wis. 

Edco Surgical Supply Co., Inc., New York 23, 
N.Y 

Everest & Jennings, Inc., Los Angeles 25, 
Calif. 

Kadan Co., Inc, D. A.. Yonkers 1, N. Y 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Lumex. Inc., General Medical Equipment 
Corp., Bay Shore 6, N. Y. 

Shampaine Industries, Inc., St. Louis 4, Mo 


Aloe-Health & Science Division of Brunswick, 
ouis 3, Mo 

American Metal Furniture, Inc., Indianapolis 
2 Ind 

American Wheel Chair Division, Institutional 
Industries, Inc., Cincinnati 38, Ohio 

Atlantic Alloy Industries, Inc., Union 83, N. J. 

Brandt & Sons, Inc., M., Bronx 57, N. Y 

Cameron Sales Co., Safety Harbor 52, Fla. 

Colson Corp., Chicago 11, Ill 

Crescent Corp., Port Huron 60, Mich. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Duxe Products, Cincinnati 1, Ohio 

Eichen)aubs, Pittsburgh 1, Pa. 

Eidinger Mfg. Co., O., Chicago 24, Ill. 

Erie City Mig. Co., Erie 2, Pa 

Gendron Wheel Co., Division of Howe Sound 
Co., Toledo 15, Ohio 

Harold Supply Corporation, New York 13, 
N. Y 


Hospac Corp., Woodside 77, N. Y. 





Invalex of Ohio, Lodi 54, Ohio 

Invalex Sales Co., Inc., Long Beach 13, Calif. 

Levy Co., Harry, New York 35, N 

Macrobiotics, Inc., Whitestone 57, N. Y 

Major Laboratory Mig. Co., Oklahoma City 
1, Okla 

Meinecke & Co., Inc., Baltimore 4, Md 

Metal-Matic, Inc., Minneapolis 14, Minn 

Mueller & Co., V., Chicago 12, III 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, II] 

Ortho-Kinetics, Inc., Waukesha 86, Wis 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Physicians & Hospitals Supply Co., Inc., Min 
neapolis 3, Minn 

Preston Corp., J. A., 

oo Equipment Inc., 
N. Y. 

Ries sig Co., Cincinnati 2, Ohio 

Ross, Inc., Will, Milwaukee 12, Wis 

Shampaine Industries, Inc., Carrom Division, 
Ludington 31, Mich 

Shampaine Industries, Inc., 
Columbus 6, Ga 

Thorner Mfg. Co., Inc 

United Metal Fabricators, Inc 
Pa 

U. S. Hospital Supply Corp 
N Y 

Will-Mark Co., Van Nuys 6, Calif 

Winfield Co ne., St., Petersburg 14, Fla 


9 


Wocher & Son Co., Max, Cincinnati 2, Ohio 


COMPARTMENTS: SHOWER 


Harrison Steel Cabinet Co., Chicago 44, IIl 
Mills Co., Inc., Cleveland 10, Ohio 
Milwaukee-Ferrometal Stamping Corp Chi- 
cazo 5], Ill 
Sanymetal Products Co., Inc., Cleveland 12 
Ohio 
Mfg. Co., Henry 


COMPOUNDS: BOILER- 
CLEANING 


National Chemsearch Corp., Dallas 7. Texas 


New York 3, N. Y 
New York 28 


Wilson Division 


Tamaqua 52, Pa 
Johnstown 4 


New York 3, 


Elkhart 18, Ind 


Hillyard Chemical Co., Hospital Division, St 
Joseph 2, Mo. 

Huntington Laboratories, Inc., 
Ind 

Hysan Products Co., Chicago 9, IIl 

Spencer Turbine Co., Hartford 6, Conn 


COMPOUNDS: CAULKING 


Calbar, Inc., Philadelphia 25, Pa 

DeSoto Chemical Coatings, Inc 
18, Ill 

Flintkote Co., New York 20, N. Y 

Grace & Co., W. R., A. C. Horn Products 
Dept., Chicago 38, Ill 

Hillyard Chemical Co., 
Joseph 2, Mo 

Industrial Chemical Laboratories, Inc., Oma 
ha 2, Nebr. 

Marsh Wall Products 
Corp., Dover 22, Ohio 

Permacel, New Brunswick 3, N. J 

Pittsburgh Plate Glass Co., Paint Division, 
Pittsburgh 22, Pa 

Rutland Fire Clay Co., Rutland 1, Vt 

Stonhard Co., Inc., Maple Shade 52, N. J 

Tremco Mfg. Co., Cleveland 4, Ohio 

Tufcrete Co., Inc., Des Moines 9, Iowa 

X-Pando Corp., Long Island City 1, N. Y 


Huntington 50, 


Des Plaines 


Hospital Division, St 


Division of Masonite 


COMPOUNDS: CLEANING 
(TOILET BOWL) 


Zep Mig. Co., Atlanta 18, Ga. 


Abco, Inc., McKeesport 34, Pa. 

Advance Chemical Co., San Francisco 2, 

Calif. 

Airkem, Inc., New York 17, N. Y. 

American-Lincoln Corp., Toledo 3, Ohio 

Associated Just Distributors, Inc., Baltimore 
Md 


Babbitt, Inc., B. T., New York 22, N. Y. 

Brulin & Co., Inc., Indianapolis 7, Ind. 

Climalene Co., Canton 7, Ohio 

Economics Laboratory Inc., New York 17, N. Y. 

Essential Chemicals Co., Milwaukee 17, Wis. 

Hillyard Chemical Co., Hospital Division, St. 
Joseph 2, Mo 


Holcomb Mig. Co., indianapolis 7, 
Ind. 


Inc., J. L., 


Horizon Industries, Minneapolis 1, Minn. 
Huntington Laboratories, Inc., Huntington 50, 
Ind. 


Hysan Products Co., Chicago 9, Ill. 

Industrial Chemical Laboratories, Inc., 
2, Nebr 

Midland Laboratories, Dubuque 1, Iowa 

Multi-Clean Products, Inc., St. Paul 16, Minn 

Puritan Chemical Co., Atlanta 18, Ga 

Ross, Inc., Will, Milwaukee 12, Wis 

Sanfax Corporation, Atlanta 3, Ga 

Sexton & Co., John, Chicago 32, Ill 

U. S. Borax & Chemical Corp., Los Angeles 5, 
Calif 

West Chemical Products, Inc., Long Island 
City 1, N. Y 

Western Chemical Co., St. Joseph 1, Mo 


COMPOUNDS: LAUNDRY 
J. B. Ford Divi- 


Omaha 


Wyandotte Chemicals Co:p.. 
sion, Wyandotte 93, Mich. 


New York 17, N. Y. 
New York 22, N. Y. 
Milwaukee 17, Wis. 
Hospital Division, St. 


Bee-Kem Products Inc., 

Colgate-Palmolive Co 

Essential Chemicals Co., 

Hillyard Chemical Co., 
Joseph 2, Mo 

Oakite Products, Inc., 

Swift & Co., Chemicals for 
Chicago 4, Ill 


COMPOUNDS: LIQUID (DUST- 
CONTROL) 


New York 6, N. Y 
Industry Dept., 


Hospital Division, St. 


Hillyard Chemical Co 
Joseph 2, Mo 

Huntington Laboratories, Inc., 
Ind. 

Legge Co., Inc 
N. Y 


Huntington 50, 


Walter G., New York 17, 

Majestic Wax Co., Denver 2, Colo 

Multi-Clean Products, Inc., St. Paul 16, Minn 

Parlee Co., Inc., Indianapolis 25, Ind 

Puritan Chemical Co., Atlanta 18, Ga. 

West Chemical Products, Inc., Long Island 
City 1, N. Y. 


COMPOUNDS: SCALE, RUST, 
CORROSION PREVENTION 


Nati 1 Ch 


h Corp., Dallas 7, Texas 





Dearborn Chemical Co., Chicago 54, Ill. 

Elgin Softener Inc., Elgin 21, III 

Hillyard Chemical Co., Hospital Division, St. 
Joseph 2, Mo. 

Industrial Chemical Laboratories, Inc., Omaha 
2, Nebr. 
Kelite Corp., 
York 6, N 

Lorvie Corp., St. Louis 12, Mo. 

Midland Laboratories, Dubuque 1, lowa 
Nalco Chemical Co., Chicago 38, Ill. 

Oakite Products, Inc., New York 6, N. Y. 
Reliance Chemicals Corp., Houston 24, Texas 
Stonhard Co., Inc., Maple Shade 52, N. J 


Berkeley Heights 22, N.J 


COMPOUNDS: SWEEPING 


Flooring & Adhesive Division, The Flintkote 
o., New York 20, N. Y 

Hillyard Chemical Co., 
Joseph 2, Mo. 

Huntington Laboratories, Inc., 
Ind. 

Industrial Chemical Laboratories, Inc., Oma- 
ha 2, Nebr. 

Midland Laboratories, 

West Chemical Products, Inc., 
City 1, N. Y. 


COMPOUNDS: 
WATERPROOFING 


American Cyanamid Co., Bldg. Products Di- 
vision, Cambridge 38, Mass 

Barrett Division, Allied Chemical Corp., New 
York 6, N 

Calbar, Inc., 

Carey Mfg. Co., 

DeSoto Chemical Coatings Inc., 
18, Ill. 

Devoe-Truscon Division, Devoe & Raynolds 
Co., Inc., Louisville 2, Ky. 

Flintkote Co., New York 20, N. Y. 

Grace & Co., W. R., A. C. Horn Products 
Dept., Chicago 38, Ill. 

Industrial Chemical Laboratories, Inc., Oma- 
ha 2, Nebr. 

Inertol Co., ong Newark 14, N. J. 

Johns-Manville, New York 16, N. Y. 

Martin-Marietta Corp., Chemicals 
Chicago 11, Ill. 


Hospital Division, St. 


Huntington 50, 


Dubuque 1, Iowa 
Long Island 


Philadelphia 25, Pa. 
Philip, Cincinnati 15, Ohio 
Des Plaines 


Division, 


Medusa Portland Cement Co., Cleveland 1, 
Ohio 

Penetone Co., Tenafly 70, N. J 

Pittsburgh Plate Glass Co., 
Pittsburgh 22, Pa 

Standard Dry Wall Products, Inc., 
67, Pa 

Stonhard Co., 
Tremco Mfg. Co., 


Glass Division, 
New Eagle 


Inc., Maple Shade 52, N. J. 
Cleveland 4, Ohio 
Tufcrete Co., Inc., Des Moines 9, Iowa 
United States Gypsum Co., Chicago 6, Ill. 
Watco-Dennis Corp., Santa Monica 4, Calif. 
X-Pando Corp., Long Island City 1, N. Y. 


CONDENSERS: STEAM 


ITT Bell & Gossett Inc., Morton Grove 53, IIl. 

Westinghouse Electric Corporation, Pittsburgh 
, Pa. 

Worthington Corp., Harrison 29, N. J. 


CONDITIONERS AND 
SOFTENERS: FABRIC 


(LAUNDRY) 
Nati 1 Ch ch Corp.. Dallas 7, Texas 


Wyandotte Chemicals Corp., J. B. Ford Divi- 
sion, Wyandotte 93, Mich. 





Armour Grocery Products Co., Dial Specialty 
Products Division, Chicago 80, Ill. 

Hutchinson Products Co., Butler 1, Pa. 

Keever Co., Columbus 15, Ohio 

Kohnstamm & Co., Inc., H., New York 13, N. Y. 

Marlyn Chemical Co. " Inc., Lakeview 31, Ohio 

Pennsalt Chemicals Corp., Philadelphia 2, Pa. 

Procter & Gamble Co., Cincinnati 1, Ohio 


CONDITIONERS: SOLVENT 
(DRYCLEANING) 


Pennsalt Chemicals Corp., Philadelphia 2, Pa. 


CONDITIONERS: WATER 


Wyandotte Chemicals Corp., J. B. Ford Di- 
vision, Wyandotte 93. Mich. 





Bruner Corp., Milwaukee 9, Wis. 

Cochrane Division-Crane Co., King of Prussia 
6, Pa. 

Culligan, Inc., Northbrook 12, Ill. 

Elgin Softener Inc., Elgin 21, Ill. 

Filtrine Mfg. Co., Waldwick 63, N.J. 

Graver Water Conditioning Co., Division of 
Union Tank Car Co., Union 83, N. J. 

Permutit Co., A Division of Pfaudler Permutit 
Inc., Paramus 52, N. J. 

Water Refining Co., Inc., 
Ohio 


Middletown 42, 


CONDUIT FITTINGS: 
ELECTRICAL 


Appleton Electric Co., Chicago 57, Ill. 

Crouse-Hinds Co., Syracuse 1, N. Y. 

Graybar Electric Co., Inc., New York 17, N. Y. 

Pyle-National Co., Chicago 51, Il. 

Rome Cable Division of Alcoa, Rome 41, N. Y. 

Westinghouse Electric Corporation, Pittsburgh 
30, Pa. 


CONDUITS: ELECTRICAL 


Anaconda American Brass Co., Waterbury 20, 
Conn. 

Graybar Electric Co., Inc., New York 17, N. Y. 

Porter Co., Inc., H. K., National Electric Divi- 
sion, Pittsburgh 19, : 

Republic Steel Corp., Cleveland 1, Ohio 

Republic Steel Corp., Steel and Tubes Divi- 
sion, Cleveland 8, Ohio 

Rome Cable Division of Alcoa, Rome 41, N. Y. 

Wiremold Co., The, Hartford 10, Conn. 


CONDUITS: UNDERGROUND 


Chase Metals Service Division, Chase Brass 
& Copper Co., Waterbury 20, Conn. 

Johns-Manville, New York 16, N. Y. 

Natco Corp., Pittsburgh 22, Pa. 

Republic Steel Corp., Cleveland 1, Ohio 

Ric-wiL Inc., Barberton 3, Ohio 


CONSULTATION SERVICE: 
BEAUTY SALON LAY-OUT 


Hospital Beauty Service Systems, Inc., Dayton 
19, Ohio 
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CONSULTATION SERVICE: 
FLOOR MAINTENANCE 


Hospital Division, St 


Mu 


Inc., Huntington 50, 


CONSULTATION SERVICE: 
FOOD SERVICE 
ENGINEERING 


Inc., Pitts- 


Newark 3, 


CONSULTATION SERVICE: 
FURNISHING AND 
DECORATING 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich 


Shampaine Industries, Inc., St. Louis 4, Mo. 
sion of Brunswick, 


Ory Evanston 1, 


CONTAINERS: FOOD, 
BEVERAGE (INSULATED, 
PAPER, FOIL) 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


CONTAINERS: REFUSE 


CONTROL SYSTEMS: 
CENTRALIZED 
11 Electric C Apparatus Sales, Schen 
dy 5, N. Y. 


eywell, Minneapolis 8, Minn 


CONTROL SYSTEMS: DRUG 
FLOW 


Engineering Corp., Upper 


CONTROL SYSTEMS: 
PNEUMATIC, ELECTRIC AND 
ELECTRONIC 


American Air Filter Co., Inc., Louisville 8, Ky 

General Electric Co., Apparatus Sales, 
Schenectady 5, N. Y. 

Honeywell, Minneapolis 8, Minn 


CONTROLS: AIR 
CONDITIONING 


Bahnson Co., Winston-Salem 1, N. C. 
Barber-Colman Co., Rockford 12, Ill. 

Frick Company, Waynesboro 68, Pa. 

General Controls Co., Glendale 1, Calif. 
Honeywell, Minneapolis 8, Minn 

Johnson Service Co., Milwaukee 1, Minn. 

Photomation, Inc., Mountain View 41, Calif 
Powers Regulator Co., Skokie 76, Ill 

Taylor Instrument Companies, Rochester 1, 
N. Y¥ 


CONTROLS: BED HEIGHT 
(PATIENT-OPERATED) 


Hard Mig. Co., Buffalo 7, N. Y. 


CONTROLS: BEDSIDE 
(MULTICARE-UNIT) 


Hill-Rom Co., Inc., Batesville 6, Ind. 
St. Charles Mig. Co., Hospital Casework Di- 


vision, St. Charles 74, Ill 


CONTROLS (CONSOLE): 
BEDSIDE (OXYGEN-VACUUM, 
LIGHTING, TELEPHONE, TV- 
RADIO CONVENIENCE 
OUTLET, AUDIO-VISUAL 
NURSES’ CALL) 


Auth Electric Company Inc., Long Island City 
1, N. ¥. 


CONTROLS: COMBUSTION 


Bailey Meter Co., Cleveland 10, Ohio 
Canton-Stoker Corp., Canton 1, Ohio 
Copes-Vulcan Division, Blaw-Knox Co., Erie 
4, Pa 

Eclipse Fuel Engineering Co., Rockford 1, II 
zeneral Controls Co., Glendale 1, Calif. 
Photomation, Inc., Mountain View 41, Calif 
Republic Flow Meters Co., Chicago 47, Ill 


CONTROLS: FLOW, PRESSURE, 
TEMPERATURE 


American Air Filter Co., Inc., Louisville 8, Ky. 

American-Standard, Plumbing & Heating Divi- 
sion, New York 18, N. Y. 

Foxboro Co., Foxboro 35, Mass. 

3eneral Controls Co., Glendale 1, Calif 
seneral Electric Co., Apparatus Sales, Sche 
nectady 5, N. Y 


- 


Sarco Co., Inc., New York 22, N. Y. 

CONTROLS: HEATING, 
HUMIDITY 

American Air Filter Co., 

Ar can-Standard, Plumbing & Heating Divi- 
sion, New York 18, N. Y. 

Barber-Colman Co., Rockford 12, lil 

Dunham-Bush, Inc., West Hartford 10, Conn 


Foxboro Co., Foxboro 35, Mass 
3eneral Electric Co., Apparatus Sales, Sche 
1.Y 


Inc., Louisville 8, Ky 


nectady 5, N 

Honeywell, Minneapolis 8, Minn 

Johnson Service Co., Milwaukee 1, Wis 

Powers Regulator Co., Skokie 76, Ill. 

Sarco Co., Inc., New York 22, N. Y. 

Taylor Instrument Companies, Rochester 1, 
N. Y 

Triplex Heating Specialty Co., Inc., Peru 70, 
Ind. 


CONTROLS: OXYGEN PIPING 
SYSTEM 


Ohi~> Chemical & Surgical Equipment Co., A 
Division of Air Reduction Co., Inc., Madison 
10, Wis. 


Melchior, Armstrong, Dessau, Ridgefield 57, 
N. J 


National Cylinder Gas Division of Chemetron 
Corp., Chicago 11, Ill. 

Oxygen Equipment & Service Co., Chicago 
20, Ill. 


Puritan Compressed Gas Corp., Kansas City 
°. 


Schrader’s Son, A., Division of Scovill Mig. 
Co., Inc., Brooklyn 38, N. Y. 

Shampaine Industries, Inc., O.E.M. Division, 
Union 83, N. J. 


CONTROLS: STEAM COOKER 
(AUTOMATIC) 


Market Forge Co., Everett 49, Mass. 


CONTROLS: STEAM PRESSURE 


Copes-Vulcan Division, Blaw-Knox Co., Erie 
4, Pa 

General Electric Co., Apparatus Sales, Sche- 
nectady 5, N. Y. 

Honeywell, Minneapolis 8, Minn. 

Mason-Neilan, Division of Worthington Corp., 
Norwood 62, Mass. 


CONTROLS: STERILIZATION 


American Sterilizer Co., Erie 6, Pa. 
Sha i Industries. Inc., St. Louis 4, Mo. 





r 


American Hospital Supply Corp., Evanston 1, 
Il 

Aseptic-Thermo Indicator Co., N. Hollywood 
9, Calif. 

Burrows Co., Chicago 45, Ill. 

Consolidated Machine Corp., 
Mass. 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Diack Controls, (Smith & Underwood Labora- 
tories), Royal Oak 73, Mich. 

Hospital Supply Co., Inc., Long Island City 1 
N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Professional Tape Co., Inc., Riverside 46, Ill 

Propper Mig. Co., Inc., Long Island City 1, 
m % 


Boston 35, 


Ross, Inc., Will, Milwaukee 12, Wis 
Weck & Co., Inc., Edward, Long Island City 1, 


m ¥. 


CONTROLS: WASHER 
(AUTOMATIC OR SEMI- 
AUTOMATIC) 

z . T A Y we. = Y | tries Cin- 

cinnati 12, Ohio 

Ametek, Inc., Troy Laundrite Division, East 

Moline 44, Ill. 
Pellerin Milnor Corp.. New Orleans 19, La. 
Troy Laundrite, A Division of Ametek, Inc.. 
East Moline 44, Ill. 


Ellis Drier Co., Chicago 39, Ill. 

General Electric Co., Apparatus Sales, Sche- 
nectady 5, N. Y. 

Miller Laundry Machinery Co., Detroit 38, 
Mich. 

Prosperity, A Division of Ametek, Inc., East 
Moline 44, Ill. 

Super Laundry Machinery Co., Inc., 
$7, Il. 


CONTROLS: WATER (VOLUME 
AND TEMPERATURE) 





Chicago 


Crane Co., Plumbing-Heating-Air Condition- 
ing Group, Johnstown 7, Pa 

General Electric Co., Apparatus Sales, Sche- 
nectady 5, N. Y. 

Powers Regulator Co., Skokie 76, Ill. 


CONVEYOR SYSTEMS: 
RECORDS, HOSPITAL 
SUPPLIES, LINEN (MULTI- 
FLOOR, AUTOMATIC) 


Standard Conveyor Cc., North St. Paul 19, 
Minn. 


CONVEYORS: DISH, FOOD, 
TRAY (MOBILE) 


Crescent Metal Products, Inc., Cleveland 8. 
Ohio 

Crimsco. Inc., Kansas City 30. Mo. 

Kuttnmauer Mig. Co., Inc.. Detroit 7, Mich. 

Lakeside Mig. Inc., Milwaukee 7. Wis. 

Shampaine Industries, Inc., St. Louis 4, Mo. 

Swartzbaugh Division, United Service Equip- 
ment Co., Inc., Murfreesboro 3], Tenn. 

United Service Equipment Co., Inc., Palmer 
69, Mass. 








Lakeside Manufacturing. Inc. 
1977 S. Allis Street 
Milwaukee, Wisconsin 53207 


See our advertisement in the 
Catalog Section 
for details on our 
Trucks and Carts 











Admiral Equipment Co., New York 11, N. Y 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo 

Arista Metalcrafts Co., Paterson 4, N. J. 

Atlantic Alloy Industries, Inc., Union 83, N. ] 

Blickman, Inc., S., Weehawken 87, N. J. 

Bucks County Enterprises, Inc., Quakertown 
51, Pa 

Burrows Co., Chicago 45, Ill 

Caddy Corp. of America, Secaucus 94, N. J. 

Carter-Hoffmann Corp., North Chicago 64, IIl. 

Clark Linen & Equipment Co., Chicago 6, Ill 

Colson Corp., Chicago 11, Ill 

Continental Hospital Supply Inc., 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill 

Don & Co., Edward, Chicago 16, Ill 

E. P. Co., Inc., Los Angeles 21, Calif. 

Fischman Co., Philadelphia 33, Pa 

Food Warming Equipment Co., Inc., Elk 
Grove Village 7, Ill 

Foster Refrigerator Corp., Hudson 34, N. Y 

Frick Co., W. H., Division of Lincoln Mig. Co., 
Fort Wayne 8, Ind 

Harold Supply Corporation, New York 13, N. Y 

Hosp-i-Ware Products Division cf Bloomfield/ 
Silex Industries Inc., Chicago 32, Ill 

Jarvis & Jarvis Division, United Service Equip- 
ment Co., Inc., Palmer 69, Mass 

Lincoln Mig. Co., Inc., Fort Wayne 8, Ind 

McDonald Company, Reading 67, Mass 

Meinecke & Co., Inc., Baltimore 4, Md 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Nutting Truck & Caster Co., Inc., 
ice Division, Faribault 2], Minn 

Overland Electric Co., Inc., Chicago 44, Ill 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Progressive Metal Equipment, Inc., Philadel- 
phia 11, Pa 

Shampaine Industries, Inc 
Ludington 31, Mich 
Theodore Equipment Corp 

United Metal Fabricators, Inc., 
Pa 

U.S Hospital Supply Corp., New York 3, N. Y 
Vacuum Can Co Ch icago 12, Ill 

Van Range Co., John, Cincinnati 2, Ohio 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


Cleveland 


Food Serv 


Carrom Division 


, Wonod-Ridge 75, N. J 
Johnstown 4, 


CONVEYORS: LAUNDRY 


American Laundry Machinery Industries, Cin- 
cinnati 12, Ohio 

Challenge-Cook Bros., Inc., Laundry Division 
La Mirada 38, Calif 

Colson Corp., Chicago 11, Ill 

Eastern Cyclone Conveyor System, Inc., Clif- 
ton 13, N. J 

National Marking Machine Co., 
Ohio 

Olson Division of Unarco Industries, Inc., 
Chicago 47, Il 

Smith Co., T. L., Milwaukee 1, Wis. 


Cincinnati 23, 


COOKERS: STEAM, PRESSURE 
Market Forge Co., Everett 49, Mass. 


Admiral Equipment Co., New York ll, N. Y 

Cleveland Range Co., Cleveland 3, Ohio 

Don & Co., Edward, Chicago 16, Ill 

Frymaster Corp., Shreveport 7, La 

Groen Mfg. Co., Elk Grove Village 7, Ill 

Legion Utensils Co., Inc., Long Island City 1, 
N. Y 

McDonald Company, Reading 67, Mass. 

Pick Co., Inc., Albert, Chicago 8, III 

Straus-Duparquet, Inc., New York 3, N. Y 

Van Range Co., John, Cincinnati 2, Ohio 

Vischer Products Co., Chicago 18, Ill. 


COOLERS: BEVERAGE 


Allmetal Food Equipment Corp., 
13, 


New York 


Foster Refrigerator Corp., Hudson 34, N. Y. 
Glasco Division, Universal Match Corp., Mun- 
cie 5, Ind. 
Glenco Refrigeration Corp., 
Pa 
Howard Refrigerator Co., Inc., 
Pa 


Philadelphia 34, 
Philadelphia 


Jordon Commercial Refrigerator Co., Phila- 
delphia 37, Pa. 

Kelvinator Division, 
Detroit 32, Mich. 
Kold-Draft Division, 
ll, Pa 

La Crosse Cooler Co., La Crosse 1, Wis. 

Lincoln Mfg. Co., Inc., Fort Wayne 8, Ind 

Nor-Lake, Inc., Hudson 16, Wis. 

Puffer-Hubbard Refrigerator Co., 
en 17, Mich. 

Victor Products Corp., 

Victory Metal Mfg. Corp., 
62, Pa. 


American Motors Corp., 


Uniflow Mig. Co., Erie 


Grand Hav- 


Hagerstown 40, Md 
Plymouth Meeting 


COOLERS: MILK AND CREAM 


River Falls 22, Wis 
La Crosse 1, Wis 
Kendallville 55, 


Erickson Industries, Inc., 

La Crosse Cooler Co 

McCray Refrigerator Co., Inc., 
Ind 

Pick Co., Inc., Albert, Chicago 8, Ill. 

Shelley Mfg. Co., Miami 42, Fla 

Straus-Duparquet, Inc., New York 3, N. Y 


COOLERS: WATER (ELECTRIC) 


Bar-Ray Products, Inc., Brooklyn 32, N. Y 

Cordley & Hayes, New York 16, N. Y 

Ebco Mig. Co., Columbus 13, Ohio 

Filtrine Mfg. Co., Waldwick 63, N. J 

Glenco Refrigeration Corp., Philadelphia 34 
Pa. 

Graybar Electric Co., Inc., New York 17, N. Y 

Haws Drinking Faucet Co., Berkeley 10, Calit 

Kelvinater Division, American Motors Corp., 
Detroit 32, Mich. 

Kold- o~— Division, 
ll, 

Pick Co. , Inc., Albert, Chicago 8, Ill 

Progressive Metal Equipment, Inc., Philadel- 
phia 11, Pa. 

S. & R. Soda Fountain Mig. Co., 
mus 52, N. J. 

Straus-Duparquet, Inc., New York 3, N. Y. 

Sunroc Corp., Glen Riddle 37, Pa. 

Temprite Products Corp. Birmingham 12, 
Mich. 

Westinghouse Electric Corporation, Pitsburgh 
30, Pa 


COSTUMERS 


Brewster Corp.. Old Lyme 71. Conn. 

Fixtures Mig. Corp.. Kansas City 26. Mo. 

Lumex, Inc., General Medical Equipment 
Corp., Bay Shore 6, N. Y. 

ene Corp... _ New York 16, N. Y. 

Sh Inc., St. Louis 4, Mo. 


Uniflow Mfg. Co., Erie 


tT 


Inc., Para- 





Admiral Equipment Co., New York 11, N. Y. 
Baylis Industries, Inc., Bloomfield 3, N. J. 
Brandt & Sons, Inc., M., Bronx 57, N. Y. 

Don & Co., Edward, Chicago 16, Ill. 

Hard Mfg. Co., Buffalo 7, N. Y. 

L & B Products Corp., Bronx 69, N. Y 

Thorner Mfg. Co., Inc., Tamaqua 52, Pa 
Tri-Par Mfg. Co., Chicago 39, Ill. 


COTS AND STRETCHERS: 
AMBULANCE 


Bomgardner Mig. Co., Cape Coral 4, Fla. 
Ferno-Washington, Inc., Hospital Division, 
Greenfield 23, Ohio 
Hydraulic Products Co., 
Washington Products Co., 

House 60, Ohio 


COTTON: ABSORBENT 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Providence 3, R. I. 
Washington Cort 


Acme Cotton Products Co., Inc., New York 

16, N. Y. 

Aloe-Health & Lpoees Division of Brunswick, 
St. Louis 3, 

Blank Drug * aed Long Island City 5, N. Y. 

Carolina Absorbent Cotton Co., Division of 
Barnhardt Mfg. Co., Inc., Charlotte 1, N. C. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N. J. 

Kendall Co., The, Hospital Products Division, 
Chicago 6, Ill. 


New York 18, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, III. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Parke, Davis & Co., Surgical Dressings 
Sales, Detroit 32, Mich 

Ross, Inc., Will, Milwaukee 12, Wis. 

Scholl Mfg. Co., Inc., Surgical Supply Divi- 
sion, Chicago 10, Ill. 

Seamless Rubber Co., 

U. S. Hospital Supply Corp., 
N. Y 


Marsales Co., Inc., 


New Haven 3, Conn 
New York 3, 


Wocher & Son Co., Max, Cincinnati 2, Ohio 


COUCHES: STUDIO 


Kadan Co., Inc., D. A., Yonkers 1, N. Y. 
Sealy. Inc., Contact Division, Chicago II, 
Il. 

Si Co., Contract Division, Chicago 54, 
Ill. 





Burton-Dixie Corp., Chicago 8, III. 

Denison Mattress Factory, Denison 21, Texas 
Hospital Furniture, Inc., Chicago 11, Il. 
Inland Bed Co., Chicago 32, Ill. 


COUNTERS: STORAGE (ALL- 
PURPOSE) 


All-Steel Equipment Inc., Aurora 7, II] 

Amsco-Exce] Division of American Sterilizer 
Co., Jamestown 1, N. Y. 

Art Metal Inc., Jamestown 1, , 2 ~ 

— Co., Inc., Bernard, Philesdelphic 24, 
a. 

Lyon Metal Products, Inc., Aurora 7, Ill 

McKesson & Robbins Inc., New York 17, N. Y. 

Maysteel Products, Inc., Milwaukee 3, Wis. 

Republic Steel Corp., Mfg. Division, Youngs- 
town 5, Ohio 

Watson Mig. Co., Inc., 


COUNTERS AND HOT FOOD 
STORAGE TABLES 


Duke Mig. Co, St. Louis 60, Mo. 

Swartzbaugh Division, United Service Equip- 
ment Co., Inc., Murfreesboro 31, Tenn. 
United — Equipment Co., Inc., Palmer 

69, 


Jamestown 1, N. Y. 


Blickman, Inc., S., Weehawken 87, N. J. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

McDonald Company, Reading 67, Mass. 

Pick Co., Inc., Albert Chicago 8, Ill. 

Progressive Metal Equipment Inc., Philadel 
phia 11, Pa. 

Straus-Duparquet, Inc., New York 3, N. Y. 

Van Range Co., John, Cincinnati 2, Ohio 

Wasserstrom & Sons, Inc., N., Columbus 7, 
Ohio 


COVE BASE 


American Biltrite Rubber Co., 
ing Division, Trenton 7, N. J. 

Armstrong Cork Co., Lancaster 4, Pa 

Azrock Floor Products Division, Uvalde Rock 
Asphalt Co., San Antonio 6, Texas 

Congoleum- Nairn Inc., Kearny ‘92, N. J. 

Floor Tile Division, The Ruberoid Co., New 
York 17, N. Y. 

Flooring & Adhesive Division, The Flintkote 

o., New York 20, N. Y. 

Johnson Rubber Co., Special Products Divi- 
sion, Middlefield 62, Ohio 

Kentile Inc., Brooklyn 15, N. Y. 

Natco Corp., Pittsburgh 22, Pa. 

National Terrazzo & Mosaic Ass‘n, Inc., Wash- 
ington 6, D. C. 

Robbins Floor Products, Inc., Tuscumbia 74, 
Ala. 

U. S. Ceramic Tile Co., Canton 2, Ohio 

Vinyl Plastics, Inc., Sheboygan 82, Wis. 


COVER CLOTHS (IRONER, 
PRESS) 


Kohnstamm & Co., Inc., H., Chicago 11, Ill. 
Raybestos-Manhattan, Inc., Manheim 45, Pa. 


COVERINGS: WALL (FABRIC 
OR PLASTIC BASE, 
WASHABLE) 


Amtico Floor- 


Blank & Co., Inc., Frederic, Passaic 56, N. J. 
Columbus Coated Fabrics Corp., Columbus 
16, Ohio 
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COVERINGS: WALL (FABRIC 
OR PLASTER BASE, 
sepmeramemane teins te" 


ton 18, Mass 
F Hospit 21 & Surgical 


East Taun 


sted Fabrics Division 


New Castle 67 


Buchanan 


COVERS: A.P.P. UNITS 
and 14, Obie 


COVERS: BEDPAN 
a Hospital Supply Corp. New York 13. 


eat Mig. Co., Inc., Detroit 7, Mich. 


Great Neck 


COVERS: EXAMINING OR 
OPERATING TABLE (PAPER, 
PLASTIC) 


Shampaine Industries, Inc., St. Louis 4, Mo. 


COVERS: HEADREST (PAPER) 
York 


ath oR HOT WATER BOTTLE, 


COVERS: LAUNDRY TRUCK 
(WASHABLE) 


Hartford Co., The, Hartford 6, Conn. 


COVERS: MATTRESS (COTTON, 
PLASTIC, WATERPROOF, 
HYPO-ALLERGENIC, FABRIC) 


IPCO Hospital Supply Corp.., 
N. Y 


Kuttnauer Mig. Co., Inc., Detroit 7. Mich 
Mark-Clark, Inc.. Milwaukee 12, Wis. 
Posey Co., J. T., Pasadena 7, Calif. 
Sani-Pac Corp.. New York 10, N. Y. 


New York 13. 


Busse Hospital Disposables Inc., Great Neck 


ms 
Carolina Absorbent Cotton Co., Division of 
Barnhardt Mfg. Co., Inc., Charlotte 1, N. C. 
Central States Paper & Bag Co., Inc., St. 
Louis 15, Mo. 
Clark Linen & Equipment Co., 
Continental Hospital Supply, Inc., 
7, Ohio 
Custom Covers Inc., 
Debs Hospital Supplies, Inc., 
Denison Mattress Factory, Denison 21, 
Fabrics, Inc., Montgomery 4, Ala. 
Goodrich Co., B. F., Hospital & Surgical 
Products, Akron 18, Ohio 
Handiform Plastic Corp., Inc., 
N. Y. 
Harold Supply 
N. Y. 
Hospac Corp., Woodside 77, N. Y. 
Jamieson Inc., Chicago §, III. 

Jolo Plastics Corp., New York 16, N. Y. 
Kansas City, White Goods Mfg. Co., 
City 8, Mo 
Marketon Co., 
Meinecke & Co., Inc., 
Meridian Standards Corp., New York 10, N. Y 
Nursing Home Prodi acts, American Hospital 

Corp., Evanston 1, Ill 
ical Co., Hempstead 50, L. I! 


Chicago 6, Ill. 
Cleveland 


New Rochelle 1, N. Y. 
Chicago 31, Ill. 
Texas 


New York 16, 


Corporation, New York 13 


Kansas 


Los Angeles 11, Calif. 
Baltimore 4, Md 


iv 
Plastic Film Products Corp., Hospital Divi- 
sion, Akron 8, Ohio 
Rhoads & Company, Philadelphia 8, Pa 
Ross, Inc., Will, Milwaukee 12, Wis 
Sherman Mills Co., Inc., Boston 15, Mass 
Spring-Air Co., Chicago 11, Ill 
Standard Textile Co., Inc., Cincinnati 37, Ohio 
Tolin Mfg. Corp., Miami 47, Fla. 
U. S. Hospital Supply Corp., New York 3 
N. Y. 


COVERS: PILLOW (COTTON, 
PLASTI c.) 


- oo Supply Corp.. New York 13. 
aici Mig. Co., Inc., Detroit 7, Mich. 
Sani-Pac Corp., New York 10, N. Y. 


New York 11, N. Y 


Admiral Equipment Co., 
B Great Neck 


se Hospital Disposables Inc., 
21, N. Y 
Continental Hospital Supply, Inc., 
7, Ohio 
Debs Hospital Supplies, Inc., 
Handiform Plastic Corp., Inc., 
Be , 2 
pac Corp., Woodside 77, N. Y 
olo > Plast ics Corp., New York 16, N. Y. 
Marketon Co., Los Angeles 11, Calif 
Meinecke & Co., Inc., Baltimore 4, Md 
idian Standards Corp., New York 10, N. Y 
ing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 
Plastic Film Products Corp., Hospital Divi- 
yn, Akron 8, Ohio 
Inc., Will, swan kee 12, Wis 
S. Hospital Supply Corp., New York 3 N.Y 


leveland 


Chicago 31, Ill 
New York 16 


COVERS: PLATE 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


iral Equipment Co., New York 11, N. Y 
ws Co., Chicago 45, Ill. 
Carrollton 15, Ohio 
Hospital & plies, Inc., Chicago 31, Ill 
American Hospital Supply 
vanston 1, ll 
Edward, Chicago 16, Ill. 
Corporation, New York 13 


arroliton Mig. Co., 


» Products Division of Bloomfield/ 
ex Industries, Inc., Chicago 32, Ill. 
Jones Metal Products Co., Zylon Products, 
I Subsidiary, West Lafayette 45, Ohio 


Plastic) 
au Products, Ferndale 20, Mich. 
Legion Utensils Co., Inc., Long Island City 
1 N 

Meinecke & Co., Inc., Baltimore 4, Md 

Mercury Mig. Co., Division of Steele-Harrison 
Mig. Co., Hialeah 10, Fla 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Pick Co., Inc., Albert, Chicago 8, Ill. 

Pikes Peak Plastics, Inc., Colorado Springs 3, 
Colo. 

Polar Ware Co., Sheboygan 82, Wis 

Ross, Inc., Will, Milwaukee 12, Wis. 

Straus-Duparquet, Inc., New York 3, N. Y. 


U . Hospital Supply Corp., New York 3, 
Wear! Ever Aluminum, Inc., New Kensington 
, Pa. 


Zoia Banquetier Co., Inc., Cleveland 3, Ohio 


COVERS: TABLE (PLASTIC) 


Admiral Equipment Co., New York 11, N. Y. 
Don & Co., Edward, Chicago 16, Ill. 

Duxe Products, Cincinnati 1, Ohio 

Jolo Plastics Corp., New York 16, N. Y. 


COVERS: TOILET SEAT 
(PAPER) 


Clark Paper Converting Corp., Los Angeles 
58, Calif. 

Consolidated Cover Co., San Francisco 24, 
Calif. 

Industrial Chemical Laboratories, Inc., Oma- 
ha 2, Nebr. 

Steiner Co., Chicago 11, Ill. 


COVERS: TRAY (LINEN AND 
COTTON) 


IPCO Hospital Supply Corp., New York 13, 
N. Y. 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 
Sorg Products Co., Aatell & Jones Division, 
Ligonier 67, Ind. 


Baker Linen Co., H. W., New York 13, N. Y. 
Clark Linen & Equipment Co., Chicago 6, Ill. 
Debs Hospital Supplies, Inc., ‘Chicago 31, Il. 
Don & Co., Edward, Chicago 16, III. 

— & Co., Inc., James G., New York 10, 


inion’ Head ~~? Inc., New York 18, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Rhoads & Company, Philadelphia 8, Pa. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Sexton & Co., John, Chicago 32, Ill. 

Standard Textile Co., Inc., Cincinnati 37, Ohio 

Startex Mills, New York 13, N. Y. 

U. S. Hospital Supply Corp., New York 3, 


N.Y. 
Wocher & Son Co., Max, Cincinnati 2, Ohio 
COVERS: TRAY (PAPER) 


Draper Products, Appleton 12, Wis. 
Sorg Products Co., Aatell & Jones Division, 
Ligonier 67, Ind. 


Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Industrial Chemical Laboratories, Inc., Oma- 
ha 2, Nebr. 

Smith-Lee Co., Inc., Oneida 21, N. Y. 

Standard Packaging Corp., Royal Lace Pa- 
per Division, Fort Wayne 1, Ind. 


COVERS: TUMBLER 
(DISPOSABLE) 

American Paper & Plastic Products, Inc., Mil- 
waukee 12, Wis. 
Demain & Co., Inc., 

Calif. 
KVP Sutherland Paper Co., 
Mich 
Ross, Inc., 


COVERS: URINAL (PAPER, 
DISPOSABLE) 


Busse Hospital Disposables Inc., 
21, N. Y. 

Central States Paper & Bag Co., Inc., St 
Louis 15, Mo. 

Debs Hospital Supplies, Inc., Chicago 32, Ill 

Demain & Co., Inc., George, Los Angeles 19, 
Calif. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Ross, Inc., Will, Milwaukee 12, Wis. 

U. S. Hospital Supply Corp., New York 3, 
N. Y. 


George, Los Angeles 19, 


Kalamazoo 4, 


Will, Milwaukee 12, Wis 


Great Neck 


COVERS AND PADDING: 
LAUNDRY ROLL AND PRESS 
(ASBESTOS) 


Raybestos-Manhattan, Inc., Manheim 45 Pa. 
Southern Mills, Inc., Atlanta 12, Ga. 





COVERS AND RINGS: PLATE- 
SERVICE (NESTING AND 
STACKING) 


Le Beau Products, Ferndale 20, Mich 

Pikes Peak Plastics, Inc., Colorado Springs 
3, Colo. 

Zoia Banquetier Co., Inc., 


COVERSLIPS: PLASTIC 
(DISPOSABLE) 
Bel-Art Products, 


Busse Hospital Disposables Inc., 
St. 


Cleveland 3, Ohio 


Pequannock 40, N. J 
Great Neck 


CRADLES: BED 


DePuy Mig. Co., Inc., Warsaw 80, Ind. 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 
Posey Co, J. T.. Pasadena 7, Calif. 

Sh: tri Inc., St. Louis 4, Mo. 





Zimmer, Warsaw 80, Ind. 

American Hospital Supply Co..>., Evanston 1, 
Il. 

American Metal Furniture, Inc., 
2, Ind. 

Better Sleep, Inc., New Providence 74, N. J. 

Burrows Co., Chicago 45, IIl. 

Clark Linen & Equipment Co., 

Continental Hospital Supply, Inc., 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Hospac Corp., Woodside 77, N. Y. 

Hydor Therme Corp., Pennsauken 9, N. J. 

Meinecke & Co., Inc., Baltimore 4, Md 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Orthopedic Equipment Co., Inc., 
Ind. 

Physicians & Hosnitals Supply Co., 
neapolis 3, Minn. 

Rajowalt Co., Inc., Atwood 2, Ind 

Rehabilitation Equipment Inc., New York 28, 
N. Y. 

Ross, Inc., Will, Milwaukee 12, Wis 

Thorner Mfg. Co., Inc., Tamaqua 52, Pa 

United Metal Fabricators, Inc., Johnstown 4, 
Pa. 

U. S. Hospital Supply Corp., 
N.Y 

Wright Mfg. Co., Memphis 5, Tenn. 


CREAMERS: INDIVIDUAL 


Sonex Division of Illinois Tool Works Inc., 
Des Plaines 16, Ill 

Legion Utensils Co., Inc., 
N. Y 

Lily-Tulip Cup Corp., New York 17, N. Y. 

Service Ideas, Inc., Minneapolis 2, Minn. 

Vollrath Co., The, Sheboygan 82, Wis. 


CREAMS: HAND (PROTECTIVE) 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo 
Huntington Laboratories, Inc., 


Indianapolis 


Chicago 6, Ill 
Cleveland 


Bourbon 4, 


Inc., Min- 


New York 3, 


Long Island City 1, 


Huntington 50, 


Ind 
Mine Safety Appliances Co., Pittsburgh 8, Pa. 
Ulmer Pharmacal Co., Minneapolis 3, Minn. 
West Chemical Products, Inc., Long Island 
City 1, N. Y. 


CREAMS: TOILET 


Fisher Scientific Co., Pittsburgh 19, Pa 

Squibb & Sons, E. R., Division of Olin Mathie- 
son Chemical Corp., New York 22, N. Y. 

Stiefel Laboratories, Inc., Oak Hill 60, N. Y 


CRIBS: ADULT 


Simmons Co., Contract Division, Chicago 54, 


Smith & Davis Mig. Co.. St. Louis 10, Mo. 


American Hospital Supply Corp., Evanston 1, 
Ill. 

Hard Mfg. Co., Buffalo 7, N. Y. 

Hill-Rom Co., Inc., Batesville 6, Ind. 

Huntington Furniture Corp., Lincolnton 92, 
N. C 


Karoll's Inc., Chicago 2, Ill. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Superior Sleeprite Corp., 
Chicago 12, Ill. 


CRINOLINE (CUT AND UNCUT) 


Carolina Absorbent Cotton Co., Division of 
Barnhardt Mfg. Co., Inc., Charlotte 1, N. C. 


Contract Division, 


Seamless Rubber Co., New Haven 3, Conn. 


CROSSES: CHURCH 


Nelson-Harkins Industries, Inc., Chicago 25, lil 


CRUSHERS: BOTTLE, CAN 


Centriblast Corp., Pittsburgh 26, Pa. 

Cleveland Range Co., Cleveland 3, Ohio 

Gruendler Crusher & Pulverizer Co., St. Louis 
6, Mo. 

Herlex Equipment Co., Chicago 7, Ill. 

Miller & Son, Inc., Franklin P., East Orange 
17, N. J. 

Prodeva Mfg., Inc., Jackson Center 34, Ohio 

Qualheim, Inc., Racine 3, Wis. 

Rescor Industries, Inc., Mount Vernon S50, 
N. Y. 

Syrall Mfg. Co., Inc., Syracuse 3, N. Y. 


CRUSHERS: ICE 


Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Gifford-Wood Co., Hudson 34, N. Y. 

Hospital Equipment Co., Santa Monica 3, 
Calif. 

Kold-Draft Division, 
ll, Pa. 

Miller & Son, Inc., 
17, N. J. 

Oster Mig. Co., John, Milwaukee 17, Wis. 

Queen Products Division of King-Seeley Ther- 
mos Co., Albert Lea 7, Minn. 

Rival Mfg. Co., Kansas City 29, Mo 

Straus-Duparquet, Inc., New York 3, N. Y. 


CRUTCH ACCESSORIES 


Guardian Products Co., Inc., N. Hollywood 
5, Calif. 


Calley & Currier Co., Bristol 22, N. H. 

Davol Rubber Company, Providence 1, R. I. 

Graham-Field Surgical Co., Inc., Woodside 77, 
N. Y. 

Keystone Cane & Crutch Co., Norristown 1, Pa. 

Levy Co., Harry, New York 35, N. Y. 

Miller Brace & Surgical Support Co., Dallas 
10, Texas 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Popper & Sons, Inc., New York 10, N. Y. 

Rehabilitation Equipment Inc., New York 28, 
N. Y. 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill 

Ross, Inc., Will, Milwaukee 12, Wis. 

Wright Mfg. Co., Memphis 5, Tenn. 


CRUTCH ATTACHMENTS 
(INVALID-WALKER) 


Everest & Jennings. Inc., Los Angeles 25, Calif. 


Uniflow Mig. Co., Erie 


Franklin P., East Orange 


Invalex of Ohio, Lodi 54, Ohio 
Invalex Sales Co., Inc., Long Beach 13, Calif 


CRUTCHES 

Edco Surgical Supply Co., Inc., New York 23, 
N. Y. 

Everest & Jennings. Inc., Los Angeles 25, 
Calif. 

Guardian Products Co., Inc., 
5. Calif. 


Hendrickson, Inc., Minneapolis 11, Minn. 
= Hospital Supply Corp., New York 13, 


N. Hollywood 


etuieee Mig. Co., Inc., Detroit 7, Mich. 

Lumex, Inc., General Medical Equipment 
Corp., Bay Shore 6, N. Y. 

Zimmer, Warsaw 80, Ind. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

—— Hospital Supply Corp. Evanston 1, 
l. 

Atco Surgical Supports, Inc., 
21, Ohio 

Calley & Currier Co., Bristol 22, N. H. 

Cameron Sales Co., Safety Harbor 72, Fla. 

Continental Hospital Supply, Inc., Cleveland 

Ohio 

Cove-Craft, Inc., Laconia 46, N. H. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Denison Orthopaedic Appliance Corp., Balti- 
more 11, Md. 

Henniker Crutch Co., Inc., Warner 78, N. 

Higgs ! Associates, Inc., Homer, New York Me, 
N. 


Cuyahoga Falls 


Keystone Cane & Crutch Co., Norristown 1, 
Pa. 

Levy Co., Harry, New York 35, N. Y. 

Martin Instruments, Bloomfield 4, N. J. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, III. 
Orthopedic Equipment Co., Inc., 

Ind 
Park Surgical Co., Inc., Brooklyn 19, N. Y. 
Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 
Popper & Sons, Inc., New York 10, N. Y. 
Preston Corp., J. A., New York 3, N. Y. 
Rehabilitation Equipment Inc., New York 28, 
N. Y 


Bourbon 4, 


Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 

Ries Mfg. Co., Cincinnati 2, Ohio 

Ross, Inc., Will, Milwaukee 12, Wis. 

U. Hospital Supply Corp., New York 3, 
N 


Weck é Co., Inc., Edward, Long Island City 
1, N. 
Winsted. Co., Inc., St. Petersburg 14, Fla. 


Wright Mfg. Co., Memphis 5, Tenn 


CUBICLES: METAL 


Art Metal, Inc., Jamestown 1, N. Y. 

Dahlstrom Mfg. Corp., Jamestown 1, N. Y. 

Mills Co., Inc., Cleveland 10, Ohio 

Milwaukee-Ferrometal Stamping Corp., Chi- 
cago 5], Ill. 

Sanymetal Products Co., Inc., Cleveland 12, 
Ohio 


CUPS: DENTURE 
(DISPOSABLE) 


Kuttnauer Mig. Co, Inc., Detroit 7, Mich. 


Bel-Art Products, Pequannock 40, N. J. 

Busse Hospital Disposables Inc., Great Neck 
21, N. Y. 

Central States Paper & Bag Co., Inc., St. 
Louis 15, Mo. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Ekco Containers, Inc., Wheeling 90, IIl. 

Lily-Tulip Cup Corp., New York 17, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Plasta-Medic, Inc., Pasadena 1, Calif. 

Premium Plastics Inc., Chicago 16, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Surgie Sales Co., Lawrence 40, Mass. 

U. S. Hospital Supply Corp., New York 3, 
N. Y. 

Wocher & Son Co., 


CUPS: DRINKING (PAPER) 


Abco, Inc., McKeesport 3M, Pa. 

American Hospital Supply Corp., Evanston 1, 
Ill. 

American Paper & Plastic Products, Inc., Mil- 
waukee 12, Wis. 

Blank Drug Corp., Long Island City 5, N. Y. 

Continental Can Co., Inc., New York 17, N. Y. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Dixie Cup Division of American Can Co., 
Easton 43, Pa. 

Don & Co., Edward, Chicago 16, Ill. 

Lily-Tulip Cup Corp., New York 17, N. Y. 

Macrobiotics, Inc., Whitestone 57, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis 

Sealright- Oswego Falls Corp., Fulton 69, N. Y. 

Sexton & Co., John, Chicago 32, IIl. 

Smith-Lee Co., Inc., Milwaukee Division, Mil- 
waukee 12, Wis. 

Solo Cup Co., Chicago 49, Il. 

Straus-Duparquet, Inc., New York 3, N. Y. 

Sweetheart Cup Division, Maryland Cup 
Corp., Owings Mills 17, 

U. S. Hospital Supply Corp., New York 3, 
N. Y. 


Max, Cincinnati 2, Ohio 


CUPS: DRINKING (PLASTIC) 


Bel-Art Products, Pequannock 40, N. J. 

Blank Drug Corp., Long Island City 5, N. Y. 

Conex Division of Illinois Tool Works Inc., 
Des Plaines 16, ; 

Meridian Standards Corp., New York 10, N. Y. 

Premium Plastics Inc., Chicago 16, Ill. 

Sweetheart Plastics, Inc., Division of Mary- 
land Cup Corp., Wilmington 87, Mass. 


91 





CUPS: MEDICINE (PAPER) Debs Hospital Supplies, Inc., Chicago 31, Ill CURTAIN WALLS 
Dixie Cup Division of American Can Co 
: 3 ; S ; Evanston | Easton 43, Pa Adams & Westlake Co., Elkhart 14, Ind 
Harold Supply Corporation, New York 13 American Cyanamid Co., Bldg. Products Di 
New York 17, N. Y N.Y vision Cambridge 38, Mass 
r ‘hicago 31, Ill Meinecke & Co., Inc., Baltimore 4, Md American Elumin Co., Stow 24, Ohio 
- ; Nursing Home Products, American Hospita Bayley Co., William, Springfield 3, Ohio 
Supply Corp., Evanston 1, Ill Brown & Grist, Inc., Newport News 1, Va 
Park Surgical Co., Inc., Brooklyn 19, N. Y Ceco Steel Products Corp., Chicago 50, IIl 
Physicians & Hospitals Supply Co., Inc., Min Cupples Products Corp., St. Louis 44, Mo. 
neapolis 3, Minn Fenestra, Inc., Architectural Products Divi 
Ross, Inc., Will, Milwaukee 12, Wis sion, Lima 2, Ohio 
Sealright-Oswego Falls Corp., Fulton 69, N. Y Fleet of America, Buffalo 25, N. Y 
U. S. Hospital Supply Corp., New York 3, Flynn Mig. Co., Michael, Philadelphia 24, Pa 
N.Y Kalwall Corp., Manchester 3, N. H 
Weck & Co., Inc., Edward, Long Island City Kawneer Co., Niles 20, Mich 
i & Marmet Corp., Wausau 1, Wis 
Michaels Art Bronze Co., The, Covington 12 
Ky. 
Mirawal Co., Port Carbon 65, Pa 
Valley Metal Products Co., Plainwell 80, Mich 
Ware Aluminum Windows, Inc., Miami 35, Fla 


> Drapery Track Corp., Allentown 3, Pa 
Drapery Track Corp., Allentown 3 Pa.  @RTAINS: BED SCREEN 
vest Nyack 4, N. Y Precision Dynamics Corp., Burbank 5, Calif 
c., New York 16, N. Y 
] A % Islanc ity 
» Ry Leng Island City § SURTAINS: CUBICLE 


rreeport 32, Ill Brewster Corp.. Old Lyme 71, Conn. 
General Cubicle Co., Ambler 2, Pa. 


CURTAIN FITTINGS AND Kuttnauer Mig. Co., Inc., Detroit 7. Mich. 
FIXTURES Robert Industries, Inc., H., St. Louis 10, Mo. 


ta SUPPly 


ADC Drapery Track Corp., Allentown 3, Pa 
Alley Co., Inc., E. E., Sloatsburg 74, N. Y 
ADC Drapery Track Corp., Allentown 3, Pa Baker Linen Co., H. W., New York 13, N. Y 
Beltor Mig. Corp., Marlton 53, N. J Bar-Ray Products, Inc., Brooklyn 32, N. Y 
Connolly Co., T. J., Chicago 6, Ill Beltor Mfg. Corp., Marlton 53, N. J 
3rant Pulley & Hardware Corp., Eastern Di ee eo Co., Norwalk 57, Ohio 
: vision, West Nyack 94, N. Y Capital Cubicle Co., Inc., Brooklyn 32, N. Y 
CUPS AND HOLDERS: SPUTUM Hill-Rom Co., Inc., Batesville 6, Ind Clark Linen & Equipment Co., Chicago 6, III 
IPCO Hospital Supply Corp.. New York 13, Hospital Furniture, Inc., Chicago 11, Ill Croydon Mig. Co., Inc., New York 1, N. Y 
N.Y Jiffy Join, Inc., New York 16, N. Y Debs Hospital Supplies, Inc., Chicago 32, Ill 
, Los Angeles 26 Fashion Seal Uniforms, New York 1, N. Y. 
Glass Fabrics, Inc., Los Angeles 69, Calif 
Co., Inc., A. R., Long Island City 1 Grant Pulley & Hardware Corp., Eastern Di- 
N. Y vision, West Nyack 94, N. Y. 
Silent Gliss, Inc., Freeport 32, Ill Hill-Rom Co., Inc., Batesville 6, Ind. 
Stanley-Judd Division of The Stanley Works Hospital Furniture, Inc., Chicago 11, Ill 
Jamieson Inc., Chicago 5, Ill 


General Cubicle Co., Ambler 2. Pa. 


Marshall-McMurray Co 


Calif 
Nelson 


Wallingford 92, Conn 


Th YOU OWE IT TO YOURSELF TO 
e CHECK THE SUPERIORITY 
OF 


Heart GENERAL CUBICLE 


of HARDWARE AND CURTAINS. 


the 
Cubicle... | aie 


SAMPLE SUBMITTED UPON 


ESTIMATED COST OF YOUR 
REQUIREMENTS WILL BE GIVEN. 


G E N E RA L MAIL BLUEPRINT OR" TAKE OFF" 
CARRIER 


GENERAL CUBICLE CO. 
P.O. BOX 172 AMBLER, PENNA. 19002 


STRONG * DURABLE + ATTRACTIVE 
SMOOTH FLOWING OPERATION 


For more facts circle 58 on reply card 





Jiffy Join, Inc., New York 16, N. Y. 
Jolo Plastics Corp., New York 16, N. Y. 
Meinecke & Co., Inc., 
Melrose Hospital Uniform Co., Inc., 
22, ¥s 
Nelson Co., Inc., 
Y 


Baltimore 4, Md. 
Brooklyn 


A. R., Long Island City 1, 


Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Plastic Products Inc., Richmond 23, Va 

Precision Dynamics Corp., Burbank 5, Calif. 

Ross, Inc., Will, Milwaukee 12, Wis 

Sherman Mills Co., Boston 15, Mass 

Sherriff Associates, Inc., New York 22, N. Y. 

Silent Gliss, Inc., Freeport 32, Ill. 

Standard Textile Co., Inc., Cincinnati 37, 


Ohio 

Stanley-Judd Division of The Stanley Works, 
Wallingford 92, Conn 

Textura Ltd., Beverly Hills 10, Calif 

U. S. Hospital Supply Corp., New York 3 
N. Y¥ 

Webb Mfg. Co., Philadelphia 33, Pa 


CURTAINS: CUBICLE (FLAME- 
RESISTANT) 


General Cubicle Co.. Ambler 2, Pa. 


Beltor Mig. Corp., Marlton 53, N. J 

Glass Fabrics, Inc., Los Angeles 69, Calif 

Grant Pulley & Hardware Corp., Eastern Di- 
vision, West Nyack 94, N. Y 

Hill-Rom Co., Inc., Batesville 6, Ind 

Nelson Co., Inc., A. R., Long Island City 1 
N. Y. 

Plastic Products Inc., Richmond 23, Va 

Sherman Mills Co., Inc., Boston 15, Mass 

Stanley-Judd Division of The Stanley Works, 
Wallingford 92, Conn 

Textura Ltd., Beverly Hills 10, Calif. 

Webb Mig. Co., Philadelphia 33, Pa 


CURTAINS: SHOWER BATH 


Alley Co., Inc., E. E., Sloatsburg 74, N. Y. 

Baker Linen Co., H. W., New York 13, N. Y 

Beltor Mfg. Corp., Marlton 53, N. J 

Clark Linen & Equipment Co., Chicago 6, Ill 

Cotton Goods Mfg. Co., Chicago 6, Ill. 

Don & Co., Edward, Chicago 16, Ill 

Hospital Furniture, Inc., Chicago 11, IIl. 

Jamieson Inc., Chicago §, Ill 

Jolo Plastics Corp., New York 16, N. Y 

Kansas City White Goods Mig. Co., 
City 8, Mo 

Marketon Co., Los Angeles 11, Calif 

Plastic Products, Inc., Richmond 23, Va 

Standard Textile Co., Inc., Cincinnati 37, Ohio 

Tolin Mfg. Corp., Miami 47, Fla 

Webb Mig. Co., Philadelphia 33, Pa 


CUSHIONS: BEDPAN 


Guardian Products Co., Inc., N. Hollywood 5, 
Calif. 


Popper & Sons, Inc., New York 10, N. Y. 


CUSHIONS: COMFORT 
(INFLATABLE) 


Bittner Corp., New York 13. N. Y. 


Kansas 


Davol Rubber Company, Providence 1, R. I 
Howard Sales Co., Pasadena 7, Calif 


CUSHIONS AND PADS: 
BEDPAN, CHAIR, WHEEL 
CHAIR, STOOL, ETC. 


Everest & Jennings. Inc., Los Angeles 25, 
Calif. 

Guardian Products Co., Inc., N. Hollywood 5, 
Calif. 

IPCO Hospital Supply Corp.. New York 13, 
N.Y 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich 


Ajusto Equipment Co., Bowling Green 2, Ohio 

Bel-Art Products, Pequannock 40, N. J 

Burrows Co., Chicago 45, Ill 

Commander-Omni Co., Inc., Brooklyn 21, N. Y 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Custom Covers Inc., New Rochelle | 7 Y 

Davol Rubber Company, Providence 1, I 

Debs Hospital Supplies, Inc., Chicago ‘1, Ill. 

Fabrics, Inc., Montgomery 4, Ala 

Faultless Rubber Co., Ashland 5, Ohio 

Firestone Rubber & Latex Producis Co., Fall 
River 22, Mass. 


Goodrich Co., B. F., Hospital & Surgical 
Products, Akron 18, Ohio 
—s Supply Corporation, New York 13, 

Meinecke & Co., Inc., Baltimore 4, Md 

Meridian Standards Corp., New York 10, N. Y. 

Neth Co. Art, Chicago 14, Ill. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Popper & Sons, Inc., New York 10, N. Y 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Seamless Rubber Co., New Haven 3, Conn 

Surgicon Corp., New York 3, N. Y 

U. S. Hospital Supply Corp., New York 3 
N.Y 

Weck & Co., Inc., 
me ¥ 


CUTTERS: MEAT, BONE, FISH 


Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill 

Toledo Scale, Division of Toledo Scale Corp., 
Toledo 12, Ohio 


CUTTERS: VEGETABLE 


Hosp-i-Ware Products Division of Bloomfield/ 
Silex Industries, Inc., Chicago 32, Ill 

Insinger Machine Co., Philadelphia 35, Pa 

Leland Detroit Mfg. Co., Detroit 10, Mich. 

Qualheim, Inc., Racine 3, Wis 

Smith's Sons Co., John E., Buffalo 3, N. Y 

Young Co., H. G. W., Division of Insinger Ma- 
chine Co., Philadelphia 35, Pa 


DEALKALIZERS: WATER 


King of Prussia 


Edward, Long Island City 


Cochrane Division-Crane Co., 
, Pa 
Elgin Softener Inc., Elgin 21, Ill 


DEHUMIDIFIERS 


Amana Refrigeration, Inc., Amana 3, lowa 

American Hospital Supply Corp., Evanston 1, 
Ill. 

~~ eames Industrial Division, Detroit 
32, 

Carrier i Conditioning Co., Syracuse 1, N. Y. 

Ebco Mfg. Co., Columbus 13, Ohio 

Kelvinator Division, American Motors Corp., 
Detroit 32, Mich 

Surface Combustion Division of Midland-Ross 
Corp., Toledo 1, Ohio 


DEMINERALIZERS: WATER 


American Water Softener Section, Rex Chain 
Belt Inc., Milwaukee 14, Wis 
Barnstead Still & Sterilizer Co., 

ass. 

Cochrane Division-Crane Co., 
6, Pa. 

Comroe Laboratories, Inc., Chicago 36, Ill. 

Consolidated Machine Corp., Boston 35, Mass. 

Crystal Research Laboratories, Inc., Hartford 
3, Conn 

Culligan, Inc., Northbrook 12, Ill 

Elgin Softener Inc., Elgin 21, 

Filtrine Mfg. Co., Waldwick 63, ‘N. J. 

Fisher Scientific Co., Pittsburgh 19, Pa. 

Graver Water Conditioning Co., Division of 
Union Tank Car Co., Union 83, ; 

Permutit Co., A Division of Pfaudler Permutit 
Inc., Paramus 52, N. J. 

Scientific Products Division, American Hospi- 
tal Supply Corp., Evanston 1, Ill. 


DENTAL FLOSS 
Gudebrod Bros. Silk Co., Inc., Philadelphia 


Boston 31, 


King of Prussia 


, Pa. 
Johnson & Johnson — Hospital Division, New 
Brunswick 1, N. J. 
White Co., S. S., Philadelphia 5, Pa. 


DENTIFRICES 


Colgate-Palmolive Co., New " SS wv. F. 
Rystan Co., Mount Vernon 50, N. 

White Co., s. S., Philadelphia 5, aa 

Whitehall Laboratories, New York 17, N. Y. 


Alconox, Inc., New York 3, N. Y. 


Clyserol Laboratories, Inc., Oklahoma City 1, 
Okla. 

IPCO Hospital Supply Corp.. New York 13, 
N 


SA 
Kuttnauer Mig. Co., Inc, Detroit 7, Mich. 
National Chemsearch Corp., Dallas 7, Texas 
Wyandotte Chemicals Corp., J. B. Ford Divi- 
sion, Wyandotte 93, Mich. 
Zep Mig. Corp., Atlanta 18, Ga. 





Abco, Inc., McKeesport 34, Pa. 

Aeroceuticals, Inc., Bridgeport 5, Conn. 

Aireactor Corp., New York 16, N. Y. 

Airkem, Inc., New York 17, N. Y. 

“Allright’’ Chemical Co., New York 32, N. Y. 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
Ill. 

American Ultraviolet Co., Summit 1, N. J. 

Associated Just Distributors, Inc., Baltimore 
31, 

Atlantic Ultraviolet Corp., Long Island City 
~ & 2 

Ayerst Laboratories, New York 17, N. Y. 

Babbitt, Inc., B. T., New York 22, N. Y. 

Bee-Kem Products, Inc., New York 17, N. Y. 

Benephen Antiseptic Products Division, Hal- 
sted Pharmaceuticals, Inc., Pleasantville 70, 


Blank Drug Corp., Long Island City 5, N. Y. 

Brulin & Co., Inc., Indianapolis 7, Ind. 

Burrows Co., Chicago 45, Ill. 

Colgate-Palmolive Co., New York 22, N. Y. 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Dolge Co., C. B., The, Westport 80, Conn. 

Don & Co., Edward, Chicago 16, IIl. 

Economics Laboratory Inc., New York 17, 
N. Y 

Edison Industries, Thomas A., McGraw-Edi- 
son Co., Medical Gas Division, Stuyvesant 
Falls 74, N. Y. 

Fuller Brush Co., Industrial Products Divi- 
sion, East Hartford 8, Conn. 

Hillyard Chemical Co., Hospital Division, St 
Joseph 2, Mo. 

Holcomb Mig. Co., Inc., J. I., Indianapolis 
, Ind. 

Huntington Laboratories, Inc., 
Ind. 

Hysan Products Co., Chicago 9, Ill. 

Industrial Chemical Laboratories, Inc., Oma- 
ha 2, Nebr. 

Johnson & Son, Inc., S. C., Racine 3, Wis. 

Keystone Scent-Conditioner Corp., Philadel- 
phia 7, Pa. 

Lamco Chemical Co., Inc., 

Le Fevre Chemical Co., 
Okla 

Lehn & Fink Products Corp., Professional Di- 
vision, Toledo 12, Ohio 

Levernier Laboratories, Inc., Syracuse 67, Ind. 

Medafab Corp., Manitowoc 21, Wis. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Midland Laboratories, Dubuque 1. lowa 

National Cylinder Gas Division of Chemetron 
Corp., Chicago 11, Ill 

Nilodor Co., Inc., New York 17, N. Y. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Oakite Products, Inc., New York 6, N. Y. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Perma-Type Co., Inc., West Hartford 10, 
Conn. 

Puritan Chemical Co., Atlanta 18, Ga. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Rystan Co., Mount Vernon 50, N. Y. 

Sanfax Corporation, Atlanta 3, Ga. 

Schueler & Co., New York 11, N. Y. 

Seamless Rubber Co., New Haven 3, Conn. 

Snowden-Pencer Corp., Los Gatos 31, Calif. 

Sprayway, Inc., Chicago 20, Ill. 

U. S. Hospital Supply Corp., New York 3, 
N. Y 


Huntington 50, 


Boston 10, Mass. 
Oklahoma City 5, 


Vestal Laboratories, Division of W. R. Grace 
& Co., St. Louis 10, Mo 

Virginia Chemicals Inc., 

West Chemical Products, Inc., 
City 1, N. Y. 

Western Chemical Co., St. Joseph 1, Mo. 

Wocher & Son Co., Max, Cincinnati 2, Ohio 

Woodlets Inc., Buffalo 3, N. Y. 


‘West Norfolk 3, Va. 
Long Island 


DEODORIZERS: 
ELECTRICALLY-OPERATED 


Aireactor Corp., New York 16, N. Y. 

Airkem, Inc., New York 17, N. Y. 

‘Allright’ Chemical Co., New York 32, N.Y. 

Atlantic Ultraviolet Co., Inc., Long Island 
City 1, N. Y 
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DEODORIZERS: 
PHARMACEUTICAL 
(TABLETS) 


DEPRESSORS: TONGUE 


ion of Brunswick, 


DESKS: OFFICE 


Royalmetal Corp.. New York 16, N. Y. 


DESKS: WRITING AND STUDY 


Brunswick Corp.. Commercial Furniture Divi- 
sion, Kalamazoo 3, Mich. 

Royalmetal Corp. New York 16, N. Y. 

Shampaine Industries, Inc., St. Louis 4, Mo. 

Simmons Co., Contract Division, Chicago 54. 
Il. 


DESKS AND CHART CABINETS: 
NURSES’ STATION 


Shampaine Industries, Inc., St. Louis 4, Mo 


« 


Co., Chicago 
c., Long Island City 


Washburn & G 


Jamestown Metal Products, Inc., Jamestown I, 


Richmond 17, 


N. Y. 
Laboratory Furniture Co., Inc., 
Va 


Lyon Metal Products, Inc., Aurora 7, Ill. 

Macrobiotics, Inc., Whitestone 57, N. Y. 
Maysteel Products, Inc., Milwaukee 3, Wis 

Meinecke & Co., Inc., Baltimore 4, Md 
Mueller & Co., V., Chicago 12, Ill 

Nelson Co., Inc., A. R., Long Island City 1, 
N. Y. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Overland Electric Co., Inc., Cicero 50, Ill. 

Physicians & Hospitals Supply Co., Inc., Min- 
— 3, Minn. 

Ross, Inc., Will, Milwaukee 12, Wis 

5 Industries, Inc., Wilson Division 

olumbus 6, Ga. 

Sheldon Equipment Co., E. H., Muskegon 40, 

Tamaqua 52, Pa. 

Johnstown 4 


horner Mfg. Co., Inc., 
United Metal Fabricators, Inc., 
Pa . 
J Hospital Supply Corp., New York 3 
” 
Watson Mig. Co., Inc., Jamestown 1, N. Y. 
Wocher & Son Co., Max, Cincinnati 2, Ohio 


DESTRUCTORS: 
HIGH-TEMPERATURE 
ANATOMICAL AND 
SURGICAL WASTE, DRY 
REFUSE, CONCENTRATED 
(GARBAGE) 


x0der Incinerators, 
age 7, Ill 

Kellogg Mann Cor 'P 

Morse Boulger, I 

silent slow Oil. Burner Corp 


Joseph, Elk Grove Vil- 
Buffalo 3, N. Y 

Corona 68, N. Y. 

i Hartford | 
Conn 


Paterson 24, N. J. 


ranger, Inc., 


DETECTORS: FIRE 
Notifier Corp.. Lincoln 4, Nebr. 


ardox-Division of Chemetron Corp., Chicago 
ll Il 
Dictograph Products Inc., Danbury 10, Conn 
F on Alarm Co., Springfield 81, N. J 
Fenwal Incorporated, Ashland 21, Mass 
zeneral Electric Co., Apparatus Sales, Sche- 

° , Providence 1, R. | 

rell, M inne apolis 8, Minn. 
. nc., Walter, Belleville 9, N. J 


Inc., Union 73, N. J 


DETECTORS: SMOKE 


ion of Rixson Inc 


DETERGENTS 


Alconox, Inc., New York 3, N. Y. 

American Sterilizer Co., Erie 6, Pa. 

IPCO Hospital Supply Corp. New York 13. 
N. Y. 


Nati 1 Ch rch Corp.. Dallas 7. Texas 

Wyandotte Chemicals Corp., J. B. Ford Divi- 
sion, Wyandotte 93, Mich. 

Zep Mig. Corp., Atlanta 18, Ga 





Keesport 34, Pa 
Chemical Co., San Francisco 2, 


New York 17, N. Y 
§ Science Division of Brunswick 
3, Mo 


Hospital Supply Corp., 


Toledo 3, Ohio 
Inc., New York 17, N 
, Long Isand City 5, N 
ne., Indianapolis 7, Ind 
, Buffalo 9, N. Y 
Co., New York 22, N. Y 
Chicago 6, Ill 
B., The, Westport 80, Conn 
Edward, Chicago 16, Ill 
Chemicals Inc., Cincinnati 2, Ohio 
cs Laboratory, Inc New York 17 


Evanston 


Edison themical Co., Inc., S. M., Chicago 


Essential Chemicals Co., Milwaukee 17, Wis. 
Finnell System Division of Masury-Young Co., 
Boston 29, Mass 


Foley-Irish, Division of Insinger Machine Co., 
Philadelphia 

Franklin Research Co., Philadelphia 31, Pa. 

Hillyard Chemical Co. , Hospital Division, St. 
Joseph 2, 

Horizon Industries, Minneapolis 1, Minn. 

Hunnewell Soap Co., Cincinnati 14, Ohio 

Huntington Laboratories, Inc., Huntington 50, 
Ind. 

Hysan Products Co., Chicago 9, Ill. 

Jobst Institute, Inc., Toledo 1, Ohio 

Keever Co., Columbus 15, Ohio 

Kelite Corp., Berkeley Heights 22, N. J. 

Kidde & Co., Inc., Walter, Belleville 9, N. J 

Kohnstamm & Co., Inc., H., Chicago 11, Ill. 

Lehn & Fink Products Corp., Professional Di- 
vision, Toledo 12, Ohio 

Linbro Chemical Co., Inc., New Haven 1], 
Conn. 

Marlyn Chemical Co., Inc., Lakeview 31, 
Ohio 

Meinecke & Co., Inc., Baltimore 4, Md. 

Midland Laboratories, Dubuque 1, lowa 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Oakite Products, Inc., New York 6, N. Y. 

Peck’s Products Co., St. Louis 47, Mo. 

Pennsalt Chemicals Corp., Philadelphia 2, Pa 

Pharmaseal Laboratories, Glendale 1, Calif. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Procter & Gamble Co., Cincinnati 1, Ohio 

Ross, Inc., Will, Milwaukee 12, Wis 

Rotary Hospital Equipment Corp., ‘Buffalo 25, 
N. Y. 


Sanfax Corporation, Atlanta 3, Ga 

Schueler & Co., New York 11, N. Y. 

Sexton & Co., John, Chicago 32, Ill. 

— Scientific Supply Corp., New York 
3 Y. 

pm. Duparquet, Inc., New York 3, N. Y. 

Twin City Shellac Co., Inc., Brooklyn 5, N. Y. 

U. S. Borax & Chemical Corp., Los Angeles 
5, Calif. 

U a, Hospital Supply Corp., New York 3, 

Y 


Pe al Laboratories Division of W. R. Grace 
& Co., St. Louis 10, Mo. 

Von Schrader Mig. Co., Racine 3, Wis. 

West Chemical Products, Inc., Long Island 
City 1, N 

Western Chemical Co., St. Joseph 1, Mo. 

Winthrop Laboratories, New York 18, N. Y. 


DIAPERS: DISPOSABLE 


— Hospital Supply Corp., New York 13, 

mikes Mig. Co., Inc., Detroit 7. Mich. 

Acme Cotton Products Co., Inc., Valley 
Stream 82, N. Y. 

Blank Drug Corp., Long Island City 5, N. Y 

Burrows Co., Chicago 45, Ill. 

Busse Hospital Disposables Inc., Great Neck 
21, N. Y. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Dexter Diaper Factory, Houston 8, Texas 

Diana v § Co., Green Bay 4, Wis. 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N. J. 

Kendall Co., The, Hospital Products Division, 
Chicago 6, Iil. 

Macrobiotics, Inc., Whitestone 57, N 

Marsales Co., Inc., New York 18, N. Y 

Meinecke & Co., Inc., Baltimore 4, Md. 

Meridian Standards Corp., New York 10 
N. Y. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Parke, Davis & Co., Surgical Dressings Sales, 
Detroit 32, Mich 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Ross, Inc., Will, oo 12, Wis. 

U. § Hospital Supply Corp., New York 3, 


N. Y. 
Whitestone Products Corp., Farmingdale 35, 
N. Y. 


DIAPERS: WASHABLE 


Bittner Corp. New York 13, N. Y. 
a x4 Hospital Supply Corp.. New York 13, 


edieenes |e: Co., Inc., Detroit 7, Mich. 

Posey Co., J. T.. Pasadena 7, Calif. 

Atco Surgical Supports, Inc., Cuyahoga Falls 
21, Ohio 

Baker Linen Co., H. W., New York 13, N. Y. 





Carolina Absorbent Cotton Co., Division of 
Barnhardt Mig. Co., Inc., Charotte }, N. C. 

Chicopee Mills, Inc., Professional Products Di- 
vision, New York 13, N. Y 

Clark Linen & Equipment Co., Chicago 6, Il. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Dexter Diaper Factory, Houston 8, Texas 

Dundee Mills Inc., New York 18, N. Y. 

Jamieson Inc., Chicago 5, Ill 

Johnson & "4 — Hospital Division, New 
Brunswick 1, 

Kendall Co., 
Chicago 6, Ill 

Lin Mfg. Co., Clinton 1, Okla. 

Marketon Co., Los Angeles 11, Calif. 

Marsales Co., Inc., New York 18, N. Y 

Meinecke & Co., Inc., Baltimore 4, Md 

Meridian Standards Corp., New York 10, N. Y 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Plastic Film Products Corp., Hospital Division, 
Akron 8, Ohio 

Rhoads & Company, Philadelphia 8, Pa 

Ross, Inc., Will, Milwaukee 12, Wis 

Rubens & Marble Inc., Chicago 14, Ill 

Sherman Mills, Inc., Boston 15, Mass. 

Standard Textile Co., Inc., Cincinnati 37, 
Ohio 

U. S. Hospital Supply 
N. Y. 


J. 
the, Hospital Products Division, 


New York 3, 


DICERS: FOOD 


Don & Co., Edward, Chicago 16, Ill. 

Hobart Mfg. Co., Troy 73, Ohio 

Insinger Machine on Phil adelphia 35, Pa 

Young Co., H Division of Insinger Ma 
chine Co., Phi sede ia 35, Pa 


DICTATING AND 
TRANSCRIBING MACHINES 


(COMBINED) 


DeJur-Amsco Corp., Long Island City 1, N. Y. 

Dictaphone Corp., New York 17, N. Y. 

Edison Industries, Thomas A., McGraw-Edi- 
son Co., Voicewriter Division, West Orange 
52, N. J 

Gray Mig Co., Tecumseh 86, Mich. 

Miles Reproducer Co., Inc New York 
N. Y. 

SoundScriber Corp., 

Stenocord Dictation Systems, 
Calif 


DICTATING MACHINES AND 
ACCESSORIES 


Dictaphone Corp., New York 

Edison Industries, Thomas A., M 
Co., Voicewriter Division st 
52, N. J. 

Gray Mfg. Co., Tecumseh 86, Mich 

International Business Machines Corr New 
York 22, N. Y 

Miles Reproducer Co., Inc., 


North Haven 73, Conn 
Los Angeles 4, 


17 
raw-Edison 
Orange 


New York 12, 


SoundScriber Corp., North Haven 73, Conn. 
Stenocord Dictation Systems, Los Angeles 4 
Calit. 


DIET THERAPY PRODUCTS 


Borcherdt Co., Chicago 12, Ill. 
Doyle Pharmaceutical Co., D. M 
lis 16, Minn 


Minneapo 


DIFFUSERS: AIR 


Anemostat Products Division, Dynamics Corp 
of America, Scranton 1, Pa 

Barber-Colman Co., Rockford 12, Ill 

Hart & Cooley Mig. Co., Holland 23, Mich 

Pyle-National Co., Chicago 51, IIl. 


DIRECTORIES: BUILDING 


Davenport & Son Co., A. C. Palatine 67, Ill. 

Acme Bulletin & Directory Board Corp., New 
York 3, N. Y 

Architectural Bronze 
Skokie 76, Ill. 

Best Mig. Co., Kansas City 9, Mo. 

Claridge Products & Equipment, Inc., Harri- 
son 1, Ark 

McGann Bronze, Inc., 

Michaels Art Bronze Co., 


& Aluminum Corp 


Somerville 43, Mass. 

The, Covington 12 
Ky. 

Nelson-Harkins Industries, Inc., Chicago 25, 

Ill. 


Plastic Letter Industries, Inc., Chicago 6, II. 

Southwell Co., San Antonio 5, Texas 

Tablet & Ticket Co., Chicago 7, Ill. 

United States Bronze Sign Co., Inc., New 
York 1, N. Y. 

Zax Corporation, Nashua 60, N. Y. 


DIRECTORIES: NAME-STRIP 


Best Mfg. Co., Kansas City 9, Mo. 
Tablet & Ticket C>., Chicago 7, Ill. 


DISHES: PAPER 


Continental Can Co., Inc., New York 17, 
SA 

Don & Co., Edward, Chicago 16, IIl. 

Keyes Fibre Co., Waterville 2, Maine 

Lily-Tulip Cup Corp., New York 17, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Ross, Inc., Will, Milwaukee 12, Wis. 

Solo Cup Co., Chicago 49, Ill. 

U. S. Hospital Supply Corp., New York 3, 
N. Y 


DISHES: PLASTIC 
IPCO Hospital Supply Corp., New York 13, 
NY 


Kuttnauer Mig. Co.. Inc., Detroit 7, Mich. 


Admiral Equipment Co., New York 11, N. Y. 

Boonton Molding Corp., Boonton 5, N. J. 

Clark Linen & Equipment Co., Chicago 6, Il. 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, IIl. 

Don & Co., Edward, Chicago 16, Il. 

Harold Supply Corporation, New York 13, 

Jones Metal Products Co., Zylon Products, 
Inc., Subsidiary, West Lafayette 45, Ohio 
(Autoclavable) 

Keyes Fibre Co., Waterville 2, Maine 

Lenox Plastics Inc., St. Louis 16, Mo 

Libbey Glass Division, Owens-Illinois, Toledo 
1, Ohio 

Lily-Tulip Cup Corp., New York 17, N. Y. 

McDonald Company, Reading 67, Mass. 

Macrobiotics, Inc., Whitestone 57, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Meridian Standards Corp., New York 10, N. Y. 

Northern Industrial Chemical Co., Division of 
C.M.P. Corp., Old Forge 18, Pa. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Plastics Mig. Co., Dallas 24, Texas 

Prolon Plastics Division Pro-Phy-Lac-Tic 
Brush Co., Florence 62, Mass. 

Republic Molding Corp., Niles 48, III. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Si Lite Inc., Chicago 39, IIl. 

Strauss-Duparquet, Inc., New York 3, N. Y 

Surgic Sales Co., Lawrence 40, Mass. 

U. S. Hospital Supply Corp., New York 3, N. Y. 

Van Brode Milling Co., Inc., Clinton 10, Mass 


DISHES: SOAP 


Beam Metal Specialties, Inc., Long Island 
City 3. N. Y. 

IPCO Hospital Supply Corp., New York 13, 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Zep Mig. Co., Atlanta 18, Ga. 


New York 11, N. Y. 


Admiral Equipment Co., 
Farm- 


Architectural Metalcraft Industries, Inc., 
ingdale 35, N. Y. 

— Brass Works Corp., Los Angeles 23, 
ali 

Burrows Co., Chicago 45, IIl. 

Busse Hospital Disposables Inc., 
21, N. Y. (Disposable) 

Crane Co., Plumbing-Heating-Air Condition- 
ing Group, Johnstown 7, Pa. 
Debs Hospital Supplies, Inc., 

Ill. 
Don & Co., Edward, Chicago 16, III. 
Jones Metal Products Co., Zylon Products, 
Inc., Subsidiary, West Lafayette 45, Ohio 
Meinecke & Co., Inc., Baltimore 4, Md. 
Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 
Park Surgical Co., Inc., Brooklyn 19, Ill. 
Premium Plastics Inc., Chicago 16, Ill. 
Reed-Cromex Corp., Cleveland 12, Ohio 
Reliable Metal Products Co., Inc., Mount Ver- 
non 50, N. Y. 


Great Neck 


Chicago 31, 


Ross, Inc., Will, Milwaukee 12, Wis. 
Rubbermaid, Inc., Wooster 92, Ohio 
me 4 Hospital Supply Corp., New York 3, 


Vollrath Co., The, Sheboygan 82, Wis. 


Admiral Equipment Co., New York 11, N. Y. 

Advance vy Service Equipment, Inc., West- 
bury 90, L. * 4 

Blakeslee & os. G. S., Chicago 50, Ill. 

Champion Dish Washing Machine Co., Win- 
ston Salem 6, N. C. 

Cunningham Co., Chicago 7, Ill. 

Don & Co., Edward, Chicago 16, Ill. 

Elkington Mfg. Co., San Francisco 24, Calif. 

Fearless Dishwasher Co., Inc., Rochester 2, 
N. Y. 
Frigidaire Division, 
Dayton 1, Ohio 
General Electric Co., Commercial Equipment 
Dept., Chicago Heights 11, 

General Electric Co., Major Appliance Divi- 
sion, Louisville 25, Ky. 

Hobart Mfg. Co., Troy 73, Ohio 

Insinger Machine Co., Philadelphia 35, Pa. 

Jackson Products Co., Tampa 4, Fla. 

Kelvinator Division, American Motors Corp., 
Detroit 32, Mich. 

Kewanee Washer Corp., Kewanee 43, Ill. 

Pick Co., Inc., Albert, Chicago 8, III. 

Straus-Duparquet, Inc., New York 3, N. Y. 

Toledo Kitchen Machines, Division of Toledo 
Scale Corp., Rochester 21, N. Y. 

Toledo Scale, Division of Toledo Scale Corp., 
Toledo 12, Ohio 

United Manufacturers, Nutley 10, N. J. 

Universal Dishwashing Machinery Co., Nut- 
ley 10, N. J. 

Vulcan-Hart Corp., Louisville 3, Ky. 

Westinghouse Electric Corporation, Pittsburgh 


30, Pa. 


DISINFECTANTS 


wee Mig. Co., Inc., Detroit 7, Mich. 
Nati h Corp., Dallas 7, Texas 

eae Chemicals Corp., J. B. Ford Divi- 
sion, Wyandotte 93, Mich. 

Zep Mig. Corp.. Atlanta 18, Ga. 


General Motors Corp., 





Abbott Laboratories, North Chicago 64, Ill. 

Abco, Inc., McKeesport 34, Pa 

Advance Chemical Co., San Francisco 2, 
Calif. 

Aireactor Corp., New York 16, N. Y. 

Airkem, Inc., New York 17, N. Y. 

American Cystoscope Makers, Inc., Pelham 
Manor 3, N. Y. 

— Hospital Supply Corp., Evanston 1, 
Ill. 


Arbrook, Somerville 76, N. J. 

Associated Just Distributors, Inc., Baltimore 
31, Md 

Bard-Parker Co., Inc., A Division of Becton, 
Dickinson & Co., Rutherford 70, N. 

Bee-Kem Products Inc., New York 17, N. Y. 

Brulin & Co., Inc., Indianapolis 7, Ind. 

Burrows Co., Chicago 45, Ill. 

Clorox Co., Oakland 1, Calif. 

Colgate-Palmolive Co., New York 22, N. Y. 

Davies-Young Soap Co., Dayton 1, Ohio 

Diversey Corp., Chicago 6, IIl. 

Dolge Co., C. B., The, Westport 80, Conn. 

Don & Co., Edward, Chicago 16, Ill. 

du Pont de Nemours & Co. (Inc.), E. L, In- 
dustrial & Biochemicals Dept., Wilmington 
98, Del. 

Economics Laboratory Inc., New York 17, N. Y. 

Franklin Research Co., Philadelphia 31, Pa. 

Fuller Brush Co., Industrial Products Divi- 
sion, East Hartford 8, Conn. 

Harley Chemicals, Inc., Philadelphia 37, Pa. 
Hillyard Chemical Co., Hospital Division, St. 
Joseph 2, Mo. 
Holcomb Mig. Co., 

Ind. 
Hunnewell Soap Co., 
Huntington Laboratories, Inc., 
Ind. 
Hysan Products Co., Chicago 9, Ill. 
Industrial Chemical Laboratories, Inc., Oma- 
ha 2, Nebr. 
Johnson & Son, Inc., S. C., Racine 3, Wis. 
Lehn & Fink Products Corp., Professional Di- 
vision, Toledo 12, Ohio 
Meinecke & Co., Inc., Baltimore 4, Md. 
Midland Laboratories, Dubuque 1, Iowa 
Mifflin, McCambridge Co., Riverdale 40, Md. 
Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 


Inc., J. I., Indianapolis 7, 


Cincinnati 14, Ohio 
Huntington 50, 
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DISINFECTANTS— Cont'd. 
akite Products, Ir New York 6, N. Y 
I Detroit 32, Mich 
, St. Louis 47, Mo 
mphis 12, Tenn 
sal Co., Atlanta .18, Ga 
waukee 12, Wis 


sur 


Industrial-Insti 
pton 27, Mass 
veapolis 3, Minn 
r Los Angeles 


York 


DISINFECTANTS, 
BACTERICIDES, 
FUNGICIDES (LAUNDRY) 


Jee-Kem Products Inc., New York 17, N. Y 

tington Laboratories, Inc., Huntington 50 
ducts Corp Professional 
jo | Ohi 


DISINFECTORS: CLOTHING, 
BEDDING AND MATTRESS 


American Sterilizer Co., Erie 6, Pa. 
Scientific Equipment Mig. Corp. Larchmont 
38, N. Y. 


DISPENSERS: ALCOHOL 


wen & Bethesda 14 


DISPENSERS: BEVERAGE 
Crimsco, Inc., Kansas City 30, Mo. 


Aricta Metal 


: Minneapolis 2, Minn 
Division of Landers, Frary & 
- 9 


Inc New Kensington 
DISPENSERS: BREAD 


WoOwe’r n 


Cincinnati 2, Ohic 


DISPENSERS: COFFEE (COIN- 
OPERATED OR MANUAL) 


uwdner Mig. Co., Horicon 32, Wis 


DISPENSERS: CREAM 


Best Products Co. (Not Inc.), Chicago 18, Ill 
Fill-Rite Corp., Newark 2, N. J. 

Norris Dispensers, Inc., Minneapolis 8, Minn. 
Straus-Duparquet, Inc., New York 3, N. Y. 
Sunroc Corp., Glen Hiddle 37, Pa 

Wyott Corp., Cheyenne 1, Wyo 


DISPENSERS: DEODORANT 


Airkem, Inc., New York 17, N. Y 

Hillyard Chemical Co., Hospital Division, St 
Joseph 2, Mo 

Holcomb Mfg. Co., Inc., J. L, 
Ind 

West Chemical Products, Inc., Long Island 
City 1, N. Y¥ 


DISPENSERS: DISH (SELF- 
LEVELING) 


Swartzbaugh Division, United Service Equip- 
ment Co., Inc., Murfreesboro 31, Tenn. 
United Service Equipment Co.. Inc., Palmer 

69, Mass. 


Indianapolis 7, 


Shelley Mig. Co., Miami 42, Fla 


DISPENSERS: ICE 
Market Forge Co., Everett 49, Mass. 


Lern Inc., Chicago 22, Ill 
Mannhardt & Son, Inc., 
Queen Products Division of 
Thermos Co., Albert Lea 7, Minn 
Remcor Products Co., Chicago 11, Ill 
Serv-O-Lift Corp., Dorchester 25, Mass 


DISPENSERS: ICED TEA OR 
ICED COFFEE 


Cecilware-Commodore Products 
Island City 5, N. Y 
Western Urn Mig. Co., Los Angeles 37, Calif 


DISPENSERS: MILK 
(REFRIGERATED) 


Monitor Dispenser Co., Inc., 
Pa 

Norris Dispensers, Inc., Minneapolis 8, Minn 

United Refrigerator Co., Hudson 16, Wis 

Vacuum Can Co., Chicago 12, Ill 


DISPENSERS: NAPKIN 


Fort Howard Paper Co., Green Bay 5, Wis 

Hosp-i-Ware Products Division of Bloomfield / 
Silex Industries, Inc., Chicago 32, Ill 

Kimberly-Clark Corp., Neenah 57, Wis 

Marathon, Division of American Can Co., 
Neenah 57, Wis. 

Watrous, Inc., Bensenville 6, Ill 


DISPENSERS: NARCOTIC 


American Hospital Supply Co., Evanston 1, 
1] 
Ross, Inc., Will, Milwaukee 12, Wis 


DISPENSERS: PAPER CUP 


American Paper & Plastic Products, Inc., Mil- 
waukee 12, Wis 

Architectural Metalcraft Industries, Inc 
ingdale 35, N. Y. 

Bobrick Dispensers, Inc., 
Calif 

Dixie Cup Division of American Can Co., 
Easton 43, Pa 

Lily-Tulip Corp., New York 17, N. Y 

Smith-Lee Co., Inc., Milwaukee Division, Mil- 
waukee 12, Wis 

Solo Cup Co., Chicago 49, Ill. 

Sweetheart Cup Division, 
Corp., Owings Mills 17, Md 

Watrous, Inc., Bensenville 6, Ill 


DISPENSERS: PAPER TOWEL 


Architectural Metalcraft Industries, Inc., Farm- 
ingdale 35, N. Y. 

Bay West Paper Co., Green Bay 3, Wis 

Bennett Mig. Co., Inc., Alden 4, N. Y 

Bobrick Dispensers, Inc., Los Angeles 39, 
Calif. 

Brown Co., New York 17, N. Y 

Builders Brass Works Corp., Los Angeles 23, 
Calif 

Fort Howard Paper Co., Green Bay 5, Wis. 


W., Chicago 35, Ill 
King-Seeley 


ef 
U 


orp., Long 


Stroudsburg 60 


Farm- 


Los Angeles 339, 


Maryland Cup 


Industrial Chemical Laboratories, Inc., Oma- 
ha 2, Nebr. 

Marathon, Division of American Can Co., Nee- 
nah 57, Wis. 

Mipro Metal Products Co., South San Fran- 
cisco 82, Calif. 

Reliable Metal Products Co., Inc., Mount Ver- 
non 50, N. Y. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Scott Paper Co., Philadelphia 13, Pa. 

Straubel Paper Co., Green Bay 2, Wis. 

Wartrous, Inc., Bensenville 6, Ill 

West Chemical Products, Inc., Long Island 
City 1, N. Y. 


DISPENSERS: SILVERWARE 


Arista Metalcrafts Co., Paterson 4, N. J. 
Hosp-i-Ware Products Division of Bloomfield, 
Silex Industries, Inc., Chicago 32, Ill. 
Lincoln Mfg. Co., Inc., Fort Wayne 8, Ind. 
Steril-O-Matic Co., Inc., Indianapolis 5, Ind. 


DISPENSERS: SOAP (LIQUID) 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Co., Evanston 1, II! 

Architectural Metalcraft Industries, Inc., Farm- 
ingdale 35, N. Y. 

Bobrick Dispensers, Inc., Los Angeles 339, 
Calif. 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Crane Co., Plumbing-Heating-Air Condition- 
ing Group, Johnstown 7, Pa. 

Hillyard Chemical Co., Hospital Division, St. 
Joseph 2, Mo. 

Holcomb Mig. Co., Inc., J. I., Indianapolis 7, 
Ind. 


Huntington Laboratories, Inc., Huntington, 50, 
Ind 

Hysan Products Co., Chicago 9, IIl. 

Industrial Chemical Laboratories, Inc., Omaha 
2, Nebr 

Levernier Laboratories, Inc., Syracuse 67, Ind 

Meinecke & Co., Inc., Baltimore 4, Md. 

Midland Laboratories, Dubuque 1, lowa 

Reliable Metal Products Co., Inc., Mount Ver- 
non 50, N. Y. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Straus-Duparquet, Inc., New York 3, N. Y 

Vestal Laboratories, Division of W. R. Grace 
& Co., St. Louis 10, Mo. 

Watrous, Inc., Bensenville 6, Ill. 

West Chemical Products, Inc., Long Island 
City 1, N. Y. 

Western Chemical Co., St. Joseph 1, Mo 

Woodlets Inc., Buffalo 3, N. Y. 


DISPENSERS: SOFT DRINK 
Kold-Draft Division, Uniflow Mig. Co., Erie 11, 
Pa 


Queen Products Division of King-Seeley Ther- 
mos Co., Albert Lea 7, Minn. 


DISPENSERS: TOILET SEAT 
COVER 


Architectural Metalcraft Industries, Inc., Farm- 
ingdale 35, N. Y. 

Bobnck Dispensers, Inc., Los Angeles 39, 
Calif. 

Clark Paper Converting Corp., Los Angeles 
58, Calif. 

Consolidated Cover Co., San Francisco 24, 
Calif. 

Steiner Co., Chicago 11, Ill. 


DISPENSING STATIONS: 
MEDICINE (BUILT-IN) 


Market Forge Co., Everett 49, Mass. 


Amsco-Excel Division of American Sterilizer 
Co., Jamestown 1, N. Y. 

Atlantic Alloy Industries, Inc., Union 83, N. J. 

Blickman, Inc., S., Weehawken 87, N. J. 

Geneva Industries, Inc., Hospital Casework 
Division, Geneva 34, Il. 

Maysteel Products, Inc., Milwaukee 3, Wis. 

St. Charles Mfg. Co., Hospital Casework Di- 
vision, St. Charles 74, Ill. 

Sturdilite Products, Inc., Chicago 11, Ill. 

Watson Mig. Co., Inc., Jamestown 1, N. Y. 


DOILIES, PLACE MATS AND 
TRAY COVERS: PAPER 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 





Sorg Products Co., Aatell & Jones Division, 
Ligonier 67. Ind. 


Abco, Inc., McKeesport 34, Pa 

American Paper & Plastic Products, Inc., Mil 
waukee 12, Wis 

Burrows Co., Chicago 45, Ill 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill 

Don & Co., Edward, Chicago 16, Il 

Hoffmaster Co., Inc., Oshkosh 2, Wis 

KVP Sutherland Paper Co., Kalamazoo 4, 
Mich 

Meinecke & Co., Inc 

Mills Hospital Supply Co., 

Noveltex Paper Products Co., 
N. Y 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Pick Co., Inc., Albert, Chicago 8, IIl. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Royal Paper Products, Inc., Coatesville 20 
Pa 

Sayford Corp., Litchfield 59, Conn 

Sexton & Co., John, Chicago 32, Il 

Smith-Lee Co., Inc., Milwaukee Division, Mil- 
waukee 12, Wis. 

Standard Packaging Corp., a Lace Paper 
Division, Fort Wayne 1, 

Straubel Paper Co., Green _— 2, Wis 

S. Hospital Supply Corp., New York 3 

N.Y 

U. S. Lace Paper Works, Inc., 
N.Y¥ 


Baltimore 4, Md 
Chicago 45, Ill. 
New York 33, 


Brooklyn 11, 


DOLLIES: DISH RACK 


Crescent Metal Products, Inc., Cleveland 8, 
Ohio 

Bucks County Enterprises, Inc., Quakertown 

51, Pa 

Hodges & Co., Inc., 
Pa 

Spun Aluminum Products Corp., New York 12 
N 


DOLLIES: GARBAGE AND 
WASTE CAN 


Crescent Metal Products, Inc., Cleveland 8, 
hio 
Lakeside Mig. Inc., Milwaukee 7, Wis. 


William, Philadelphia 22, 


— County Enterprises, Inc., Quakertown 

1, Pa 

Jarvis & Jarvis Division, United Service Equip- 
ment Co., Inc., Palmer 69, Mass. 

Nutting Truck & Caster Co., Inc., 
ice Division, Faribault 21, Minn. 

Wasserstrom & Sons, Inc., N., Columbus 7, 
Ohio 

Wheel-Ring, South Pasadena 31, Calif. 


Food Serv- 


DOLLIES: MATTRESS 


Major Laboratory Mfg. Co., Oklahoma City 


1, Okla. 


DOOR UNITS, FRAMES 


Curtis Companies Incorporated, Clinton 32, 
lowa 

Fenestra, Inc., Architectural Products Divi- 
sion, Lima 2, Chio 

Kawneer Co., Niles 20, Mich. 

Lenderking Metal Products, Inc., Baltimore 24, 
Md 

Overly Mfg. Co., Greenspurg 1, Pa 

Steelcraft Mfg. Co., Cincinnati 42, Ohio 

Trussbilt, Division of Siems Bros., Inc., St. 
Paul 8, Minn 

Virginia Metal Products, Inc., Orange 60, 
Va 


DOORS: ACCORDION-TYPE 


Acme-Artforge, Inc., Chicago 8, Ill. 

Holcomb & Hoke Mfg. Co., Inc., Indianapolis 
7, Ind 

Hough Mfg. Corp., Janesville 45, Wis. 

New Castle Products, Inc., New Castle 62, 
Ind. 

Rolscreen Co., Pella 19, Iowa 


DOORS: ACOUSTICAL 
United States Plywood Corp., New York 17, 


DOORS: ALUMINUM, BRONZE 


Ellison Bronze Co., Inc., Jamestown 1, N. Y. 

Fleet of America, Inc., Buffalo 25, N. Y 

Kawneer Co., Niles 20, Mich. 

Lenderking Metal Products, Inc., Baltimore 24, 
Md 

McGann Bronze, Inc., Somerville 43, Mass. 

Marmet Corp., Wausceu 1, Wis 

Michaels Art Bronze Co., The, Covington 12, 
Ky. 

Mueller Brass Co., Port Huron 61, Mich. 

Newman Brothers, Inc., Cincinnati 16, Ohio 

Tyler Co., W. S., Cleveland 14, Ohio 

Valley Metal Products Co., Plainwell 80, 
Mich. 


DOORS: AMBULANCE ENTRY 
Electric Power Door, Hibbing 46, Minn. 


DOORS: CASEMENT 


Hope’s Windows, Inc., Jamestown 1, N. Y. 
Republic Steel Corp., Mfg. Division, Youngs- 
town 5, Ohio 


DOORS: CHUTE 


Lenderking Metal Products, Inc., Baltimore 
24, Md. 


DOORS: DWARF (PATIENT'S 
ROOM) 


Milwaukee-Ferrometal Stamping Corp., Chi- 
cago 5], Ill. 

Sanymetal Products Co., 
Ohio 


DOORS: ELEVATOR 


Jamestown 1, N. Y. 
Memphis 


Inc., Cleveland 12, 


Dahlstrom Mfg. Corp., 

Dover Corp., Rotary Lift Division, 
2, Tenn. 

Otis Elevator Co., New York 1, N. Y. 

Tyler Co., W. S., Cleveland 14, Ohio 


DOORS: FIRE-RESISTANT AND 
FIRE-RETARDING 


Hardwood Products Corp., Neenah 57, Wis. 

Lenderking Metal Products, Inc., Baltimore 24, 
Md 

Morgan Co., Oshkosh 2, Wis. 

Overly Mfg. Co., Greensburg 1, Pa 

Trussbilt Division of Siems Bros., Inc., St. Paul 
8, Minn 

United States Plywood Corp., New York 17, 
N. Y. 

Virginia Metal Products, Inc., Orange 60, Va. 

Weyerhaeuser Co., Wood Products Group, 
Tacoma 1, Wash. 


DOORS: FLUSH 


Curtis’ Companies Incorporated, Clinton 32, 
lowa 

Hardwood Products Corp., Neenah 57, Wis. 
Kawneer Co., Niles 20, Mich. 

Mengel Wood Industries, Inc., Louisville 2, 
K 


y. 

Morgan Co., Oshkosh 2, Wis. 

Simpson Timber Co., Seattle 1, Wash 

Un‘ . States Plywood Corp., New York 17, 
N 

Crouse Metal Products, Inc., Orange 60, Va. 

Weyerhaeuser Co., Wood Products Group 
Tacoma 1, Wash. 


DOORS: GLASS (TEMPERED- 
PLATE) 


Libbey-Owens-Ford Glass Co., Toledo 2, Ohio 
Pittsburgh Plate Glass Co., Glass Division, 
Pittsburgh 22, Pa. 


DOORS: HARDWOOD 


Curtis Companies Incorporated, Clinton 32, 
lowa 

Hardwood Products Corp., Neenah 57, Wis. 

Mengel Wood Industries, Inc., Louisville 2, 
K 


y- 

Morgan Co., Oshkosh 2, Wis. 

United States Plywood Corp., New York 17, 
N.Y 

Weyerhaeuser Co., 
Tacoma 1, Wash. 


Wood Products Group, 


DOORS: HOLLOW-METAL 


Dahlstrom Mfg. Corp., Jamestown 1, N. Y. 

Fenestra, Inc., Architectural Products Divi- 
sion, Lima 2, Ohio 

Lenderking Metal Products, Inc., Baltimore 24 
Md 

Overly Mig. Co., Greensburg 1, Pa. 

Steelcraft Mfg. Co., Cincinnati 42, Ohio 

Trussbilt Division of Siems Bros., Inc., St 
Paul 8, Minn. 


Virginia Metal Products, Inc., Orange 60, Va 


DOORS: LOUVERED 


Acme-Artforge, Inc., Chicago 8, IIl. 

Curtis Companies Incorporated, Clinton 32, 
Iowa 

Hardwood Products Corp., Neenah 57, Wis. 

Morgan Co., Oshkosh 2, Wis. 

Steelcraft Mfg. Co., Cincinnati 42, Ohio 


DOORS: PHOTOELECTRIC AND 
CARPET-CONTROL 


(AUTOMATIC) 


Ameray Corp., Kenvil 47, N. J. 
Electric Power Door, Hibbing 46, Minn. 
Kawneer Co., Niles 20, Mich. 


DOORS: REFRIGERATOR 
(WALK-IN) 


Jewett Refrigerator Co., Inc., Buffalo 13, N. Y. 


DOORS: SCREEN (DETENTION) 


Chamberlin Detention Screens Inc., Byram 73, 


onn. 
Kane Mfg. Corp., Kane 35, Pa. 


DOORS: SCREEN AND STORM 
COMBINATION (ALUMINUM) 


Kane Mfg. Corp., Kane 35, Pa. 


DOORS: SCREEN (INSECT- 
ELECTROCUTING) 


Detjen Corp., Electrocuting Fly Screen Divi- 
sion, Pleasant Valley 69, N. 


DOORS: SHOWER STALL AND 
TOILET 


Ketcham Mfg. Corp., G. M., Glendale, Brook- 
lyn 27, N. Y. 

Milwaukee-Ferrometal Stamping Corp., Chi- 
cago 5], Ill. 

Sanymetal Products Co., Inc., Cleveland 12, 
Ohie 

Weis Mig. Co., Henry, Elkhart 18, Ind. 


DOORS: SLIDING 


Curtis Companies Incorporated, Clinton 32, 
lowa 

Electric Power Door, Hibbing 46, Minn. 

Fenestra, Inc., Architectural Products Divi- 
sion, Lima 2, Ohio 

Fleet of America, Inc., Buffalo 25, N. Y. 

Flynn Mfg. Co., Michael, Philadelphia 24, Pa. 

Rolscreen Co., Pella 19, lowa 

Steelcraft Mfg. Co., Cincinnati 42, Ohio 


DOORS: SOUND-RETARDING 

Hardwood Products Corp., Neenah 57, Wis. 

Morgan Co., Oshkosh 2, Wis. 

Weyerhaeuser Co., Wood Products Group, 
Tacoma 1, Wash, 

DOORS: STAINLESS STEEL 

Ceco Steel Products Corp., Chicago 50, Ill. 

Ellison Bronze Co., Inc., Jamestown 1, N. Y. 


Kawneer Co., Niles 20, Mich. 


Lenderking Metal Products, Inc., Baltimore 24, 
Md 


Michaels Art Bronze Co., The, Covington 12, 


Ky 
Overly Mig. Co., Greensburg 1, Pa. 


DOORS: STORM (ALUMINUM) 
Kane Mig. Corp., Kane 35, Pa. 
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DOORS: VAULT (FIRE- 
RESISTANT) 


Allen Business Machines 
Rapids 4, Mich 

Diebold, Inc., Canton 2, Ohi 

Herrin 7-Hall-Marvin Safe 


M saler Safe Co., New York 22, N. Y 
DOORS AND PANELS: ACCESS 


Philip, Cincinnati 15, Ohio 
ts Co., Milwaukee 1, Wis 
3. M slendale, 
70., The 
Cincinnati 16, Ohio 
dromechanics Divi 


DOORS AND SHUTTERS: FIRE 


tal Products Baltimore 24 


Advance Food Service Equipment, Inc., West- 
bury 90, L. L., N. Y. 

Arista Metalcrafts Co., Paterson 4, N. J 

Blickman, Inc., S., Weehawken 87, N 

Fearless Dishwasher Co., Inc., Rochester 2, 
N. | 

Jamestown Metal Products, Inc., Jamestown 
1,N. Y 

Laboratory Furniture Co., Inc., 
Va 

McDonald Company, Reading 67, Mass 

Progressive Metal Equipment, Inc., Philadel 
h ll 


Richmond 17, 


} f Hospital Casework Di- 
vision, St. Charles 74 
Wasserstrom & Sons, Inc., 


Ohio 


N., Columbus 7, 


DRAINS: COLOSTOMY, 
ILEOSTOMY 


Thomas, Auburndale 66, 


Fazio Laboratories 
Mass 





DISPOSABLE SHEETS 


Sizes from 13 x 19 to 40 x 90 

2 or 3 plies of all wet strength tissue 
or backed with polyethylene 

or backed with autoclavable plastic 


DISPOSABLE TOWELS 


Sizes 13 x 19 to 14 x 23 of 

3 ply all wet strength tissue 

or 2 ply — 3 ply — 4 ply or 5 ply 
backed with water proof polyethylene 
or autoclavable plastic on 2 or 3 ply 


DISPOSABLE CONTOUR BIBS 


3 ply tissue lined with plastic 


DISPOSABLE EXAM CAPES 


3 ply tissue lined with plastic 


19 x 22 long 


DISPOSABLE EXAM GOWNS 


2 or 3 ply all tissue 


28 x 40 long or 32 x 44 long 


FENESTRATED TOWELS 


AND SHEETS 


PLASTIC FOOD WRAP AND 


PLASTIC BAGS 


“The 


towels and sheets on the market today.” 


DRAPER PRODUCTS 


1718 W. 8th St. 


For samples and 


ces write to 


most extensive line of 


disposable 


Appleton, Wis. 
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Gricks, Inc., Hollis 23, N. Y. 
Perma-Type Co., Inc., West Hartford 10, 
Conn 


DRAINS: FLOOR 


Josam Mfg. Co., Michigan City 60, Ind. 
Zurn Industries, Inc., Hydromechanics Divi- 
sion, Erie 12, Pa. 


DRAINS: FLUSHING RIM, 
URINAL 


Kohler Co., Kohler 44, Wis. 


Crane Co., Plumbing-Heating-Air Condition- 
ing Group, Johnstown 7, Pa. 
Josam Mig. Co., Michigan City 60, Ind. 


DRAINS: ROOr 


Josam Mig. Co., Michigan City 60, Ind. 
Zurn Industries, Inc., Hydromechanics Divi- 
sion, Erie 12, Pa. 


Josam Mig. Co., Michigan City 60, Ind. 
Zurn Industries, Inc., Hydromechanics Divi- 
sion, Erie 12, Pa 


DRAPES: PATIENT (PAPER) 
Draper Products, Appleton 12, Wis. 


Baldwin Paper Co., Inc., New York 13, N. Y. 

Busse Hospital Disposables Inc., Great Neck 
21, N. Y. 

Central States Paper & Bag Co., Inc., St. Lou- 
is 15, Mo. 

Whitestone Products Corp., Farmingdale 35, 
& A 


American Sterilizer Co., Erie 6, Pa. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 
Royalmetal Corp., New York 16, N. Y. 
Simm Co., Contract Division, Chicago 54. 





Il. 
Smith & Davis Mig. Co., St. Louis 10, Mo. 


Hard Mig. Co., Buffalo 7, N. Y 
Hill-Rom Co., Inc., Batesville 6, Ind 


DRESSINGS: AEROSOL 
Alconox, Inc., New York 3. N. Y. 


Aeroceuticals, Inc., Bridgeport 5, Conn 

Aeroplast Corp., Dayton 3, Ohio 

Benephen Antiseptic Products Division, Hal- 
sted Pharmaceuticals, Inc., Pleasantville 70, 
N. Y. 

Chesebrough-Pond’s Inc., New York 17, N. Y 

Clay-Adams Inc., New York 10, N. Y. 

Halperin Co., Inc., A. E., Boston 18, Mass. 


DRESSINGS: SURGICAL 
(COMPLETE LINE) 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Acme Cotton Products Co., Inc., Valley Stream 
82, N. Y. 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

3lank Drug Corp., Long Island City 5, N. Y 

Burrows Co., Chicago 45, Ill. 

Continental Hospital Supply, Inc., 

Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Johnson Professional Products Co., Johnson & 
Johnson Hospital Division, New Brunswick 
3, N 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N. J 

Kendall Co., The, Hospital Products Division, 
Chicago 6, Ill. 

Marsaies Co., Inc., New York 18, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Mueller & Co., V., Chicago 12, Ill. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Parke, Davis & Co., Surgical Dressings Sales, 
Detroit 32, Mich. 

Physicians & Hospitals Supply Co., Inc., 
Minneapolis 3, Minn. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Scholl Mfg. Co., Inc., Surgical Supply Divi- 
sion, Chicago 10, Ill. 


Cleveland 





Seamless Rubber Co., New Haven 3, Conn. 
a Hospital Supply Corp., New York 3, 


Weck & Co., Inc., Edward, Long Island City 
» & ¥. 
Wocher & Son Co., Max, Cincinnati 2, Ohio 


DRINKING SETS: PLASTIC 
x Hospital Supply Corp., New York 13, 
. % 


Admiral Equipment Co., New York 11, N. Y. 

Bel-Art Products, Pequannock 40, N. J 

Blank Drug Corp., Long Island City 5, N. Y 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Jones Metal Products Co., Zylon Products, 
Inc., Subsidiary, West Lafayette 45, Ohio 

Legion Utensils Co., Inc., Long Island City 1, 
N. Y. 


Macrobiotics, Inc., Whitestone 57, N. Y. 
Meinecke & Co., Inc., Baltimore 4, Md. 
Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 
Ross, Inc., Will, Milwaukee 12, Wis 

U. *. Hospital Supply Corp., New York 3, 
KN 


! 


DROPPERS: MEDICINE 


Armstrong Cork Co., Lancaster 4, Pa. 

Clark Linen & Equipment Co., Chicago 6, Ill 

Consumer & Technical Products Division, 
Owens-Illinois, Toledo 1, Ohio 

Continental Hospital Supply, Inc., 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Eisele & Co., Nashville 8, Tenn. 

Fazio Laboratories, Thomas, Auburndale 66, 
Mass. 

Pennsylvania Glass Products Co., 
burgh 13, Pa 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Ross, Inc., Will, Milwaukee 12, Wis 


DRUGS AND CHEMICALS 


Aloe-Health & Science Division of Brunswick, 
St Louis 3, Mo. 

Ames Co., Inc., Elkhart 18, Ind 

Burrows Co., Chicago 45, Ill. 

Cutter Laboratories, Berkeley 10, Calif 

McKesson & Robbins Inc., New York 17, N. Y. 

Mallinckrodt Chemical Works, St. Louis 7, Mo 

Merck, Sharp & Dohme, Division of Merck & 
Co., Inc., West Point 86, Pa 

Parke, Davis & Co., Detroit 32, Mich. 

Physicians & Hospitals Supply Co Inc 
Minneapolis 3, Minn 

Roche Laboratories, Division of Hoffman-La 
Roche, Inc., Nutley 10, N. J 

Upjohn Co., Kalamazoo 1, Mich. 

Winthrop Laboratories, New York 18, N. Y 

Wolins Pharmaceutical Co., Farmingdale 35, 
LL, N.Y. 

Wyeth Laboratories, Philadelphia 1, Pa 


DRY CLEANING MACHINES 


American Laundry Machinery Industries, Cin- 
cinnati 12, Ohio 

Challenge-Cook Bros., 
La Mirada 38, Calif. 

Hammond Industries, Inc., Waco 3, Texas 

Marquette Corp., Minneapolis 14, Minn 

Norge, Subsidiary of Borg Warner Corp., 
Chicago 54, Ill 

Prosperity, A Division of Ametek, Inc., East 
Moline 44, Ill. 

Stebbins Mig. & Supply Co., Denver 2, Colo. 


Cleveland 


Inc., Pitts- 


Iuc., Laundry Division, 


DRY CLEANING SUPPLIES 


Kohnstamm & Co., Inc., H., Chicago 11, Ill. 


DRY ICE APPARATUS AND 
REFILL CARTRIDGES 


Kidde & Co., Inc., Walter, Belleville 9, N. J. 


DRYERS: HAIR (ELECTRIC) 

American Dryer Division, Utah-American 
Corp., Huntington 50, Ind. 

Electric-Aire Engineering Corp., Chicago 335, 
Il. 

Knapp-Monarch Co., St. Louis 16, Mo 

Oster Mfg. Co., John, Milwaukee 17, Wis. 


Schick Electric, Inc., Lancaster 1, Pa, 
World Dryer Corp., Chicago 6, Ill. 


DRYERS: HAND (ELECTRIC) 


American Dryer Division, Utah-American 
Corp., Huntington 50, Ind 

Electric-Aire Engineering Corp., Chicago 35, 
Ill. 

World Dryer Corp., Chicago 6, Ill 


DRYERS: LAUNDRY 
(AUTOMATIC) 


American Laundry Machinery Industries, Cin- 
cinnati 12, Ohio 

Ametek, Inc., Troy Laundrite Division, East 
Moline 4, Ill. 

Huebsch Originat Milwaukee 1, Wis. 

Troy Laundrite, A Division of Ametek, Inc., 
East Moline 44, Ill. 





Challenge-Cook Bros., Inc., Laundry Divisioa, 
La Mirada 38, Calif. 

— Mig. Co., Inc., W. M., Louisville 1, 

y. 

Cook Machinery Co., Inc., Dallas 10, Texas 

Ellis Drier Co., Chicago 39, Ill. 

Frigidaire Division, General Motors Corp., 
Dayton 1, Ohio 

General Electric Co., Major Appliance Divi- 
sion, Louisville 25, Ky. 

Hoyt Mfg. Co., Westport 90, Mass. 

Kelvinator Division, American Motors Corp., 
Detroit 32, Mich. 

Maytag Co., Newton 8, lowa 

Smith Co., T. L., Milwaukee 1, Wis. 

Speed Queen, A Division of McGraw-Edison 
Co., Ripon 71, Wis. 

Stebbins Mfg. & Supply Co., Denver 2, Colo. 

UniMac Co., Atlanta 5, Ga. 








THE ECONOMICAL WAY FOR 





INUIRSUNG 1lOMISS 
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AUTOMATIC 
WASHER 
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HUEBSCH OPEN-END WASHER 


Full 37-inch drop provides pow- 
erful washing action. Rustproof 
stainless steel construction. Full 
50-lb. capacity. Your choice of 
automatic, semi-automatic or 
manual control. Ruggedly built 
for years of low-cost service. 





HUEBSCH GAS-HEATED TUMBLER DRYER 


Variable temperature selector. 
Self-cleaning lint screen. Mag- 
netic door latch. Automatic 
back-draft damper. Full 50-lb. 
capacity. Efficient drying of any 
fabric. Every part of every 
Huebsch dryer fully guaranteed. 


Write for complete information including prices. 


FIVE BSsC 


ORIGINATORS 
MILWAUKEE 1, WISCONSIN 


FIRST IN FEATURES FOR 50 YEARS 


For more facts circle 60 on reply card 





DUMBWAITERS: ELECTRIC 


zyhton Elevator ivision of Toledo 


Moline 65, Ill 
1N. Y 
>, New York 11, 


Inc Akron 10, Ohio 


DUPLICATORS, SUPPLIES AND 
ACCESSORIES 


DUST REMOVERS AND 
EQUIPMENT 


7ge Co., Inc., Walter G., New York 17, 


Lowndes Products, Inc iladelphia 31, Pa 


DUSTERS: CEILING AND WALL 
ararands 


Indianapo 

DUSTERS: COTTON 
Products Divi- 

n 
, Indianapolis 7, 


Joseph 1, Mo 


EDGER-TRIMMER UNITS: 
LAWN 


Marshalltown 58, Iowa 
Minneapolis 20, Minn. 


ELECTRIC PLANTS: 
EMERGENCY STANDBY 
(GASOLINE AND DIESEL 
ENGINE-DRIVEN) 


Kohler Co., Kohler 44, Wis. 


Division 


ers 2,N. Y 
{ Studebaker Corp Min- 


Detroit 14, Mich 
tors Corp., Oshkosh 2, Wis 


ELECTROCUTORS: INSECT 
(SCREENS, TRAPS, PANELS, 
LANTERNS) 


Electrocuting Fly Screen Divi- 
Va , N.Y 
icon 32, Wis 


ELECTROTHERAPEUTIC 
EQUIPMENT (DIATHERMY) 


sience Division of Brunswick, 
, Brooklyn 16, 
Los Angeles 
Milton 63, 
sries, Division of International 
egundo 46, Calif 
A slendale 3, 
cago 12, Ill 
American 
11, 
Supply Co., Inc., 

A New York 3, N. Y 
roducts Division of American 
y Corp., Evanston 1, Il 
1ysical Therapy Equipment & Supply 

Shicago 6, Ill 


ELEVATORS: BED 


Shampaine Industries. Inc., St. Louis 4, Mo. 
Zimmer, Warsaw 80, Ind. 
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American Hospital Supply Corp., Evanston 1, 
Il. 


Better Sleep, Inc., New Providence 74, N. J. 
Huntington Furniture Corp., Lincolnton 92, 
Orthopedic Equipment Co., Inc., Bourbon 4, 
Ind 


ELEVATORS: ELECTRIC 


Dover Corp., Rotary Lift Division, Memphis 2, 
Tenn 

Ernst, Inc., Charles K., Buffalo 11, N. Y. 

Haughton Elevator Co., Division of Toledo 
Seale Corp., Toledo 9, Ohio 

Montgomery Elevator Co., Moline 65, Ill 

Otis Elevator Co., New York 1, N. Y 

Sedgwick Machine Works, Inc., New York 11, 
i a 

Westinghouse Electric Corporation, 
Division, Jersey City 4, N. J. 


Elevator 


ELEVATORS: FOOT 
Posey Co., J. T.. Pasadena 7, Calif. 


ELEVATORS: HYDRAULIC 


Montgomery Elevator Co., Moline 65, Ill. 
Otis Elevator Co., New York 1, N.Y. 


ELEVATORS: INVALID 
(ELECTRIC, HAND-POWER) 


Sedgwick Machine Works, Inc., New York 11, 


Ue 


ENAMELS 


Devoe-Truscon Division, Devoe & Raynolds 
Co., Inc., Louisville 2, Ky 

Devoe & Raynolds Co., Inc., 
Ky 

du Pont de Nemours & Co., (Inc.), E. I., Fab- 
rics & Finishes Dept., Wilmington 98, Del 

Grace & Co., W. R., A. C. Horn Products 
Dept., Chicago 38, Ill 

Huntington Laboratories, Inc., 
In 

Interol Co., Inc 

McDougall-Butler Co., Inc., 

Martin-Marietta Corp. - Chemicals 
Chicago 11, Ill 

Martin-Senour Co., Chicago 8, Ill 

Moore & Co., Benjamin, New York 36, N. Y. 

O’Brien Corp., South Bend 21, Ind. 

Pittsburgh Plate Glass Co., Paint Division, 
Pittsburgh 22, Pa 

Pratt & Lambert, Inc., Buffalo 7, 

Quigley Co., a York 17, N. Y. 

Sherwin-Williams o., Cleveland 1, Ohio 

20th Century Paint Division of Consolidated 
Chemical & Paint Corp., Brooklyn 11, N. Y 

Vita-Var Co., Division of Textron Industries, 
Inc., Orange 50, N. J 


Louisville 2, 


Huntington 50, 
, Newark 14, N. J. 
Buffalo 14, N. Y 


Division 


- a 


ENAMELWARE (TABLE AND 
TRAY) 


Clark Linen & Equipment Co., Chicago 6, Ill. 
Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 


ENGINES: DIESEL 


lis-Chalmers Mig. Co., Engine-Material Han- 
“dl ing Division, Milwaukee 14, Wis 

Caterpillar Tractor Co., Industrial Division, 
Peoria 11, Ill 

Detroit Diesel Engine Division, General Mo- 
tors Corp., Detroit 28, Mich. 

Fairbanks Morse Power Systems Division, 
Beloit 12, Wis 

Fairbanks, Morse & Co., New York 19, N. Y. 

Murphy Diesel Co., Milwaukee 19, Wis 

Nordberg Mig. Co., Milwaukee 7, Wis 

Schoonmaker Co., Inc., A. G., Sausalito 65, 
Calif 

Sheppard Co., Inc., R. H., Hanover 31, Pa. 


ENGINES: GASOLINE 

Kohler Co., Kohler 44, Wis. 

Allis-Chalmers Mig Co., Engine-Material 
Handling Division, Milwaukee 14, Wis. 


Schoonmaker Co., Inc., A. G., Sausalito 65, 


Calif. 


ETCHING EQUIPMENT 
(OCCUPATIONAL THERAPY) 


American Handicrafts Co., Fort Worth 7, 
Texas 
Dixon Incorporated, Wm., Newark 1, N. J. 


EXERCISERS: FINGER 
American Hospital Supply Corp., Evanston 1, 
Ill. 


Digitator, Inc., Baltimore 22, Md. 

Franklin Hospital Equipment Corp., Newark 2, 
N. J 

Preston Corp., J. A., New York 3, N. Y. 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 

Stanley Physical Therapy Equipment & Supply 
Co., Chicago 6, Ill. 


EXERCISERS: HAND 


Digitator, Inc., Baltimore 22, Md. 

Preston Corp., A., New York 3, N. Y. 

Rehabilitation Equipment Inc., New York 28, 
s % 


Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 
Wright Mfg. Co., Memphis 5, Tenn. 


EXTERMINATORS: RAT 


West Chemical Products, Inc., Long Island 
City 1, N. ¥. 


EXTINGUISHER (FIRE) 
RECHARGES 


American LaFrance, A er of Sterling 
Precision Corp., Elmira 4, N. 
Kidde & Co., Inc., Walter, Belleville 9, N. J. 


EXTINGUISHERS: FIRE 


Abco, Inc., McKeesport 34, Pa. 

Admiral Equipment Co., New York 11, N. Y. 

Alim Corp., New York 7, N. Y. 

American LaFrance, A Division of Sterling 
Precision Corp., Elmira 4, N. Y. 

Cardox Division of Chemetron Corp., Chicago 
ll, I. 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Don & Co., Edward, Chicago 16, Ill. 

Elkhart Brass Mig. Co., Inc., Elkhart 18, Ind. 

Fisher Scientific Co., Pittsburgh 19, Pa. 

General Air Products Corp., Chicago 25, Ill. 

Harmax, Inc., Portland 2, Ore. 

Kidde & Co., Inc., Walter, Belleville 9, N. J. 

McDonald Company, Reading 67, Mass. 

Seco Mfg. Inc., Detroit 9, Mich. 

Smith & Co., Inc., D. B., Utica 2, N. Y. 

Snyder & Son, Inc., M. L., Philadelphia 25, Pa. 


EXTINGUISHING SYSTEMS: 
FIRE (AUTOMATIC) 


Notifier Corp., Lincoln 4, Nebr. 


American LaFrance, A Division of Sterling 
Precision Corp., Elmira 4, N. Y. 

Cardox-Division of Chemetron Corp., Chicago 
ll, I. 

Grinnell Co., Inc., Providence 1, R. I. 

Kidde & Co., Inc., Walter, Belleville 9, N. J. 


EXTRACTORS: FRUIT JUICE 


Don & Co., Edward, Chicago 16, Ill. 

Hosp-i-Ware Products Division of Bloomfield/ 
Silex Industries, Inc., Chicago 32, Ill. 

Pick Co., Inc., Albert, Chicago 8, Ill. 

Rival Mig. Co., Kansas City 29, Mo. 


EXTRACTORS: LAUNDRY 


American Laundry Machinery Industries, Cin- 
cinnati 12, Ohio 

Ametek, Inc., Troy Laundrite Division, East 
Moline 44, Il. 

Pellerin Milnor Corp., New Orleans 19, La. 

Troy Laundrite, A Division of Ametek, Inc., 
East Moline 44, Ill. 


Bock Laundry Machine Co., Toledo 11, Ohio 
Cook Machinery Co., Inc., Dallas 10, Texas 
Ellis Drier Co., Chicago 39, Ill. 

Hammond Industries, Inc., Waco 3, Texas 
Hydraxtor Co., Chicago 48, Ill. 

Miller Laundry Machinery Co., Detroit 38, 


Mich 
Smith Co., T. L., Milwaukee 1, Wis. 
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your own 
FVlatelay 


How can you save when you install 
your own laundry? It’s as simple as 
1, 2, 3. (1) With your own laundry you 
don’t have to pay someone else’s over- 
head and profit. (2) You get longer 
linen life because you can carefully 
process linens just the way you want 
them. So, their life is increased by as 
much as 30% to 40%. (3) Because 
you can process linens faster, you only 
need a small inventory ... yet you can 
always have clean linens when you 
need them. 

Other factors to consider are: (1) You 


can usually install compact, automatic 
TROY LAUNDRITE® equipment in your 
present building. (2) Your present staff 
can easily operate the equipment 
without adding more help. (3) You 
have absolute control over sanitation, 
special stain problems and laundry 
quality. 

For more facts that can show you 
how to save if you operate your own 
laundry, see your TROY LAUNDRITE 
distributor or write for booklet that 
tells requirements for nursing home 
laundry facilities. 


TROY LAUNDRITE 


AMETEK*« 


A DIVISION OF AMETEK, INC. 


EAST MOLINE, ILLINOIS 


IN CANADA: AMETEK (CANADA) LTO., MONTREAL 9, P. Qs 


For more facts circle 61 on reply card 


Above: 2 TROY LAUNDRITE® 
WX 25 SUPER Washer-Ex- 
tractors, a TROY® 50-pound 
tumbler and a TROY Flatwork 
lroner complete this com- 
pact laundry. 


For larger 50-pound capaci- 
ties, specify the WX-50 
Washer-Extractor. 





EXTRACTORS: LAUNDRY 
—Cont'd. 


McGraw-Edison 


2, Colo 


Chicago 


FABRIC: GERMICIDAL 
h jafab Cor; Manitowoc 21, Wis 
FABRICS: CURTAIN AND 


DRAPERY (FIBROUS-GLASS, 


FLAMEPROOF) 
IPCO Hospital Supply Corp., New York 13, 
N.Y 


Kuttnauer Mig. Co.,. Inc., Detroit 7, Mich. 


FABRICS: DRAPERY 


IPCO Hospital Supply Corp.. 
N.Y 


New York 13, 


ontract Divis 


, Philadelphia 3, Pa. 
New York 22, N. Y. 


FABRICS: UPHOLSTERY 
(COATED) 


—_ k Linen & Equipment Co., 
ol umbus Coated Fabrics Corp., 
l hio 


Chicago 6, Ill. 
Columbus 


New Rochelle 1, N. Y 
Co. (Inc.), E. I., Fab- 
Wilmington 98 2] 


FABRICS: UPHOLSTERY 
(PLASTIC) 


Carpenter & Co . E., New York 
umbus Coated Fabrics Corp., 


& Surgical 
Chicago 11, Ill 
Philadelphia 34, Pa 
New York 22, N. Y 
shawaka 44, Ind 
Co., New York 20, N. Y. 


FABRICS: WATERPROOF 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


icts, Pequannock 40, N. J 
Co., Inc., Brooklyn 23, N. Y 
Chicago 45, Il] 
rent Co., Chicago 6, IIl. 
ipply, Inc., Cleveland 


FANS: VENTILATION OR 
EXHAUST 


Iter Co., Inc 


Standard, Industrial Divisi 
ffalo 5, N. Y 
innati 15 
eeling 90, Ill 
Inc., New York 17, 
Co., Chicago 41, Ill 
Inc., Indianapolis 7 


Pa 
Peerless Electric Di- 


River Grove 

, Springfield 

New York 3, N 
rosse 1, Wis. 
c Corporatien, Sturtevant 
k, Boston 36, Mass 


FAUCETS: BATH, LAVATORY, 
LAUNDRY, SINK 


Kohler Co., Kohler 44, Wis. 


Ame rican-Standard, Plumbing & Heating Di- 
New York 18 N Y 
Faucet Co., Des Plaines 18, Ill 
luml -Heating-Air Conditioning 
sroup, Johns 1 7, Pa 
Speckman Co., Wilmington 99, Del. 
T. & S. Brass & Bronze Works, Inc., 
90, L. L., N. Y. 
Water Saver Faucet Co., 


Westbury 


Chicago 6, Ill. 


FAUCETS: MIXING 
Kohler Co., Kohler 44, Wis. 


Briggs Mfg. Co., War-en 92, Mich. 

Chicago Faucet Co., Des Plaines 18, Ill 

Crane Co., Plumbing-Heating Air Conditioning 
Group, Johnstown 7, Pa 

Sturdilite Products Inc. , Chicago 11, Ill. 

T. & S. Brass & Bronze Works, Inc., Westbury 
90,L. 1, N. Y 

Water Saver Faucet Co., Chicago 6, Ill 


FAUCETS: SELF-CLOSING 


Chicago Faucet Co., Des Piaines 18, Ill 

Crane Co., Plumbing-Heating-Air Conditioning 
Group, Johnstown 7, Pa 

Speakman Co., Wilmington 99, Del 

T. & S. Brass & Bronze Works, Inc., Westbury 
LiL, %. ¥. 

Water Saver Faucet Co., Chicago 6, Ill. 


FAUCETS: SWING (LAVATORY 
AND SINK) 


Chicago Faucet Co., Des Plaines 18, Ill. 

T. & S. Brass & Bronze Works, Inc., Westbury 
90,L. 1, N. Y 

Water Saver Faucet Co., 


FAUCETS: WATER 
(GLASS-FILLING) 


Allen Filter Co., Toledo 4, Ohio 


Chicago 6, III. 


Chicago Faucet Co., Des Plaines 18, Ill 

Crane Co., Plumbing-Heating-Air Conditioning 
Group, Johnstown 7, Pa 

Haws Drinking Faucet Co., Berkeley 10, Calif 

T. & S. Brass & Bronze Works, Inc., Westbury 
90,L.1,N. Y 

Temprite Products Corp., 
Mich. 

Wasserstrom & Sons, Inc., N., 
Ohio 

Water Saver Faucet Co., Chicago 6, Ill 


Birmingham 12, 


Columbus 7, 


FEEDERS: BOILER WATER 


Allis-Chalmers Mig. Co., Engine-Material Han 
dling Division, Milwaukee 14, Wis. 

Bruner Corp., Milwaukee 9, Wis. 

Culligan, Inc., Northbrook 12, Ill. 

Worthington Corp., Harrison 29, N. J. 


FEEDING DEVICES: LAUNDRY 
(FLATWORK) 


American Laundry Machinery Industries, Cin- 
cinnati 12, Ohio 

Hydraxtor Co., Chicago 48, Ill 

Super Laundry Machinery Co., Inc., 
57, Il 


FELTCRAFT MATERiALS 
Fort Worth 7, 


Chicago 


ericon Handicrafts Co., 
Texas 
Sommonwealth Felt Co., 


FENCES: CHAIN LINK WIRE 


Corp., Kokomo 2, Ind 
U. S. Steel Corp., Pitts- 


Boston 10, Mass 


Continental Steel 

Cyclone Fence Sales, 
burgh 30, Pa 

Page Steel & Wire Division, American Chain 
& Cable Co., Inc., Monessen 62, Pa. 


FILES: CHART 


IPCO Hospital Supply Corp.. New York 13, 
N. Y. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Shampaine Industries, Inc., St. Louis 4. Mo. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, 

Blickman, Inc., S., Weehawken 87, N. 

Des Hospital Supplies, Inc., Chicago 31, Ill. 

Mucrobiotics, Inc., Whitestone 57, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evansion 1, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis. 

— Metal Fabricators, Inc., Johnstown 4, 


u. ‘s Hospital Supply Corp., New York 3, 
Wochss & Son Co., Max, Cincinnati 2, Ohio 

















When power goes off... Kohler comes on 


Whocan measure the cost of a power 
failure? When light and heat go out 
...when communications stop... 
when machines and equipment 
come to a sudden halt. The loss can 
be staggering. 

Good reason to provide instant 


Fv 4 





Y 


KOHLER oa 
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MARKS OF VALUE 4 


* 





standby power—a Kohler electric 
plant. Kohler plants feature exciter 
cranking: It means, simply, that 
power is restored in the shortest 
possible time. Takeover is unattend- 
ed, completely automatic. 

Kohler supplies electric plants 


Exciter cranking. Quickest, simplest, 
most positive, trouble-free engine starting. 


Unitized design. Perfect match of 
engine and generator. Fully assembled and 
tested at factory. 

Heavy duty construction. Job 
capabilities beyond their rated power pro- 
tect Kohier plants from damage. 
Automatic voitage and speed 
regulation. Maintains steady power 
level under ail loads. 


v 


from 500 to 175,000 watts—every 
one of them boasting the ‘‘Marks of 
Value"’ shown below. For full infor- 
mation on electric plants you can 
count on to measure up to the job, 
see a Kohler dealer, or write Dept. 
EP5-4009, Kohler Co., Kohler, Wis. 


One source responsibility. The 
Kohler name, reputation and experience 
stand behind every pliant. 


Experience. Kohler is the oldest manu- 
facturer of a complete line of electric plants. 


Convenient service. Your Kohiler- 
trained Distributor is fully equipped to pro- 
vide complete service. 


Full year warranty. Comes with 
every Kohler Electric Plant. 


KOHLER or KOHLER 


Kohler Co., Established 1873, Kohier, Wisconsin 
ENAMELED IRON AND VITREOUS CHINA PLUMBING FIXTURES + ALL-BRASS FITTINGS « ELECTRIC PLANTS + AIR-COOLED ENGINES + PRECISION CONTROLS 
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FILES: INSULATED 
(FIRE-RESISTANT) 


Ms 


+ 


FILES: OPEN-SHELF (MEDICAL 
RECORDS AND X-RAY) 


< 


FILES: PERMANENT STORAGE 


Physicians’ Record Co., Berwyn 2, Ill. 


FILING SUPPLIES 


Briggs Printing Co., Des Moines 11. lowa 
Physicians’ Record Co., Berwyn 2, Ill. 


FILING SYSTEMS 


Physicians’ Record Co., Berwyn 2. II. 


FILTERS: 


FILTERS: (COFFEE-MAKING 
EQUIPMENT) 


FILTERS: GREASE 


Kw 


Marl 2 u 


FILTERS: VACUUM CLEANER 
Clarke Floor Machine Division, Studebaker 
Corp., Muskegon 43, Mich. 


104 


Machine Co., 


Chicago 7, Ill 


r Machine Co., Inc 
fac Boston 15, 


Cleaner Corp 


FILTERS: WATER 


Boston 31, 
King of Prussia 


brook 12, Ill 
r In Elgin 21, Ill 
Waldwick 63, N. J. 

Sonditioning Co., Division of 

Co., Union 83, N. J 

rk 16, N. Y 

I Laboratory for Elec 

han: 54, Mass 
ftener Co., Inc 


Oshkosh 


of Pfaudler 


FINANCING: NURSING HOME 


yuardian Nursing Homes, Inc Bay City 7 


vi 


Americar 


FINISHERS: SLEEVE 
(LAUNDRY) 


American Laundry Machinery Industries, Cin- 
cinnati 12, Ohio 


FINISHES: FLOOR (ANTI-SLIP) 


National Chemsearch Corp., Dallas 7. Texas 
Wyandotte Chemicals Corp., J. B. Ford Divi- 
sion, Wyandotte 93, Mich. 


soln Corp., Toledo 3, Ohio 
st Distributors, Inc., Baltimore 


ion, Devoe & Raynolds 
2, Ky 

Westport 80, Conn 

Milwaukee 17, Wis 
on, Boston 18, Mass 


Inc., Huntington 


Co 


Racine 3, Wis 
Boston 10, Ma 


G., New York 


} Yew York 6 
Bend 21, Ind 


America, Newark 4 


ustrial-Insti 
Easthampton 27 fass 
Boston 18, Mass 
Minneapolis 22, Minn 
19, Minn 
, Cleveland 4, Ohio 


Spring Park 84, 


Tufcrete Co., Inc., Des Moines 9, lowa 
S. Borax & Chemical Corp., Los Angeles 5, 
Calif 

Vestal Laboratories, Division of W. R. Grace 
& Co., St. Louis 10, Mo 

Walton-March, Highland Park 36, III. 

West Chemical Products, Inc., Long Island 
City 1, N. Y 

Western Chemical Co., St. Joseph 1, Mo. 


FIRE ESCAPES (SPIRAL AND 
TUBULAR SLIDE) 


Potter Fire Escape Co., Scottsdale 52, Ariz 


FIRE PREVENTION 
PUBLICATIONS 


National Board of Fire Underwriters, New York 
38, N. Y 


FIRST AID KITS AND SUPPLIES 


Acme Cotton Products Co., Inc., Valley Stream 
82, N. Y 

Burrows Co., Chicago 45, Ill 

Clapp & Son, Inc., Otis, Boston 16, Mass 

Davis Emergency Equipment Co., Inc., New 
ark 4, N. J 

Fisher Scientific Co., Pittsburgh 19, Pa 

Halperin Co., Inc., A. E., Boston 18, Mass 

Harold Supply Corporation, New York 
13, N. Y 

Interstate Drug Exchange, Inc., 
Ris Bag: Oe a 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N 

Kendall Co., The, Hospital Products Division 
Chicago 6, Ill 

Mine Safety Appliances Co., Pittsburgh 8, Pa 

Mueller & Co., V., Chicago 12, Ill 

Surgicon Corp., New York 3, N. Y. 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


FITTINGS: PIPE 


Cabot Piping Systems, Plastics 
Cabot Corp., Louisville 1, Ky 

Chase Metals Service Division, Chase Brass 
& Copper Co., Waterbury 20, Conn. 

Dresser Mfg. Division, Dresser Industries, Inc., 
Bradford 1, Pa 

Fairbanks Co., New York 3, N. Y 

General Fittings Co., East Greenwich 18, R. I 

Grinnell Co., Inc., Providence 1 R I 

Mueller Brass Co., Port Huron 61, Mich 

Zurn Industries, Inc., Hydromechanics Divi 
sion, Erie 12, Pa 


FLAG POLES AND FIXTURES 


American Playground Device Co., Anderson 

6, Ind 
Jamison Mfg. Co 
Nelson-Harkins Industries, Inc., 
iii 


FLAGGING: SLATE 


Rising & Nelson Slate Co., Inc 


S, Vt. 


Plainview 3 


Division, 


Los Angeles 3, Calif 
Chicago 25 


West Pawlet 


FLASHINGS: WALL AND ROOF 


American Cyanamid Co., Bldg. Products Di- 
vision, Cambridge 38, Mass 
Anaconda American Brass Co., Waterbury 20 


Conn 


FLATWARE: PLASTIC 
(DISPOSABLE) 


Admiral Equipment Co 

Busse Hospital Disposables Inc., 
21, N. Y 

Forster Mig. Co., Wilton 94, Maine 
; N Papers Inc., Taftville 80, Conn 

Van Brode Milling Co., Inc., Clinton 10, Mass 


New York 11, N. Y 
Great Neck 


FLATWARE: SILVERPLATE, 
STAINLESS STEEL 


IPCO Hospital Supply Corp.. New York 13, 
NY. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Admiral Equipment Co., New York ll, N. Y¥ 

Burrows Co., Chicago 45, Ill 


Clark Linen & Equipment Co., Chicago 6, Ill 
Debs Hospital Supplies, Inc., Chicago 31, Ill. 





FLATWARE: SILVERPLATE, 
STAINLESS STEEL—Cont'd. 


Dietary Products, American Hospital Supply 
Corp., Evanston 1], Il 

Don & Co., Edward, Chicago 16, IIl. 

Harold Supply Corporation, New York 13, N. Y. 

Hosp-i-Ware Products Division of Bloomfield/ 
Silex Industries, Inc., Chicago 32, Ill. 

International Silver Co., Hotel Division, Meri- 
den 53, Conn 

Legion Utensils Co., Inc 
N. Y 

McDonald Company, Reading 67, Mass 

Majestic Silver Co., New Haven 13, Conn 

Marshall Field & Co., Contract Division, Chi 
cago SM, Ill 

Meinecke & Co., Inc 

Meridian St andards Corp., New York 10, N. Y. 

Mills Hospital Supply Co., Chicago 45, Ill. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Oneida Silversmiths, Onedia 23, N. Y 

Pick Co., Inc., Albert, Chicago 8, III. 

I Specialty Mig. Co., New 
13, Conn. 

Ross, Inc., Will, Milwaukee 12, Wis 

Straus-Duparquet, Inc., New York 3, N. Y. 

U. S. Hospital Supply Corp., New York 
3, N. Y 


, Long Island City 1, 


Baltimore 4, Md 


Haven 


FLOODLIGHTS 


Bridgeport 2, Conn 
Apparatus Sales, Sche- 


Bryant Electric Co., 

General Electric Co., 
nectady 5, N. Y 

Graybar Electric Co., Inc., New York 17, N. Y 

Guth Co., Edwin F., St. Louis 3, Mo 

Jones Metal Products Co., Zylon Products, Inc., 
Subsidiary, West Lafayette 45, Ohio 

Pyle-National Co., Chicago 5], Ill 

Westinghouse Electri > Corporation, Pittsburgh 
30, Pa 

Westinghouse Electric Corp., 


Bloomfield 3, N. J. 


FLOOR MAINTENANCE 
MACHINES: 


SELF-PROPELLED 
(BATTERY-POWERED) 


Clarke Floor Machine Division, Studebaker 
Corp., Muskegon 43, Mich. 


Lamp Division 


Advance Floor Machine Co., Spring Park 84, 
Minn 

du Pont de Nemours & Co. (Inc.), E. I., Fab- 
rics & Finishes Dept., Wilmington 98, Del. 

Hild Floor Machine Co., Inc., Chicago 7, Ill 


FLOOR PATCHING AND 
RESURFACING MATERIALS 


Azrock Floor Products Division, Uvalde Rock 
Asphalt Co., San Antonio 6, Texas 

Devoe-Truscon Division, Devoe & Raynolds 
Co., Inc., Louisville 2, Ky 

Floor Tile Division, The Ruberoid Co., New 
York 17, N. Y 

Grace & Co., W. R., A. C. Horn Products 
Dept., Chicage 38, Ill. 

Selby, Battersby & Co., Philadelphia 43, Pa 

Stonhard Co., Inc., Maple Shade 52, N. J 

Tufcrete Co., Inc., Des Moines 9, Iowa 

X-Pando Corp., Long Island City 1, N. Y 


FLOOR PROTECTORS (CUPS, 
GLIDES, RESTS) 


Bassick Co., Bridgeport 2, Conn 
Colson Corp., Chicago 11, Ill. 
Faultless Caster Co., Evansville 17, Ind 


FLOORING AGGREGATES 


T 


National Terrazzo & Mosaic Ass'n, Inc., Wash- 


oC 


ington 6, D. C. 


Safe Tread Co., Inc., Ridgewood 50, N. J 


FLOORING INSTALLATIONS 
(TOOLS AND EQUIPMENT) 


Congoleum-Nairn Inc., Kearny 32, N. J. 
FLOORING: ASPHALT MASTIC 
(COLD) 


Armstrong Cork Co., Lancaster 4, Pa 
Flintkote Co., New York 20, N. Y. 


FLOORING: ASPHALT TILE 


American Biltrite Rubber Co., Amtico Flooring 
Division, Trenton 7, N. J. 

Armstrong Cork Co., Lancaster 4, Pa. 

Azrock Floor Products Division, Uvalde Rock 
Asphalt Co., San Antonio 6, Texas 

Congoleum-Nairn Inc., -. _ & = 

Flintkote Co., New York 20, 

Floor Tile Division, The aiceuns Co., New 
York 17, N. Y. 

7 & Adhesive Division, 

‘©., New York 20, N. Y 
Re. Manville, New York 16, N. Y. 
Kentile, Inc., Brooklyn 15, N. Y 


FLOORING: COMPOSITION 


American Biltrite Rubber Co., 
Division, Trenton 7, N. J 
zrock Floor Products Division, Uvalde Rock 
Asphalt Co., San Antonio 6, Texas 

Congoleum-Nairn Inc., Kearny 32, N. J 

Crossfield Products Corp., Roselle Park 4, N. J 

Selby, Battersby & Co., Philadelphia 43, Pa. 

Vinyl! Plastics, Inc., Sheboygan 82, Wis. 


FLOORING: CONDUCTIVE 
(TERRAZZO) 


Crossfield Products Corp., 
N 


The Flintkote 


Amtico Flooring 


Roselle Park 4, 
Federal Flooring Corporation, Boston 18, Mass 
Selby, Battersby & Co., Philadelphia 43, Pa 


FLOORING: CORK 
COMPOSITION 


Armstrong Cork Co., Lancaster 4, Pa 


FLOORING: CORK TILE 


Armstrong Cork Co., Lancaster 4, Pa 
Kentile, Inc., Brooklyn 15, N. Y. 


FLOORING: HARDWOOD (STRIP 
AND PATTERN, TREATED) 


Robbins Flooring Co., White Lake 91, Wis 
FLOORING: INLAYS (SPECIAL 
DESIGNS) 


Armstrong Cork Co., Lancaster 4, Pa. 

Flooring & Adhesive Division, The Flintkote 
Co., New York 20, N. Y 

Kentile, Inc., Brooklyn 15, N. Y 

Vinyl Plastics, Inc., Sheboygan 82, Wis 


FLOORING: LINOLEUM 


Armstrong Cork Co., Lancaster 4, Pa 

Congoleum-Nairn Inc., Kearny 32, N. J. 

Marshall Field & Co., Contract Division, Chi- 
cago 54, Ill. 


FLOORING: MARBLE 


Vermont Marble Co., Proctor 65, Vt 


FLOORING: MASTIC 
(ANTI-SLIP) 


Kentile, Inc., Brooklyn 15, N. Y. 

Pabco Industrial Products Division, Fiberboard 
Paper Products Corp., San Francisco 19, 
Calif 

Tremco Mfg. Co., Cleveland 4, Ohio 


FLOORING: MOSAIC TILE 


Cambridge Tile Mfg. Co., Cincinnati 15, Ohio 
Mosaic Tile Co., Zanesville 2, Ohio 
9 


Sparta Ceramic Co., Canton 2, Ohio 
U. §S. Ceramic Tile Co., Canton 2, Ohio 


FLOORING: RUBBER TILE 


American Biltrite Rubber Co., 
Division, Trenton 7, N. J. 
Armstrong Cork Co., Lancaster 4, Pa 

Flintkote Co., New York 20, N. Y. 

Goodyear Tire & Rubber Co., Inc., 
Ohio 

Kentile, Inc., Brooklyn 15, N. Y. 

R.C.A. Rubber Co., Akron 5, Ohio 

Robbins Floor Products, Inc., Tuscumbia 74, 
Ala. 


FLOORING: SHEET RUBBER 
R.C.A. Rubber Co., Akron 5, Ohio 


Amtico Flooring 


Akron 16, 


FLOORING: SLATE, SLATE TILE 


Rising & Nelson Slate Co., Inc., West Pawlet 
75, Vt. 


FLOORING: SOAPSTONE 


Alberene Stone, Division of The Georgia Mar- 
ble Co., New York 16, N. Y. 


FLOORING: TERRAZZO 


Armstrong Cork Co., Lancaster 4, Pa. 
Crossfield Products Corp., Roselle Park 4, 
N. J 
Federal 
Mass 
General Tire & Rubber Co., Bldg. Materials 

Division, Akron 9, Ohio 
Selby, Battersby & Co., Philedelphia 43, Pa. 


Flooring Corporation, Boston 18, 


FLOORING: TILE COMPOSITION 


American Biltrite Rubber Co., Amtico Floor- 
ing Division, Trenton 7, N. 

Azrock Floor Products Division, Uvalde Rock 
Asphalt Co., San Antonio 6, Texas 

Flooring & Adhesive aca The Flintkote 
Co., New York 20, 


Vinyl Plastics, Inc., "hohicaa 82, Wis. 


FLOORING: VINYL-ASBESTOS 
TILE 


American Biltrite Rubber Co., Amtico Floor- 
ing Division, Trenton 7, N. J. 

Armstrong Cork Co., Lancaster 4, Pa. 

Azrock Floor Products Division, Uvalde Rock 
Asphalt Co., San Antonio 6, Texas 

Congoleum-Nairn Inc., Kearny 32, N. J. 

Flintkote Co., New York 20, N. Y. 

Floor Tile Division, The Ruberoid Co., New 
York 17, N. Y. 

Flooring & Adhesive Division, The Flintkote 
Co., New York 20, N. Y. 

Goodyear Tire & Rubber Co., Inc., 
Ohio 

Johns-Manville, New York 16, N. Y. 

Kentile, Inc., Brooklyn 15, N. Y. 


Akron 16, 


FLOORING: VINYL-PLASTIC 


American Biltrite Rubber Co., Amtico Floor- 
ing Division, Trenton 7, N. J. 

Armstrong Cork Co., Lancaster 4, Pa. 

Azrock Floor Products Division, Uvalde Rock 
Asphalt Co., San Antonio 6, Texas 

Congoleum-Nairn Inc., Kearny 32, N. J. 

Federal Flooring Corporation, Boston 18, 
Mass. 

Flintkote Co., New York 20, N. Y. 

Flooring & Adhesive Division, The Flintkote 
Co., New York 20, N. Y. 

General Tire & Rubber Co., 
Division, Akron 9, Ohio 

Goodyear Tire & Rubber Co., 
Ohio 

Kentile, Inc., Brooklyn 15, N. Y. 

Robbins Floor Products, Inc., 
la 

Vinyl Plastics, Inc., 


Bldg. Materials 
Inc., Akron 16, 


Tuscumbia 74, 


Sheboygan 82, Wis. 


FLUID: SANITARY (COMMODE 
AND PORTABLE TOILET) 


Eidinger Mfg. Co., O., Chicago 24, Ill. 


FLUSHERS: BEDPAN 


American Sterilizer Co., Erie 6, Pa. 

Kuttnauer Mfg. Co., Inc., Detroit 7, Mich. 

Scientific Equipment Mig. Corp, !archmont 
38, N. Y. 

Busse Hospital Disposables Inc., Great Neck 
21, N. Y. 

Castle Co., Wilmot, Subsidiary of Ritter Corp., 
Rochester 23, N. Y. 

Chicago Faucet Co., Des Plaines 18, Ill. 

Crane Co., Plumbing-Heating-Air Condition- 
ing Group, Johnstown 7, Pa. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. V 

Ross, Inc., Will, Milwaukee 12, Wis. 

U. S. Hospital Supply Corp., New York 3, 
N. Y. 
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FOIL: ALUMINUM (FOOD 
PREPARATION, SERVICE 
AND STORAGE) 


uminum Co. of America, Pittsburgh 19, Pa 
»ynolds Metals Co., Richmond 18, Va. 
Duparquet Inc., New York 3, N. Y 


FOLDING MACHINES: 
FLATWORK (AUTOMATIC) 


American Laundry Machinery Industries, Cin- 
cinnati 12, Ohio 

Ametek, Inc., Troy Laundrite Division, East 
Moline 44, Ill. 

Chicago Dryer Co., Chicago 39, Ill. 

Troy Laundrite, A Division of Ametek, Inc., 
East Moline 44, Il. 


Chicago 


Il 
Co., Inc., 


FOOD BANKS: HOT AND COLD 
(PASS-THROUGH OR 
WALL-TYPE) 

Refrigerator C Waterloo lowa 


Kansas City 15, 


a 


Re 


» Point 56, N. Y 


FOOD PREPARATION SERVICE 
EQUIPMENT 
MANUFACTURERS AND 
DEALERS (COMPLETE LINE) 


Crescent Metal Products, Inc., Cleveland 8, 


Ohio 


FooD — EQUIPMENT: 
ELECTRIC 


Crescent Metal Products, Inc., 
Ohio 

Shampaine Industries, Inc., St. Louis 4, Mo. 

Swartzbaugh Division, United Service Equip- 
ment Co., Inc., Murfreesboro 31, Tenn. 

United Service Equipment Co., Inc., Palmer 
69, Mass. 


Cleveland 8, 


FOOD SERVICE EQUIPMENT: 
FABRICATED 


Crescent Metal Products, Inc., 
Ohio 

Crimsco,. Inc., Kansas City 30. Mo. 

Swartzbaugh Division, United Service Equip- 
ment Co., Inc., Murfreesboro 31. Tenn. 

United Service Equipment Co., Inc., Palmer 
69, Mass. 


Cleveland 


rican Hospital 


( m ‘Reading 67, Mass 
Soda ‘Fountain Mig. Co., Inc., Pa- 


Equipment Co.,, Newark 3 


FOOD SERVICE EQUIPMENT: 
GAS 


Blickman, Inc., S., Weehawken 87, N. J. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, IIl. 

Groen Mig. Co., Elk Grove Village 7, Ill. 

McDonald Company, Reading 67, Mass. 

Southern Equipment Co., St. Louis 77, Mo 

Straus-Duparquet, Inc., New York 3, N. Y 

Vulcan-Hart Corp., Louisville 1, Ky. 

Waste King Corp., Los Angeles 58, Calif. 

Welbilt Corp., Garland Division, Maspeth 78 
N. Y. 


FOOD WELLS: INDIVIDUAL 
TEMPERATURE CONTROL 


Swartsbaugh Division, United Service Equip- 
ment Co., Inc, Murfreesboro 31, Tenn. 
United Service Equipment Co., Inc., Palmer 

69. " 


Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Theodore Equipment Corp., Wood-Ridge 75 
N. J 


FOOT APPLIANCES AND 
MEASURING DEVICES 


Scholl Mfg. Co., Inc., 
sion, Chicago 10, Ill 


FOOT PRODUCTS 


Johnson & Johnson — Hospital Division, New 
Brunswick 1, N. J 

Scholl Mfg. Co., Inc., 
sion, Chicago 10, Ill 


FOOTBOARDS 
Posey Co., J. T.. Pasadena 7, Calif. 


Surgical Supply Divi 


. 


Surgical Supply Divi 


Better Sleep, Inc., New Providence 74, N. J 
Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, IIl 


FORMS: ADDRESSING 
MACHINE 


Briggs Printing Co.. Des Moines 11, Iowa 
Physicians’ Record Co., Berwyn 2. Ill. 


Moore Business Forms, Inc., Park Ridge 68 


] 
ili 


FORMS: ADMISSION 


Briggs Printing Co. Des Moines 11, Iowa 
Physicians’ Record Co., Berwyn 2, Ill. 


Baltimore Business Forms, Inc., Baltimore 29, 
Md 

Forms Development Corp., New York 13, N. Y 

Hospital Forms Service, Chicago 10, Ill 

Moore Business Forms, Inc., Park Ridge 68 
Ill 

Pioneer Office Forms, Inc., 

Reynolds & Reynolds Co., 


FORMS: 
CARBON-INTERLEAVED 


Briggs Printing Co., Des Moines 11, lowa 
Physicians’ Record Co., Berwyn 2. Ill. 


Cicero 50, Ill 
Dayton 7, Ohio 


Baliimore Business Forms Inc., Baltimore 29 
Md. 

Hospital Forms Service, Chicago 10, Ill 

Moore Business Forms, Inc., Park Ridge 68, Ill. 

Pioneer Office Forms, Inc., Cicero 50, Ill 

Reynolds & Reynolds Co., Dayton 7, Ohio 

Standard Register Co., Dayton 1, Ohio 

Uareo Inc., Barrington 10, Ill. 


FORMS: HOSPITAL (COMPLETE 
LINE, SNAPOUT-STYLE) 


Briggs Printing Co., Des Moines 11. lowa 
Physicians’ Record Co., Berwyn 2. Ill. 


Hospital Forms Service, Chicago 10, Ill 

Macrobiotics, Inc., Whitestone 57, N 

Medical Charts & Specialties, Division of 
H. A. Trautmann & Co., Inc., Syosset 91, 
SS Ss 

Moore Business Forms, Inc., Park Ridge 68, 

Pioneer Office Forms, Inc., Cicero 50, Ill 

Reynolds & Reynolds Co., Dayton 7, Ohio 


FORMS: MENU (PAPER) 


Briggs Printing Co., Des Moines 11, lowa 

Physicians’ Record Co., Berwyn 2, Ill. 

Serg Products Co., Aatell & Jones Division. 
Ligonier 67, Ind. 


Moore Business Forms, Inc., Park Ridge 68, II. 
Reynolds & Reynolds Co., Dayton 7, Ohio 


FORMS: OFFICE (MECHANIZED 
AND MANUAL) 


Briggs Printing Co.. Des Moines 11, lowa 
Physicians’ Record Co., Berwyn 2, IIL. 


Baltimore Business Forms, Inc., Baltimore 29, 
Md 


Forms Development Corp., New York 13, N. Y. 

Hospital Forms Service, Chicago 10, Ill. 

Moore Business Forms, Inc., Park Ridge 68, 
Ill. 

National Cash Register Co., Dayton 9, Ohio 

Office Machines Division of Sperry Rand 
Corp., New York 19, N. Y. 

Pioneer Office Forms, Inc., Cicero 50, Ill. 

Reynolds & Reynolds Co., Dayton 7, Ohio 

Royal McBee Corp., New York 22, N. Y 

Shaw-Walker Co., Muskegon 43, Mich. 

Standard Register Co., Dayton 1, Ohio 

Steck Co., Austin 61, Texas 


FORMS: STOCK 
(CARBON-INTERLEAVED) 


Briggs Printing Co., Des Moines 11, Iowa 
Physicians’ Record Co., Berwyn 2, Ill. 


Hospital Forms Service, Chicago 10, Ill. 

Moore Business Forms, Inc., Park Ridge 68, 
Ill. 

Pioneer Office Forms, Inc., Cicero 50, Ill. 

Reynolds & Reynolds Co., Dayton 7, Ohio 


FORMS: VISIBLE RECORD 


Briggs Printing Co.. Des Moines 11, lowa 
Physicians’ Record Co., Berwyn 2, Ill. 


Acme Visible Records, Inc., Crozet 32, Va. 

Art Metal, Inc., Jamestown 1, N. Y. 

Moore Business Forms, Inc., Park Ridge 68, 
Ill. 

Pioneer Office Forms, Inc., Cicero 50, Ill. 

Remington Office Systems, oo of Sperry 
Rand Corp., New York 17, ) J 


FOUNTAINS: DRINKING 


Allen Filter Co., Toledo 4, Ohio 
Kohler Co., Kohler 44, Wie. 


American-Standard, Plumbing & Heating Di 
vision, New York 18, N. Y. 

Briggs Mig. Co., Warren 92, Mich. 

Carrollton Mfg. Co., Carrollton 15, Ohio 

Chicago Faucet Co., Des Plaines 18  Iil. 

Cordley & Hayes, New York 16, N. Y. 

Crane Co., Plumbing-Heating-Air Condition- 
ing Group, Johnstown 7, Pa. 

Elkay Mfg. Co., Broadview 55, Ill 

Filtrine Mig. Co., Waldwick 63, N. J. 

Haws Drinking Faucet Co., Berkeley 10, 
Calif. 

Murray Corporation of America, The, Eljer 
Plumbingware Division, Pittsburgh 22, Pa. 

Sunroc Corp., Glen Riddle 37, Pa. 

Temprite Products Corp., Birmingham 12, 
Mich 

Universal-Rundle Corp., New Castle 1, Pa. 


DePuy Mig. Co., Inc., Warsaw 80, Ind. 
Posey Co., J. T.. Pasadena 7, Calif. 
Stryker Corp., Kalamazoo 1, Mich. 
Zimmer, Warsaw 80, Ind. 


Acme Engineering Co., Inc., Greensboro 2 
N.C 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
Il. 

Bowen & Co., Inc., Bethesda 14, Md. 

Chick Co., Gilbert Hyde, Oakland 21, Calif. 

Clark Linen & Equipment Co., Chicago 6, IIl. 

Continental Hospital Supply, Inc., Cleveland 
, Ohio 

Invalex of Ohio, Lodi 54, Ohio 

Invalex Sales Co., Inc., Long Beach 13, Calif. 

Mueller & Co., V., Chicago 12, Ill. 





‘%e CHICAGO FAMILY -/ 
FLATWORK IRONERS and FOLDERS 


MODEL GA8 IRONER 
Capacity gas heated —350 Ibs, 





MODEL 11 IRONER 


Capacity gas heated —600 lbs. 


per day. per day. Capacity steam heated 
—500 lbs. per day. 


Whether you need an troner for a 

new laundry operation or to replace 

an obsolete machine, it will pay you to 

get information and a quotation on a 

Chicago lroner. Eight different basic 

sizes are available to meet 100 to 4,600 

pounds daily capacity requireménts. 

a = eyo Baar Automatic Folder is optional on larger 
— 800 lbs. per day. models. 


MODEL 16 IRONER 


Capacity gas heated —800 lbs. 
per day. Capacity steam heated 
—700 lbs. per day, 


MODEL 18 IRONER 


Capacity gas heated — 1125 lbs. 
per day. Capacity steam heated 
— 900 lbs. per day. 


ABOVE IRONERS AVAILABLE IN 60”, 85”, 100° OR 110° LENGTHS 


ye © vere ee 


TNR lista ge 


~~ 


MODEL 30 IRONER 


Capacity gas heated — 3400 Ibs. 


MODEL 24 IRONER 


Capacity gas heated — 2300 Ibs. 


per day. Capacity steam heated 


per day. Capacity steam heated 


MODEL 36 IRONER 


Capacity gas heated — 4600 lbs. 
per day. Capacity steam heated 
4000 lbs. per day. 


— 2000 lbs. per day. — 2800 lbs. per day. 


ABOVE IRONERS AVAILABLE IN 100’, 110° OR 120° LENGTHS 


LARGE PIECE FOLDER SMALL PIECE FOLDER 


It will automatically quarter or half fold large pieces such It will accurately quarter fold, count, neatly stack, 
as sheets and table linens including king size and fitted and eject bundles of fluff-dried and ironed small pieces 
sheets. Small pieces bypassed to rear. Operates with such as napkins, pillowcases, hand and bath towels 
any chest or cylinder type ironer. Reasonably priced. up to 25" wide by 50” long. No adjustment is necessary 
for different lengths or widths. Reasonably priced. 


Americas Most Complete Lint of Flatwork Sponsrs- anit Automatic Folders. 


CHICAGO DRYER COMPANY 


2200 North Pulaski Road, Chicago, Illinois 60639 


Contact your machinery distributor 
for full information on these 
products or write direct to factory. 
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FRACTURE APPLIANCES 


—Cont'd. 


FRAMES: BALKAN 


Brewster Corp., Old Lyme 71, Conn. 

DePuy Mig. Co.. Inc., Warsaw 80, Ind. 

Simmons Co 
Ml. 

Stryker Corp., Kalamazoo |, Mich. 


FRAMES: BRADFORD 


DePuy Mig. Co., Inc.. Warsaw 80. 
Zimmer, Warsaw 80, Ind. 


FRAMES: DETENTION AND 
PROTECTION SCREEN 


FRAMES: PATIENT-TURNING 
(BED AND CART) 


DePuy Mig. Co., Inc... Warsaw 80. Ind. 
Stryker Corp., Kalamazoo 1, Mich. 


FRAMES: TOILET (SAFETY) 


FREEZERS 


Crescent Metal Products, Inc., 
Ohio 


Contract Division, Chicago SM, 


Cleveland 8, 


tors, Inc., Kansas City 15, Kans 
& Sales Inc., Minneapolis 6 


Yompany, Reading 67, Mass 
Equipment Works, Manitowoc 21, 


Minnecpolis 14, Minn 
judson 16, Wis 


Refrigerator Co., Grand Ha- 


tial Products Division, Deer- 


Cincinnati 14, Ohio 
I ok 3, N. Y 
Sall Refrig 


Colle ze Point 56, N. Y. 


Yivision, Clark Equipment 


rp., Hagerstown 40, Md 


FREEZERS: ICE CREAM 
Cedar Rapids 4 


1ipment Co., Inc 


Philadelphia 


East Orange 


Co., Emery, 


FURNACES: GAS-FIRED 
n Wortk 
Milw tukee | 
1umbing-Heating 
hnstown 7 


FURNACES: WARM AIR 


Conditioning Division, 


Worthington Air Condi 
ikee 1, Wis 
1g-Heating-Air 

stown 7, Pa 


Condition- 


SERVICE 


Brunswick Corp.. Commercial Furniture Divi- 
sion. Kalamazoo 3, Mich. 

Chicago Hardware Foundry Co., North Chi- 
cago 64, Ill. 

Edco — Supply Co., Inc., New York 23, 
N. 


eco Hospital Supply Corp.. New York 13, 
N. 


een Mig. Co., Inc., Detroit 7, Mich. 

Lumex, Inc., General Medical Equipment 
Corp . Bay Shore 6, N. Y. 

Royalmetal Corp.. New York 16, N. Y. 

Shampaine Industries, Inc., St. Louis 4, Mo. 

Simmons Co., Contract Division, Chicago 54, 
Il. 

Smith & Davis Mig. Co., St. Louis 10, Mo. 





a Corporation 
1 Park Avenue 
New York, N. Y. 10016 


See our advertisement in the 
Catalog Section 
for details on our 
Furniture 











Admiral Equipment Co., New York ll, N. Y 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo 

American Chair Co., Sheboygan 82, Wis 

—— Hospital Supply Corp., Evanston 
Lil 

American Metal Furniture, Inc., 
2 Ind 

American Seating Co., Grand Rapids 2, Mich 

Burrows Co., Chicago 45, Il 

Chromcraft Corp., St. Louis 20, Mo 

Clark Linen & Equipment Co., Chicago 6, Ill 

Sommunity Metal Products Corp., Forest 
Park 30, Ill 

sontinental Hospital Supply, 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Don & Co., Edward, Chicago 16, Ill 

Eichenlaubs, Pittsburgh 1, Pa. 

Emrick Industries, Inc., Kalamazoo 1, Mich 

General Fireproofing Co., Youngstown 1, 
Ohio 

30ld Metal Folding Furniture Co., 
Wis 

Griggs Equipment, Inc., Belton 14, Texas 

Hall & Sons, Ltd., Frank A., New York 22 
1.Y 
d Mig. Co., 

farold Supply Corporation 
Ry 


Indianapolis 


Inc., Cleveland 


Racine 3, 


Buffalo 7, N. Y. 
New York 13, 


Rom Co., Inc., Batesville 6, Ind. 
orp., Woodside 77, N. Y 
Furniture, Inc., Chicago 11, Ill 
Co., Inc., Long Island City 


Howell Co., Division of Interlake Stee] Co., 
St. Charles 74, Ill 
ntington Furniture Corp., 
furon Chrome Products, Marion 52, Ind 
Ingersoll Products, Division of Borg-Warner 
Corp., Chicago 43, Ill 
Inland Bed Co., Chicago 32, Ill 
Joerns Furniture Co., Stevens Point 82, Wis 
Karoll's Inc., Chicago 2, Ill 
Lyon Metal Products, Inc., Aurora 7, Ill 
Marshall Field & Co., Contract Division, Chi- 
cago 54, Ill 
Meinecke & Co Inc., Baltimore 4, Md 
M Inc., Herman, Zeeland 64, Mich 
Mills Hospital Supply Co., Chicago 45, Ill 
Mueller & Co., V., Chicago 12, Ill 
National Hospital Furniture Division of Na 
tional Rasustvien Inc., Odenton 13, Md 
lati onal Theatre Supply Co., Contract Divi 
s Tarr ytown 91, N. Y. 
Home Products, American Hospital 
F Corp., Evanston 1, Ill 
Phoenix Furniture Corp., Sheboygan 81, Wis 
Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 
Pick Co., Inc., Albert, Chicago 8, Ill. 
Ross, Inc., Will, Milwaukee 12, Wis 
Shampaine Industries, Inc., Carrom Division 
Ludington 31, Mich 
Sloane, Inc., W. & J., Contract Planning & 
Design Division, New York 18, N. Y 
Straus-Duparquet, Inc., New York 3, N. Y. 
Superior Sleeprite Corp., Contract Division, 
Chicago 12, Ill. 
Thonet Industries Inc., New York 16, N. Y. 
Tomlinson Furniture, Hospital Division, High 
Point 61, N. C 
Troy Sunshade Co., Troy 73, Ohio 
US. Hospital Supply Corp., New York 3 
N. Y 
Wocher & Son Co., 


ur 


Lincolnton 92 


Max, Cincinnati 2, Ohio 


FURNITURE: GERIATRIC 
(ADJUSTABLE-HEIGHT) 


Hill-Rom Co., Inc., Batesville 6, Ind. 


FURNITURE: LABORATORY 
Sturdilite Products, Inc., Chicago 11, Ill. 





Do yow have w Cnc lei 


Contact.your representative 
for details or write 


Stykey CIRCOLECTRIC OVERBED TABLE 


STRYKER CORPORATION 
PPR SE 


Kalamazoo, Michigan 
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FURNITURE: LAWN (CHAIRS, 
SETTEES) 


iparque 


FURNITURE: OFFICE 


Brunswick Corp., Commercial Furniture Divi- 
sion, Kalamazoo 3, Mich. 

Royalmetal Corp., New York 16, N. Y. 

Shampaine Industries, Inc., St. Louis 4, Mo. 

Simmons Co., Contract Division, Chicago SM, 
Il. 


r York 17, 


Youngstown 1, 


New York 13 


ivision, 


Zeeland 64, Mich 
iture Division of Na 
es Odenton 13, Md 
, Ted, New York 16, N. Y. 
Muskegon 43, Mich. 
W. & J Yontract Planning & 


: 
18, N. Y 


New York 
"a iv 


linr lis 14, Minn 
san Francisco 11, Calif 


J lear 


FURNITURE: PORCH OR 
SOLARIUM 


Royalmetal Corp., New York 16, N. Y. 


American Chair Co., Sheboygan 82, Wis. 

Eichenlaubs, Pittsburgh 1, Pa. 

Gold Metal Folding Furniture Co., 
Wis 


Racine 3, 


Harold Supply Corporation, New York 13, 


N. Y 
Hospital Furniture, Inc Chicago 11, Ill. 
Huntington Furniture Corp., Lincolnton 92, 
N. C. 
Sloane, Inc., W. & J., Contract Planning & 
Design Division, New York 18, N. Y 
Straus-Duparquet, Inc., New York 3, N. Y 
Troy Sunshade Co., Troy 73, Ohio 


FURNITURE: RECEPTION 
ROOM 


Chicego Hardware Foundry Co., North Chi- 
cago 64, Ill. 


GARBAGE DISPOSAL UNITS: 
ELECTRIC 


Duke Mig. Co., St. Louis 60, Mo. 


Atomic Disposer Corp., Compton 23, Calif 

Buffalo Hammer Mill Corp., Buffalo 18, N. Y. 

FMC Corp., Kitchen Equipment Dept., Hoope- 
ston 42, II) 

Garb-E] Products Corp., Buffalo 2, N. Y. 

General Electric Co., Commercial Equipment 
Dept., Chicago Heights 11, Ill 

General Electric Co., Major Appliance Divi- 
sion, Louisville 25, K 

Gruendler Crusher ulverizer Co., St. Lou- 
is 6, Mo. 

Herlex Equipment Co., Chicago 7 

Hobard Mig. Co., Troy 73, Ohio 

In-Sink-Erator Mig. Co Racine 5, Wis 

Insinger Machine Co., Philadelphia 35, Pa 

Kelvinator Division, American Motors Corp., 
Detroit 32, Mich 


Til 





Adjusts to any height 


Plumbing Equipment Division, National Rub- 
ber Machinery Co., Medina 56, Ohio 

Red Goat Waste Disposer Division, Colerain 
Metal Products Co., Cincinnati 27, Ohio 

Salvajor Co., Kansas City 14, Mo. 

Toledo Kitchen Machines, Division of Toledo 
Scale Corp., Rochester 21, N. Y. 

Toledo Scale, Division of Toledo Scale Corp., 
Toledo 12, Ohio 

Waste King Corp., Los Angeles 58, Calif. 


GARMENTS: HOSPITAL 
(COMPLETE LINE) 


IPCO Hospital Supply Corp.. New York 13, 
N. Y. 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 
1, Ill. 

Angelica Uniform Co., St. Louis 66, Mo. 

Baker Linen Co., H. W., New York 3, N. Y 

Burrows Co., Chicago 45, Ill. 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Croydon Mfg. Co., Inc., New York 1, NY. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Melrose Hospital Uniform Co., Inc., Brooklyn 

R eA 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Il. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Rhoads & Company, Philadelphia 8, Pa. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Standard Textile Co., Inc., Cincinnati 37, Ohio 

U. S. Hospital Supply Corp., New York 3, 
N. Y 


Whitehouse Mig. Co., Chicago 10, Ill. 


Continental Steel Corp., Kokomo 2, Ind. 

Cyclone Fence Sales, U. S. Steel Corp., Pitts- 
burgh 30, Pa. 

Page Steel & Wire Division, American Chain 
& Cable Co., Inc., Monessen 62, Pa. 


FLIP-TOP STORE-AWAY TABLE 


Just a flick of the finger 
releases top for quick, 
easy store-away. Available 
in choice of finishes and 
latest CHF base designs. 


Showrooms in all principal Cities 


19” up to 29° 


CHICAGO HARDWARE FOUNDRY CO. North Chicago, Illinois Ci f 





GATES (ELECTRIC): PARKING 
(KEY, COIN, TOKEN OR 
CARD-CONTROLLED) 


Cincinnati Time Recorder Co., Cincinnati 14, 
Ohio 

Magee-Hale Park-O-Meter Co., 
City 12, Okla. 

Parcoa Division, Johnson Fare Box Co., Chi- 
cago 40, Ill. 

Western Industries, Inc., Electric Parking 
Gate Division, Chicago 32, III 


GAUGES: DRAFT 


Bailey Meter Co., Cleveland 10, Ohio 
Foxboro Co., Foxboro 35, Mass 

General Controls Co., Glendale 1, Calif. 
Republic Flow Meters Co., Chicago 47, Ill 


Acme Cotton Products Co., Inc., Valley Stream 


Oklahoma 


82, N. Y. 

Aloe-Heclth & Science Division of Brunswick, 
St. Louis 3, Mo. 

Burrows Co., Chicago 45, Ill. 

Carolina Absorbent Cotton Co., Division of 
Barnhardt Mfg. Co., Inc., Charlotte 1, N. C. 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N. J. 

Kendall Co., The, Hospital Products Division, 
Chicago 6, Ill. 

Marsales Co., Inc., New York 18, N. Y. 

Mills Hospital Supply Co., Chicago 45, Ill. 

Parke, Davis & Co., Surgical Dressings Sales, 
Detroit 32, Mich. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Seamless Rubber Co., New Haven 3, Conn 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


GENERATOR SETS: GASOLINE 
AND DIESEL ENGINE-DRIVEN 
Kohler Co., Kohler 44, Wis. 


Allis-Chalmers Mig. Co., Engine-Material Han- 
dling Division, Milwaukee 14, Wis. 


4 


New CHF No. 56/89—$300.00 list 


Consolidated Diesel Electric Corp., Stamford 
, Conn. 

Detroit Diesel Engine Division, General Mo- 
tors Corp., Detroit 28, Mich. 

Fairbanks Morse Power Systems Division, 
Beloit 12, Wis. 

International Diesel Electric Co., Inc., 
burg 74, N. Y 

Jeta, Inc., Yonkers 2, N. Y. 

Katolight Corp., Mankato 1, Minn 

Schoonmaker Co., Inc., A. G., 
Calif. 

Sheppard Co., Inc., R. H 

Stewart & Stevenson Services Inc., 
ll, Texas 

United States Motors Corp., Oshkosh 2, Wis. 

Waukesha Motors Co., Waukesha 86, Wis 

Wincharger Corp., Sioux City 2, lowa 

Winpower Mfg. Co., Newton 8, Iowa 


GENERATORS: ELECTRIC 
GENERATOR SETS 


Kohler Co., Kohler 44, Wis. 


Allis-Chalmers Mfg. Co., Engine-Material 
Handling Division, Milwaukee 14, Wis. 

Call, Inc., Ray C., S. Charleston 3, W. Va. 

Consolidated Diesel Electric Corp., Stamford 
2, Conn. 

Fairbanks Morse Power Systems Division, 
Beloit 12, Wis. 

Fairbanks, Morse & Co., New York 19, N. Y. 

General Electric Co., Apparatus Sales, Sche- 
nectady 5, N. Y. 

{International Diesel Electric Co., Inc., 
burg 74, N. Y. 

Jeta, Inc., Yonkers 2, N. Y. 

Katolight Corp., Mankato 1, Minn 

Murphy Diesel Co., Milwaukee 19, Wis. 

Norberg Mig. Co., Milwaukee 7, Wis. 

ONAN Division of Studebaker Corp., Minne- 
apolis 14, Minn. 

Schoonmaker Co., Inc., 
Calif. 

Stewart & Stevenson Services Inc., 
ll, Texas 

United States Motors Corp., Oshkosh 2, Wis. 


Sloats- 


Sausalito 65 


, Hanover 31, Pa. 
Houston 


Sloats- 


A. G., Sausalito 65, 


Houston 


ee ~ 


gs 


Universal Motor Co., Oshkosh 1, Wis. 

Waukesha Motors Co., Waukesha 86, Wis. 

Westinghouse Electric Corporation, Pittsburgh 
, Pa. 

Wincharger Corp., Sioux City 2, lowa 

Winpower Mig. Co., Newton 8, Iowa 


GENERATORS: ELECTRIC 
(LIGHTING, POWER) 


Kohler Co., Kohler 44, Wis. 


Allis-Chalmers Mfg. Co., Engine-Material Han- 
dling Division, Milwaukee 14, Wis. 

Caterpillar Tractor Co., Industrial Division, 
Peoria 1], Ill. 

Consolidated Diesel Electric Corp., Stamford 
2, Conn. 

Detroit Diesel Engine Division, General Mo- 
tors Corp., Detroit 28, Mich. 

Fairbanks, Morse & Co., New York 19, N. Y. 

General Electric Co., Apparatus Sales, Sche- 
nectady 5, N. Y. 

Jeta, Inc., Yonkers 2, N. Y. 

Katolight Corp., Mankato 1, Minn. 

ONAN Division of Studebaker Corp., Min- 
neapolis 14, Minn. 

Pesco Products Division, Borg-Warner Corp., 
Bedford 14, Ohio 

Ready-Power Co., Detroit 14, Mich. 

Schoonmaker Co., Inc., A. G., Sausalito 65, 
Calif. 

Stewart & Stevenson Services Inc., Houston 
11, Texas 

United States Motors Corp., Oshkosh 2, Wis. 

Universal Motor Co., Oshkosh 1, Wis. 

Waukesha Motors Co., Waukesha 86, Wis. 

Westinghouse Electric Corporation, Pittsburgh 
30, Pa. 

Wincharger Corp., Sioux City 2, lowa 

Winpower Mig. Co., Newton 8, lowa 


GENERATORS: HOT WATER 
Cochrane Division-Crane Co., King of Prussia 
6, P 


, Pa. 
Crane Co., Plumbing-Heating-Air Condition- 
ing Group, Johnstown 7, Pa. 
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SEATING COMFORT SO GREAT WE PUT IT ON A PEDESTAL Cee 


New CHF No. 56/947—$240.00 list 


7 


New CHF No. 55/89—$210.00 list 


For more facts circle 65 on reply card 


Another success story from CHF! 
A whole range of plush chairs for 
lounges, reception rooms, any 
place where seating comfort plus 
styling is required . 


Leave it to CHF—for the very best 
in new seating ideas! 





GENERATORS: HOT WATER 
—Cont'd. 


Package Boil- 
New York 17 
Harrisonburg 1, Va 


GENERATORS: STEAM 


r 1 1, Ohio 
| Monte 34, Calif 
Milwaukee 12, Wis 
j-Heating-Air Conditioning 


Package 


GERMICIDES 

IPCO Hospite!l Supply Corp. New York 13, 

N.Y 

National Chemsearch Corp., Dallas 7. Texas 

Wyandotte Chemicals Corp.. J. B. Ford Divi- 
sion, Wyandotte 93, Mich. 

Zep Mig. Corp.. Atlanta 18. Ga. 


Ms 
Kes rt 34 


Sogo Jd 
Minne apolis 
rn 

m.. New 


Mich 
n of W. R 


Edward, Long Island City 


West Chemical Products, Inc., Long Island 
City 1, N. Y 

Western Chemical Co., St. Joesph 1, Mo 

Winthrop Laboratories, New York 18, N. Y 


GLASS: HEAT-ABSORBING, 
GLARE-REDUCING 


American Saint Gobain Corp 
Tenn 

Corning Glass Works, Corning 31, N. Y. 

Libbey-Owens-Ford Glass Co., Toledo 2, Ohio 

National Du-O-Pane Corp., Brooklyn 6, N. Y 

Pittsburgh Plate Glass Co., Glass Division, 
Pittsburgh 22, Pa 

Safetee Glass Co., 


GLASS: INSULATING UNITS 
(DOUBLE-PANE) 


Libbey-Owens-Ford Glass Co., Toledo 2, Ohio 

National Du-O-Pane Corp., Brooklyn 6, N. Y 

Pittsburgh Plate Glass Co., Glass Divi ision, 
Pittsburgh 22, Pa 


Thermoseal Glass Corp., 


GLASS: WINDOW 


Gobain Corp., 


Kingsport 62, 


Philadelphia 44, Pa. 


Camden 1, N 


American Saint Kingsport 62, 
Tenn 
Libbe Ywens-Ford Glass Co., Toledo 2, 
Ohio 
lass Co., Glass Division, 
rgh Pa 
jlass Co Philadelphia 44, Pa 


sai Glass Corp., Camden 1, N. J 


GLASSES: MEDICINE 


w Glass Co. of Vineland, Vineland 60, 
Pequannock 40, N. J 

Sorp., Long Island City 5, N. Y. 
Great Neck 


e) ~s 
Blank I 
Busse H ospit al Disposables Inc 
21 N. Y 
ntinental Can Co., Inc., New York 17, N. Y. 
Debs Hospital Supplies, Inc., Chicago 31, Ill. 
Jones Metal Products Co., Zylon Products, 
I Subsidiary, West Lafayette 45, Ohio 


Whitestone 57, N. Y. 


t Pro oducts 
ru 
‘ 


2., Inc., Baltimore 4, Md 
Works, | + 
, Inc., Bre ! 

Glass Products Co., Inc., Pitts 


pecialties Co., St. Louis 5, Mo. 
Milwaukee 12, Wis 
Supply Corp., New York 3, 


COOKING 


Anchor Hocking Glass Corp., Lancaster 30, 
Ohio 

Corning Glass Works, Corning 31, N. Y 

Jeannette Glass Co., Jeannette 44, Pa. 

McDonald Company, Reading 67, Mass. 

Pick Co., Inc., Albert, Chicago 8, Ill. 

Straus-Duparquet, Inc., New York 3, N. Y. 


GLASSWARE: PHARMACY AND 
PRESCRIPTION (DROPPER 
BOTTLES, JARS, VIALS, ETC.) 


Armstrong Cork Co., Lancaster 4, Pa. 

Consumer & Technical Products 
Owens-Illinois, Toledo 1, Ohio 

Mercer Glass Works, Inc., New York 3, N. Y. 

Owens-Illinois Glass Co., Glass Container Di- 
vision, Toledo 1, Ohio 

Pennsylvania Glass Products Co., Inc., Pitts- 
burgh 13, Pa 

Ross, Inc., Will Milwaukee 12, Wis. 


GLASSWARE: TABLE 


New York 11, N. Y. 
Lancaster 30, 


Division, 


Admiral Equipment Co., 

Anchor Hocking Glass Corp., 
Ohio 

Bryce Brothers Co., Mt. Pleasant 66, Pa 

Burrows Co., Chicago 45, Ill. 

Continental Can Co., Inc., 
N. Y 

Corning Glass Works, Corning 31, N. Y. 

Debs Hospital Supplies, Inc., Chicago 31, III. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Il 

Don & Co., Edward, Chicago 16, Ill 

Federal Glass Co., Columbus 7, Ohio 

Jeannette Glass Co , Jeannette 44, Pa. 

Libbey Glass, Division of Owens-Illinois 
Glass Co., Toledo 1, Ohio 

McDonald Company, Reading 67, Mass. 


New York 17, 


Marshall Field & Co., Contract Division, Chi- 
cago 54, Ill. 

Pick Co., Inc., Albert, Chicago 8, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Straus-Duparquet, Inc., New York 3, N. Y 


Bassick Co., Bridgeport 2, Conn. 

Clark Paper Converting Corp., Los Angeles 
58, Calif. 

Colson Corp., Chicago 11, Ill. 

Darnell Corp., Ltd., Downey 41, Calif. 

Faultless Caster Co., Evansville 17, Ind. 


GLOVES: PLASTIC 
(DISPOSABLE) 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo 

Arbrook, Somerville 76, N. J 

Arrow Mig. & Sales Co., Zanesville 1, Ohio 

Bard-Parker Co., Inc., A Division of Becton, 
Dickinson & Co., Rutherford 70, N. J 

Busse Hospital Disposables Inc., Great Neck 
21, N. Y. 

Conco Surgical Products, Inc., Bridgeport 5, 
Conn 

Massillon Rubber Co., Massillon 46, Ohio 

Meinecke & Co., Inc., Baltimore 4, Md. 

Mercury Mig. Co., Pittsburg 65, Calif 

Perry Rubber Co., Massillon 46, Ohio 

Pioneer Rubber Co., Willard 90, Ohio 

Plasticemith, Inc., Pittsburgh 65, Calif. 


GLOVES: RUBBER (SURGEONS’') 


Aloe-Health & Science Division of Brunswick 
St. Louis 3, Mo 
rican Hospital Supply Corp., Evanston 1, 

Bard-Parker Co., Inc., A Division of Becton, 
Dickinson & Co., Rutherford 70, N. J. 
‘lark Linen & Equipment Co., Chicago 6, Ill 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Davol Rubber Company, Providence 1, R 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Faultless Rubber Co., Ashland 5, Ohio 

Goodrich Co., B. F., Hospital & Surgical 
Products, Akron 18, Ohio 

Massillon Rubber Co., Massillon 46, Ohio 

Meinecke & Co., Inc., Baltimore 4, Md 

Mills Hospital Supply Co., Chicago 45, Ill 

Mueller & Co., V., Chicago 12, Ill. 

Physicians & Hospitals Supply Co., Inc., 
neapolis 3, Minn 

Pioneer Rubber Co., Willard 90, Ohio 

Ross, Inc., Will, Milwaukee 12, Wis 

Seamless Rubber Co., New Haven 3, Conn 

Snyder & Son, Inc., M. L., Philadelphia 25, 
Pa. 

Surgicon Corp., New York 3, N. Y. 

Weck & Co., Inc., Edward, Long Island City 
Le we 


GOWNS: NURSES’, PATIENTS’ 
IPCO Hospital Supply Corp.. New York 13, 
N. Y 


Min- 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Alley Co., Inc., E. E., Sloatsburg 74, N » 4 

Angelica Uniform Co., St. Louis 66, Mo. 

Burrows Co., Chicago 45, Ill 

Busse Hospital Disposables Inc., Great Neck 
21, N. Y. (Disposable) 

Carolina Absorbent Cotton Co., Division of 
Barnhardt Mig. Co., Inc., Charlotte 1, N. C. 

Clark Linen & Equipment Co., Chicago 6, Il 

Croydon Mfg. Co., Inc., New York 1, N. Y 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Fashion Seal Uniforms, New York 1, N. Y. 

Jamieson Inc., Chicago 5, Ill. 

Kansas City White Goods Mfg. Co., 
City 8, Mo. 

Lin Mig. Co., Clinton 1, Okla. 

Meinecke & Co., Inc., Baltimore 4, Md 

Melrose Hospital Uniform Co., Inc., 
22, N. Y. 

Mills Hospital Supply Co., Chicago 45, Ill 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Olympic Surgical Co., Seattle 1, Wash. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Pick Co., Inc., Albert, Chicago 8, Ill. 

Rhoads & Company, Philadelphia 8, Pa. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Shane Uniform Co., Inc., Evansville 7, Ind. 

Sherman Mills, Inc., Boston 15, Mass. 

Standard Textile Co. »» Inc., i 37, Ohio 

Surgicon Corp., New York 3, . Be 


Kansas 


Brooklyn 





U. S. Hospital Supply Corp., New York 3 
N. Y. 

Whitehouse Mfg. Co., Chicago 10, Ill 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


GOWNS (PATIENTS’): 
EXAMINATION (PAPER, 
DISPOSABLE) 
Draper Products, Appleton 12, Wis. 


Busse Hospital Disposables Inc., Great Neck 
21, N. Y. 

Central States Paper & Bags Co., Inc., St 
Louis 15, Mo 

Demain & Co., Inc., 
Calif 

Noveltex Paper Products Co., 
N 


George, Los Angeles 19, 
New York 33, 
Ross, Inc., Will, Milwaukee 12, Wis 
GRIDDLES 


Cecilware-Commodore 
Island City 5, N. Y 

Don & Co., Edward, Chicago 16, IIl 

Frymaster Corp., Shreveport 7, La 

General Electric Co., Commercial Equipment 
Dept., Chicago Heights 11, Ill. 

Gloekler Refrigerator Co., Erie 12, Pa 

MagiKitch’'n Equipment Corp., Quakertown 
51, Pa 

Montague Co., San Leandro 77, Calif 

South Bend Range Corp., South Bend 21, Ind 

Straus-Duparquet, Inc., New York 3, N. Y 

Toastmaster Division, McGraw-Edison Co., 
Elgin 20, Ill 

Vulcan-Hart Corp., Louisville 1, Ky 

Waste King Corp., Los Angeles 58, Calif. 

Welbilt Corp., Garland Division, Maspeth 78 
N.Y 


Products Corp., Long 


GRINDERS: GARBAGE 
Duke Mig. Co.. St. Louis 60, Mo. 


Atomic Disposer Corp., Compton 23, Calif 

Buffalo Hammer Mill Corp., Buffalo 18, N. Y 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill 

FMC Corp., Kitchen Equipment Dept., 
ston 42, Ill 

Garb-El] Products Corp., Buffalo N. Y. 

General Electric Co., ercial Equipment 
Dept., Chicago Heights 11, Ill 

Gruendler Crusher & Pulverizer Co St. 
Louis 6, Mo. 

Herlex Equipment Co 

In-Sink-Erator Mfg. Co., Racine 5, Wis 

Insinger Machine Co., Philadelphia 35, Pa. 

Plumbing Equipment Division, National Rub- 
ber Machinery Co., Medina 56, Ohio 

Red Goat Waste Disposer Division, Colerain 
Metal Products Co., Cincinnati 27, Ohio 

Salvajor Co., Kansas City 14, Mo 

Toledo Kitchen Machines _e of Toledo 
Scale Corp., Rochester 21, 

Toledo Scale, Division of Toledo Scale Corp. 
Toledo 12, Ohio 

Waste King Corp., Los Angeles 58, Calif 


GRINDERS: MEAT 


Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

General Slicing Machine Co., Inc., 
86, N. Y. 

Hobart Mig. Co., Troy 73, Ohio 

Oster Mfg. Co., John, Milwaukee 17, Wis. 

Reynolds Electric Co., River Grove 71, Ill. 

Smith's Sons Co., John E., Buffalo 3, N. Y 

Straus-Duparquet, Inc., New York 3, N. Y. 

Toledo Scale, Division of Toledo Scale Corp., 
Toledo 12, Ohio 


GUARDS: WINDOW 


Acorn Wire & Iron Works, Chicago 32, Ill 

Barnhart Co., A. W., Port Chester 73, N. Y. 

Chamberlin Detention Screens Inc., Byram 73, 
Conn. 

Smith Corp., F. P., Chicago 14, Ill 


GYMNASIUM EQUIPMENT 
(BASIC AND CORRECTIVE) 


American Hospital Supply Corp., Evanston 1, 
Il. 

Game-Time, Inc., Litchfield 52, Mich. 

Porter Athletic Equipment Co., Schiller Park 
76, Il. 

Preston Corp., J. A., New York 3, N. Y. 


Hoope 


Chicago 7, Ill. 


Walden 


Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 

Stanley Physical Therapy Equipment & Supply 
Co., Chicago 6, IIl. 

Therapeutic Equipment Corp., New York 3, 
N. Y. 


HAMMOCKS: BATH 
Stanley Co., Inc., William W., Hillside 5, N. J. 


HAMPERS: LAUNDRY 


Brewer Co., E. F., Butler 7, Wis. 
_ Seas Supply Co., Inc., New York 23, 


reo. ‘Hospital Supply Corp.. New York 13, 


ecieeei Mig. Co., Inc., Detroit 7. Mich. 
Lumex, Inc., General Medical Equipment 
Corp. Bay Shore 6, N. Y. 

Robert Industries, Inc.. H., St. Louis 10, Mo. 
Sh Industries, Inc., St. Louis 4, Mo. 
Swartzbaugh Division, United Service Equip- 
ment Co., Inc., Murfreesboro 31, Tenn. 
United Service Equipment Co., Inc., Palmer 69, 

Mass. 





Abco, Inc., McKeesport 34, Pa. 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
Ill. 


American Metal Furniture, Inc., Indianapolis 


2, Ind. 

Atlantic Alloy Industries, Inc., Union 83, N. J. 

Atlas Hospital Equipment Co., Inc., Windber 
63, Pa. 

Blickman, Inc., S., Weehawken 87, N. J. 

Brewer Co., E. F., Butler 7, Wis. 

Bucks County Enterprises, Inc., 
51, Pa. 

Burrows Co., Chicago 45, Ill. 

Clark Linen & Equipment Co., 

Colson Corp., Chicago 11, Ill. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Harloff Mfg. Co., Colorado Springs 9, Colo. 

Hospital Supply Co., Inc., Long Island City 
1, N. Y. 

Institutional Industries, Inc., 

hio 

Jarvis & Jarvis Division, United Service Equip- 
ment Co., Inc., Palmer 69, Mass. 

Kohnstamm & Co., Inc., H., Chicago 11, IIl. 

Lane & Bros., Inc., W. T., Poughkeepsie 1, 
N. Y. 

Meese, Inc., Madison 50, Ind 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Pedigo Products, Inc., Huntington Beach 46, 
Calif. 

Reliable Metal reiciies Co., Inc 
non 50, N. Y. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Shampaine Industries, Inc., Carrom Division, 
Ludington 31, Mich. 

Steele Canvas Basket Co., Inc., 
40, Mass. 

Thorner Mfg. Co., Inc., 

United Metal Fabricators, Inc., 
Pa 

U Ss. Hospital Supply Corp., 
N. 


Quakertown 


Chicago 6, Il. 


Cincinnati 38, 


, Mount Ver- 


Cambridge 


Tamaqua 52, Pa. 
Johnstown 4, 


New York 3, 


Waiten- March, Highland Park 36, Ill. 
Webb Mfg. Co., Philadelphia 33, Pa. 
Witt Co., Cincinnati 9, Ohio 


HANDKERCHIEFS, MOUTH 
WIPES AND NAPKINS: 
CELLULOSE 


3" Hospital Supply Corp... New York 13, 
N. 


Sorg ‘fate Co., Aatell & Jones Division, 
Ligonier 67, Ind. 


Baldwin Paper Co., Inc., New York 13, N. Y. 

Burrows Co., Chicago 45, Ill. 

Carolina Absorbent Cotton Co., Division of 
Barnhart Mfg. Co., Inc., Charlotte 1, N. C. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N. J. 

Kendall Co., The, Hospital Products Division, 
Chicago 6, Ill. 

Marsales Co., Inc., New York 18, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Mills Hospital Supply Co., Chicago 45, Ill. 


Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Scott Paper Co., Philadelphia 13, Pa. 

Stirling Converting Co., Inc., Bound Brook 
5, N 


U. ‘s. Hospital Supply Corp., New York 3, 
N.Y 


Whitestone Products Corp., Farmingdale 35, 
N. Y. 
Wocher & Son Co., Max, Cincinnati 2, Ohio 


HANDLES: BROOM, BRUSH, 
DUSTER, MOP 


Flour City Brush Co., Minneapolis 1, Minn. 

Fuller Brush Co., Industrial Products Divi- 
sion, East Hartford 8, Conn. 

Industrial Chemical Laboratories, Inc., 
ha 2, Nebr. 

Stanley Home Products, Inc., Industrial-Insti- 
tutional Division, Easthampton 27, Mass. 


HANGERS: BED RAIL 
(DRAINAGE BAG) 


Bard, Inc., C. R., Murray Hill 71. N. J. 
Brewster Corp., Old Lyme 71, Conn. 


HARDBOARD 


Celotex Corp., Chicago 3, II. 

Marsh Wall Products, Division of Masonite 
Corp., Dover 22, Ohio 

Simpson Timber Co., Seattle 1, Wash. 

United States Gypsum Co., Chicago 6, Ill. 

United States Plywood Corp., New York 17, 
N. Y. 


HARDENERS: CONCRETE 
(FLOOR) 


DeSoto Chemical Coatings, Inc., Des Plaines 
18, Il. 

Grace & Co., W. R., A. C. Horn Products 
Dept., Chicago 38, Ill. 

Haynes Products Co., Omaha 31, Nebr. 

Standard Dry Wall Products, Inc., New Eagle 
67, Pa. 

Tennant Co., G. H., Minneapolis 22, Minn. 

Tufcrete Co., Inc., Des Moines 9, Iowa 

Vita-Var Co., Division of Textron Industries, 
Inc., Orange 50, N. J. 

Watco-Dennis Corp., Santa Monica 4, Calif. 


HARDWARE: BUILDERS’ 


Adams-Rite Mfg. Co., Glendale 1, Calif. 

Cipco Corp., St. Louis 6, Mo. 

Corbin, P. & F., Division of Emhart Corp., 
New Britain 50, Conn. 

Glynn-Johnson Corp., Chicago 40, Il. 

Grant Pulley & Hardware Corp., Eastern Di- 
vision, West Nyack 94, N. Y. 

Lawrence Bros., Inc., Sterling 81, Il. 

Milwaukee-Ferrometal Stamping Corp., Chi- 
cago 51, Ill. 

Rixson Inc., Franklin Park 31, Il. 

Russell & Erwin Division of Emhart Corp., 
New Britain 50, Conn. 

Sargent & Co., New Haven 9, Conn. 

Schlage Lock Co., San Francisco 24, Calif. 

Shelby Corp., Shelby 75, Ohio 

Stanley Hardware Division of The Stanley 
Works, New Britain 52, Conn. 

Sterling Corp., John, Richmond 71, Ill. 

Yale & Towne, Inc., Lock & Hardware Divi- 
sion, Rye 80, N. Y. 


HARDWARE: CABINET 


Corbin, P. & F., Division of Emhart Corp., 
New Britain 50, Conn. 

Corbin Cabinet Lock Corp., Division of Em- 
hart Corp., New Britain 50, Conn. 

Grant Pulley & Herdware Corp., Eastern Di- 
vision, West Nyack 94, N. Y. 

Hager Hinge Co., St. Louis 4, Mo. 

Harrison Stee] Cabinet Co., Chicago 44, IIl. 

Lawrence Bros., Inc., Sterling 81, Ill. 


HARDWARE: DETENTION AND 
PROTECTION SCREEN 


Barnhart Co., A. W., Port Chester 73, N. Y. 

Chamberlin Detention Screens Inc., Byram 73, 
Conn. 

Fenestra, Inc., Architectural Products Divi- 
sion, Lima 2, Ohio 

Kane Mfg. Corp., Kane 35, Pa. 


Oma- 
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HARDWARE: DOOR 


ndustries, Inc., Chicago 37, Ill 
oc] , San Francisco 24, Calif 
p., John, Richmond 71, Ill 


HARDWARE: FOLDING DOOR 
t Power Door, Hibbing 46, Minn 
| Hardware Corr 
ack 94, N. Y 


4 
4 


Kennatra ‘ I vision of Ekco Products Co., 


ng hn, Richmond 71, Ill 
HARDWARE: SLIDING DOOR 


unt Pull & Hardware Eastern Di 


West Nyack 94. N. Y 


HARDWARE: 


WINDOW 


c 


HEADRESTS: WHEEL CHAIR 


Mark Mica 


HEAT EXCHANGERS 


HEAT THERAPY APPARATUS: 
LOCALIZED 


Chattanooga Pharmacal Co. Inc., 
nooga 5, Tenn 

Ile Electric Corp.. Williamsport 4, Pa. 

Logan. Inc., Pasadena 3, Calif. 


Chatta- 


Eastern Di- 


Hospital Supply Co., Inc., Long Island City 1 
N. Y. 

Knapp-Monarch Co., St. Louis 16, Mo 

Lennox Industries Inc., Marshalltown 58, lowa 

Westinghouse Electric Corporation, Pittsburgh 
30, Pa. 


HEATERS: HOT PACK 


Chattanooga Pharmacal Co., Inc., 
nooga 5, Tenn. 
Logan. Inc., Pasadena 3, Calif. 


Chatta- 


Chicago 6, Ill 
Cleveland 


Clark Linen & Equipment Co 
Sontinental Hospital Supply, Inc 
?, Ohio 
Debs Hospital Supplies, Inc., Chicago 31, II 
Emerson Co., J. H., Cambridge 40, Mass 
Hydor Therme Corp., Pennsauken 9, N. J 
Meinecke & Co., Inc., Baltimore 4, Md 
Nursing Home Products, American Hospital 
Supply Cor Eva 
Rehabilitation Equi t Inc., New York 28 
N. Y. 
Rehabilitation Products Division of Americar 
Hospital Supply Corp., Evanston 1, Ill 
Ross, Inc., Will, Milwaukee 12, Wis 
Hospital Supply Corp., New York 43, 
Y 
Weer-Ever Aluminum, Inc 


68, Pa 


= c 


New Kensington 


HEATERS: PERINEAL 


American Metal Furniture, Inc., 


2, Ind 
Continental Hospital ipply, Inc 


Indianapolis 


Cleveland 


HEATERS: SPACE 


American-Standard, Air Conditioning Division, 
New York 18, N. Y 
n, Friden Inc., Rochester 
sctric Co 
N.Y 
Edwin L 


, Apparatus Sales, Sche- 


Pittsburgh 8, Pa 


sville 8 
ir Conditioning Division 


trial Division, Detroit 


Now moist heat can 

be applied conven- 

iently, effectively and 

with a minimum investment in equip- 
ment. No dripping, no wringing, no 
repeated applications. Each applica- 
tion gives at least 30 minutes effective 
moist heat. The Steam Pack is merely 
heated in water, wrapped in a towel, 
and applied. Standard equipment in 
leading hospitals and clinics. 


Folder and prices on request 
ORIGINATED AND MANUFACTURED BY 


Chattanooga Pharmacal Co., Inc. 


CHATTANOOGA 5, TENNESSEE 


Climatrol Division of Worthington Air Condi- 
tioning Co., Milwaukee 1, Wis. 

Crane Co., Plumbing-Heating-Air Condition- 
ing Group, Johnstowr. 7, Pa. 

Dunhem-Bush, Inc., West Hartford 10, Conn. 

Electromode Division, Friden Inc., Rochester 
3, N. Y. 

General Electric Co., Apparatus Sales, Sche- 
nectady 5, N. Y. 

Graybar Electric Co., Inc., 

N. Y 

Grinnell Co., Inc., Providence 1, R. I. 

ITT Nesbitt, A Division of International Tele- 
phone & Telegraph Corp., Philadelphia 36, 
Pa. 

Ilg Electric Ventilating Co., Chicago 4], Il 

Modine Mig. Co., Racine 3, Wis. 

Rittling Corp., Buffalo 7, N. Y. 

Trane Company, La Crosse 1, Wis. 

Westinghouse Electric Corporation, Sturtevant 
Division, Hyde Park, Boston 36, Mass 

Worthington Corp., Harrison 29, N. J 

Young Radiator Co., Racine 3, Wis. 


New York 17 


HEATERS: WATER 


American-Standard Industrial Division, Detroit 
32, Mich. 

Cyclotherm Division of Oswego Package Boil- 
er Co., Inc., Oswego 26, N. Y. 

Frigidaire Division, General Motors Corp., 
Dayton 1, Ohio 

General Electric Co., Major Appliance Divi- 
sion, Louisville 25, ’ 

Harrison Steel Cabinet Co., Chicago 44, Ill. 

Hatco Corp., Milwaukee 3, Wis. 

Patterson-Kelly Co., Inc., East Stroudsburg 
1, Pa 

Penberthy Mig. Co., Prophetstown 77, Ill 

Preferred Utilities Mfg. Corp., New York 17, 
N.Y 

Terre Haute Boiler Works Co., 
8, Ind 

UniMac Co., Atlanta 5, Ga. 

Westinghouse Electric Corporation, Pittsburgh 
30, Pa 

Wiegand Co., 


Terre Haute 


Edwin L., Pittsburgh 8, Pa 


HEATERS: WATER-BOOSTER 


Advance Food Service Equipment, Inc., West 
bury 90, L. L., N. Y. 

Elkington Mfg. Co., San Francisco 24, Ca):' 

Fearless Dishwasher Co., Inc., Rochester 2, 
N. Y. 

zeneral Electric Co., Commercial Equipment 
Dept., Chicago Heights 11, Ill 

Hatco Corp., Milwaukee 3, Wis 
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Insinger Machine Co., Philadelphia 35, Pa 

Patterson-Kelly Co., Inc., East Stroundsburg 
1, Pa. 

Stebbins Mig. & Supply Co., Denver 2, Colo. 
Toastmaster Division, McGraw-Edison Co., 
Elgin 20, Ill. 

United Manufacturers, Nutley 10, N. J. 

Universal Dishwashing Machinery Co., Nut- 
ley 10, N. J. 


Wiegand Co., Edwin L., Pittsburgh 8, Pa 


HEATING EQUIPMENT: 
GAS-FIRED 


Airtemp Division, Chrysler Corp., Dayton 1, 
Ohio 

American-Standard Industrial Division, Detroit 
32, Mich. 

Crane Co., Plumbing-Heating-Air Condition- 
ing Group, Johnstown 7, Pa 

Lennox Industries Inc., Marshalltown 58, lowa 

Modine Mfg. Co., Racine 3, Wis. 

Space Conditioning, Inc., Harrisonburg 1, Va. 


HEATING SYSTEMS 


Airtemp Division, Chrysler Corr 
Ohio 

American Air Filter Co., Inc., Louisville 8, Ky. 

American-Standard Industrial Division, Detroit 
32, Mich. 

Crane Co., Plumbing-Heating-Air 
ing Group, Johnstown 7, Pa 

Dunham-Bush, Inc., West Hartford 10, Conn. 

Electromode Division, Friden Inc., Rochester 

N. Y 


Dayton I, 


Condition- 


ITT Bell & Gossett Inc., Morton Grove 53, Ill. 

Patterson-Kelly €o., Inc., East Stroudsburg 1, 
Pa. 

Sarco Co., Inc., New York 22, N. Y. 

Space Conditioning, Inc., Harrisonburg 1, Va. 

Webster & Company, Warren, Camden 5, N. J. 


HEATING AND VENTILATING 
UNITS COMBINED 


American-Standard Industrial Division 
32, Mich. 

Dunham-Bush, Inc., West Hartford 10, Conn 
Modine Mfg. Co., Racine 3, Wis 

Westinghouse Electric Corporation, Sturte- 
vant Division, Hyde Park, Boston 36, Mass 


Detroit 


HELPERS: PATIENT 


Brewster Corp.. Old Lyme 71, Conn. 

DePuy Mig. Co., Inc.. Warsaw 80. Ind. 

Everest & Jennings, Inc., Los Angeles 25, 
Cali 


Posey Co. ] .T.. Pasadena 7, Calif. 
Zimmer, Warsaw 80, Ind. 


American Wheel Chair Division, Institutional 
Industries, Inc., Cincinnati 38, Ohio 

Better Sleep, Inc., New Providence 74, N. J 

Chick Co., Gilbert Hyde, Oakland 21, Calif 

Hausmann Woodwork, Inc., W. R., Bronx 52, 
N. Y. 

Huntington Furniture Corp Lincolnton YZ 
N 


Institutional Industries, Inc., Cincinnati 38, 
Ohio 

Ivalex of Ohio, Lodi 54, Ohio 

Invalex Sales Co., Inc., Long Beach 13, Calif 

Major Laboratory Mig. Co., Oklahoma City 
1, Okla. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 
Orthopedic Equipment Co., Inc., 

Ind. 
Preston Corp., J. A., New York 3, N. Y 
Rajowalt Co., Inc., Atwood 2, Ind 
Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill 
Wright Mig. Co., Memphis 5, Tenn 


Bourbon 4, 


HINGES: BUTT 


o 


Bommer Spring Hinge Co., Inc 
a Cc. 

Chicago Spring Hinge Co., Chicago 7, Ill 

Corbin, P. & F., Division of Emhart Corp., 
New Britain 50, Conn 

Hager Hinge Co., St. Louis 4, Mo 

Lawrence Bros., Inc., Sterling 81, Ill 

Milwaukee-Ferrometal Stamping Corp., Chi- 
cago 5], Ill. 

Russell & Erwin Division of Emhart Corp., 
New Britain 50, Conn. 


Landrum 56, 


Chicago Spring Hinge Co., Chicago 7, Ill. 

Corbin, P. & F., Division of Emhart Corp., New 
Britain 50, Conn. 

Hager Hinge Co., St. Louis 4, Mo. 

Lawrence Bros., Inc., Sterling 81, III. 

Russell & Erwin Division of Emhart Corp., New 
Britain 50, Conn. 

Stanley Hardwdre Division of The Stanley 
Works, New Britain 52, Conn. 


HOLDERS: BELL CORD AND 
TUBE 


Kuttnmauer Mig. Co., Inc., Detroit 7, Mich. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, IIl. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Samna Products Co., Sturgis 91, Mich. 

U. S. Hospital Supply Corp., New York 3, 
N. ¥ 


Wocher & Son Co., Max, Cincinnati 2, Ohio 


HOLDERS: BOOK 


Guardian Products Co., Inc., N. Hollywood 
5, Calif. 


HOLDERS: CARD (SED OR 
DOOR) 


Beam Metal Specialties, Inc., Long Island 
City 3, N. Y. 

Gennett & Sons, Inc., Richmond 74, Ind. 

IPCO Hospital Supply Corp.. New York 13, 
me Ze 

Kuttnmauer Mig. Co., Inc., Detroit 7, Mich. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

Bel-Art Products, Pequannock 40, N. J. 

Best Mfg. Co., Kansas City 9, Mo. 

Corbin Cabinet Lock Corp., Division of Em- 
hart Corp., New Britain 50, Conn. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Demain & Co., Inc., George, Los Angeles 19, 
Calif. 

Graham-Field Surgical Co., Inc., Woodside 77, 
N. Y. 


Hollister Incorporated, Chicago 10, Ill. 

Hospital Supply Co., Inc., Long Island City 
5o. a Be 

Institutional Industries, Inc., Cincinnati 38, 
Ohio 

Macrobiotics, Inc., Whitestone 57, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, IIl. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Stafford Mig. Co., Inc., Brooklyn 20, N. Y. 

Thorner Mfg. Co., Inc., Tamaqua 52, Pa. 

U. S. Hospital Supply Corp, New York 3, 
N.Y 


Wocher & Son Co., Max, Cincinnati 2, Ohio, 
Ill. 


HOLDERS: CHART 


Beam Metal Specialties, Inc., Long Island 
City 3. N. Y. 

Carstens Mig. Co., Chicago 31, Ill. 

Gennett & Sons, Inc., Richmond 74, Ind. 

IPCO Hospital Supply Corp., New York 13, 
N.Y 


Kuttnauer Mfg. Co., Inc, Detroit 7, Mich. 
Physicians’ Record Co., Berwyn 2. Ill. 

Robert Industries. Inc., H. St. Louis 10, Mo. 
Shampaine Industries, Inc., St. Louis 4, Mo. 





Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
Ill. 

Blickman, Inc., S., Weehawken 87, N. J. 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Clay-Adams, Inc., New York 10, N. Y. 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Graham-Field Surgical Co., Inc., Woodside 
77, N. Y. 

Harold Supply Corporation, New York 13, 
N. Y 


Hospital Supply Co., Inc., Long Island City 
1, N. Y. 


Macrobiotics, Inc., Whitestone 57, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 


Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Ross; inc., Will, Milwaukee 12, Wis. 

St. Charles Mfg. Co., Hospital Casework Di- 
vision, St. Charles 74, Ill. 

Thorner Mig. Co., Inc., Tamaqua 52, Pa. 

United Metal Fabricators, Inc., Johnstown 4, 


Pa. 
U. S. Hospital Supply Corp., New York 3, 


Weck & Co., Inc., Edward, Long Island City 
1, N. Y. 

Winfield Co., Inc., St. Petersburg 14, Fla. 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


HOLDERS: DOOR 


Bommer Spring Hinge Co., Inc., Landrum 56, 
S. C. 

Challenger Lock Co., Anaheim 1, Calif. 

Corbin, P. & F., Division of Emhart Corp., 
New Britain 50, Conn. 

Glyn’:-Johnson Corp., Chicago 40, III. 

Meirecke & Co., Inc., Baltimore 4, Md. 

Rixson Inc., Franklin Park 31, Ill. 

Russell & Erwin Division of Emhart Corp., New 
Britain 50, Conn. 

Sargent & Co., New Haven 9, Conn. 

Sargent & Greenleaf, Inc., Rochester 21, N. Y. 

Stanley Hardware Division of The Stanley 
Works, New Britain 52, Conn. 


HOLDERS: OXYGEN CYLINDER 


Ohio Chemical & Surgical Equipment Co., A 
Division of Air Reduction Co., Inc., Madi- 
son 10, Wis. 

Sh i Industries, Inc., St. Louis 4, Mo. 


r 





Air Products & Chemicals, Inc., Washington 
19, D. C. 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
Il 

Bomgardner Mfg. Co., Cape Coral 4, Fla. 

Burrows Co., Chicago 45, Ill. 

Colson Corp., Chicago 11, Ill. 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Hudson Oxygen Therapy Sales Co., Los An- 
geles 17, Calif. 

Jarvis & Jarvis Division, United Service Equip- 
ment Co., Inc., Palmer 69, Mass. 

Melchior, Armstrong, Dessau, Ridgefield 57, 
N 


National Cylinder Gas Division of Chemetron 
Corp., Chicago 11, Ill 

Oxygen Equipment & Service Co., Chicago 20, 
Ill. 

Puritan Compressed Gas Corp., Kansas City 


6, Kans. 
Shampaine Industries, Inc., O.E.M. Division, 
Union 83, N. J. 


HOLDERS: PAPER BAG 
(BEDSIDE) 


IPCO Hospital Supply Corp., New York 13, 
&. F. 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Hospac Corp., Woodside 77, N. Y. 

Hospital Supply Co., Inc., Long Island City 
¥ 


Meinecke & Co., Inc., Baltimore 4, Md. 
Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y 
Ross, Inc., Will, Milwaukee 12, Wis. 

Samna Products Co., Sturgis 91, Mich. 

ar Hospital Supply Corp., New York 3, 

2 


HOLDERS: TOILET TISSUE 


Architectural Metalcraft Industries, Inc., Farm- 
ingdale 35, N. Y. 

Bennett Mig. Co., Inc., Alden 4, N. Y. 

Bobrick Dispensers, Inc., Los Angeles 39, 
Calif. 

Brown Co., New York 17, N. Y. 

Carey Mfg. Co., Philip, Cincinnati 15, Ohio 

Crane Co., Plumbing-Heating-Air Conditioning 
Group, Johnstown 7, Pa. 

Marathon, Division of American Can Co., 
Neenah 57, Wis. 

Mosaic Tile Co., Zanesville 2, Ohio 





HOLDERS: TOILET TISSUE 


—Cont'd. 


fount Ver 


HOLDERS AND RACKS: CARD 
(DIET AND MEDICINE) 


Beam Metal Specialties, Inc., Long Island 
City 3. N. Y 

IPCO Hospital Supply Corp. 
N. Y 

Kuttnauer Mig. Co.. Inc., 


New York 13. 


Detroit 7, Mich. 


HOLLOWARE SILVERPLATE 


IPCO Hospital Supply Corp., New York 
N.Y 


Kuttnauer Mig. Co.. Inc., Detroit 7, Mich. 


HOOKS: CUBICLE CURTAIN 
(ALUMINUM) 


HOT PLATES: ELECTRIC 


HOUSEKEEPERS’ SUPPLIES 


Wyandotte Chemicals Corp., J. B. Ford Divi- 
sion, Wyandotte 93. Mich 


Zep Mig. Co., Atlanta 18, Ga. 
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Abco, Inc., McKeesport 34, Pa. 

Debs Hospital Supplies, Inc., 

Don & Co., Edward, Chicago 16, III. 

Economics Laboratory Inc New York 17, 
N y 

Finnell System Div 
Boston 29, Mass 


yard Chemical , Hospital Division, St. 


Joseph 7 


. L, Indianapolis 7, 

sratories, Inc., Huntington 50 
Baltimore 4, Md. 
Dubuque 1, Iowa 

American Hospital 


J. S. Hospital Supply Corp., New York 3, N. Y 


HUMIDIFIERS 


IPCO Hospital Supply Corp.. New York 13, 
N. Y. 

Kadan Co., Inc., D. A. Yonkers 1, N. Y. 

Liquid Carbonic Division of General Dynam- 
ics Corp., Chicago 3, Ill. 

Ohio Chemical & Surgical Equipment Co., A 
Division of Air Reduction Co., Inc., Madison 
10, Wis. 


Inc., Washington 


o 40, Pa 


Works, Three Rivers 93 


Salem 1, N. C 
09 N.Y 
Inc., Grayslake 30, Ill 


Co., Syracuse ] 

rthington Air Condi 
Wis 

Inc., Cleveland 


, Somerset I, 


tinghouse Electric Corporation 
ion Hyde Park, Boston 36, Ma 


ICE BAGS, CAPS, COLLARS 
AND PACKS 


IPCO Hospital Supply Corp., New York 13, 
N. Y. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Logan. Inc., Pasadena 3, Calif. 


of Brunswick 
rp., Evanston 1, 


, Long Island City 5, N. Y 
Chicago 45, Ill 
Equipment Co., Chicago 6, Ill 
jlucts Inc., Pittsburgh 38, Pa 
spital Supply, Inc., Cleveland 


mpany 
Supplies , Chic 
Ash] land 5, "Oh 


, Hospi tal & Sur 


roducts, American Hospital 
., Evanston 1, Ill. 
Hospit tals Supply Co., 
Min n. 


Inc., Min 


lwaukee 12, Wis 
ies es © 
New Haven 3, Conn 
lew York 3, N.Y 
Supply Corr New York 3, 


, Edward, Long Island City 


Chicago 31, Ill. 


ision of Masury-Young Co., 


Brewer Co., E. F., Butler 7, Wis. 
Market Forge Co., Everett 49, Mass. 


American Automatic Ice Machine Co., Min- 
neapolis 13, Minn 

Carrier Air Conditioning Co., 
N. Y. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill 

Erickson Industries, Inc., River Falls 22, Wis. 

Flake Ice Machines, Inc., Chicago 24, Ill. 

Freez King Division of Tastee Freez Industries, 
Inc., Chicago 51, Ill 

Frigidaire Division, 
Dayton 1, Ohio 

Glasco Division, Universal Match Corp., Mun- 
cie 5, Ind. 

Institutional Food Equipment Corp., Hunting- 
ton Park 56, Calif. 

Jordon Commercial Refrigerator Co., Philadel- 
phia 37, Pa 

Koch Refrigerators, 
Kans 

Kold-Draft Division, Uniflow Mfg. Co., Erie 11, 
Pa 

La Crosse Cooler Co., La Crosse 1, Wis. 

Loudon Mig. & Sales Inc., Minneapolis 6, 
Minn 

Manitowoc Equipment Works, Manitowoc 21, 
Wis 

Mannhardt & Son, Inc., W., Chicago 35, Ill 

Mile High Equipment Co., Denver 4, Colo. 

Nor-Lake, Inc., Hudson 16, Wis. 

Queen Products Division of King-Seeley Ther- 
mos Co., Albert Lea 7, Minn. 

Revco Inc., Industrial Products 
Deerfield 38, Mich. 

Ross-Temp, Inc., Chicago 50, Ill 

Straus-Duparquet, Inc., New York 3, N. Y. 

Victor Products Corp., Hagerstown 40, Md 

Vogt Mechine Co., Henry, Louisville 10, Ky. 

Whirlpool Corp Commercial Refrigeration 
Dept., Benton Harbor 22, Mich 

York Division, Borg-Warner Corp., York 5, Pa. 


Syracuse l, 


General Motors Corp., 


Inc., Kanses City 15, 


Division, 


IDENTIFICATION SYSTEMS: 
ADULT AND 


INSTITUTIONAL 
Mark-Clark. Inc., Milwaukee 12. Wis. 
American Hospital Supply Corp., Evanston 1 

Il 
Avery Label Co., Monrovia 16, Calif 
Hollister Incorporated, Chicago 10, Ill 
Meinecke Co., Inc., Baltimore 4, Md. 
Precision Dynamics Corp., Burbank 5, Calif 
Presco Co., Inc., Hendersonville 39, N. C. 
Professional Tape Co., Inc., Riverside 46, III 
Ross, Inc., Will, Milwaukee 12, Wis 


ILEOSTOMY APPLIANCES 
Bittner Corp.. New York 13, N. Y. 


merican Cystoscope Makers, Inc., Pelham 
Y 


Manor 3, N 
Bee-Kem Products Inc., New York 17, N. Y 
Blank Drug Corp., Long Island City 5, N : 
Davol Rubber Company, Providence 1, R 
Fazio Laboratories, Thomas, Auburndale 66, 
Mass 
Frederiksen Co, 
Graham-Field Surgical Co., Inc., 
77, N. Y. 
Gricks, Inc., Hollis 23, N. Y. 
Hollister Incorporated, Chicago 10, Ill 
Marsan Mfg. Co., Inc., Chicago 29, Ill 
Mason Laboratories, Willow Grove 90, Pa. 
Medical Specialty Co., Inc., Green Bay 6, 


Gudrun, Oakland 4, Calif 
Woodside 


Perma-Typve Co., Inc. West Hartford 10, Conn. 

Surgical Devices, Mt. Vernon 50, Ohio 

Torbot Co., Inc., Warwick 88, R. I. 

United Surgical Supplies Co., Inc., Port 
Chester 74, N. Y. 

Wagner Industries, Inc., Surgical Appliance 
Division, Rochester 8, N. Y. 


INCINEFATORS: PORTABLE 


Brulé Incinerator Corp., Blue Island 6, Ill. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Il 

Goder Incinerators, Joseph, Elk Grove Village 
7, 

Kellogg Mann Corp., Buffalo 3, N. Y 

Morse Boulger, Inc., Corona 68, N. Y. 

Plibrico Co., Chicago M4, Ill. 





REDUCE PATIENT CARE — INCREASE PATIENT COMFORT 


with revolutionary Pi Peew Supports 

Srne’, > 
FOR MEN: FOR WOMEN: , 

MALE-DRI*| j= spec | Garey DREPANTS" 


patented 








Ideal for all ages (infants 
to geriatrics) who have 
, difficulty controlling blad- 
der or bowel functions. 
Waterproof outer lining 
covers an _ interior of 
super-soft absorbent flan- 
vY nel. Inside area double-padded with extra- 
Easy, sanitary way to nif = Nothing else like it. Can be worn thick, quilted cotton batting. Three-snap 
berranement (and om prcctbeglbeiay day and night to give constant pro- waist adjustment assures perfect fit even if 
garments and bedding. Comes com- patient gains or loses weight. Tie strings 
plete with 3 reusable, washable, can be secured for snug body fit. Com- 
snap-in pads and instant rinse-and- pletely washable; may be autoclaved. Size 
dry pouch. Pads are boilable. High- holder. Soft, absorbent reusable cot- is waist measurement. Children’s sizes 
quality elastic belt. Requires no spe- ton pad. Easy to put on. Comes com- 18-24, $3.95 retail; Adult sizes 26-38, $4.95 
cial fitting. Size is waist measure- plete with three snap-in washable each retail; 40-44, $5.95 each retail. Other 
ment. Retails at $5.95. pads, Pads are boilable. Retail $5.95. sizes available, $1.00 extra retail. 


tection and confidence. High-quality 
narrow elastic belt, wet-proof pad 
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RUPTURE-EASER® is a_pat- C8 See 2 GOLDEN CROWN® LUMBO-SACRO 
ented, strong, form fitting, j > Revolutionary, 3-ply Pi Peer material 
/ washable support for reduc- (bonded foam rubber, tricot and nylon). 
ible inguinal hernia. Snaps Independent adjusting, 3-strap com- 
up in front, has adjustable i ' pression control. 14-inch back. Remov- 
back lacing and leg straps, : able stays. Perforated for coolness. 


and a soft, flat groin pad. No 
steel or leather bands, invisible even 
under light clothing. Size is measured 
around lowest part of abdomen. In 


right or left side models @ $4.95 retail, Pl PEER® BACK-EASER—Is a patented sacroiliac support for 
double @ $6.95. men and women. Large foam rubber pad holds and massages 

back. Encircling pullstraps allow easy adjustment and instant 
relief. Washable, strong and XS 


Pl PEER GOLDEN CROWN® TRUSS form-fitting, the BACK-EASER is 
invisible even under light cloth- 


gives unexcelled comfort and Re SRR, gr gdh cigs 
protection for reducible inguinal § SS ing. Size is hip size. Retails 
hernia. Revolutionary 3-ply super- * — 3 @ 5.95. 

soft material. Based on patented, 
proven design. Size is measurement 
around lowest part of abdomen. In 


~ = Het J oe —_—" MAN'S MODEL-Contour Shaped Pl PEER® COMFO-FLEXTM RIB 

. = — . AND CHEST SUPPORT—combines 

« ities the flexibility of elastic with the 

res. fi : comfort-compression qualities of a 

Bea res specially selected non-stretch ma- 

GOLDEN CROWN® SACRO SUPPORT “1H terial that supports without binding. 

: ; R=) i - sees Velcro ‘“‘touch and hold” front fas- 

Same revolutionary . material as a ; i tening adjusts to exact compression. 

Lumbo Sacro. Encircling pull strap ~~ Man’s model: Dacron - and - cotton 

and unique reverse pulley action : mesh front panel. Woman's model: 

adjustment for easy, exact control 3) eo oe pee 

: y lace embroidere overlay 0 

of pressure from rubber back pad. models have 6” wide surgical elas- 

Patented design. WOMAN'S MODEL Fir Under Bust tic back. 








For information on professional discounts, write: Dept. NHA-95 


PIPER BRACE SALES CORP., 811 Wyandotte, Kansas City, Mo. 64105 
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»>3, N. Y 
terson 24, N. J 


INCONTINENCE GARMENTS 


Amira Products, Inc., Newburgh 52. N. Y. 

Bard, Inc., C. R.. Murray Hill 71. N. J. 

Bittner Corp.. New York 13, N. Y. 

Guardian Products Co., Inc., N. Hollywood 
5, Calif 

IPCO Hospital Supply Corp., 
N. Y 

Kuttnauer Mig. Co., Inc., Detroit 7. Mich. 

Piper Brace Sales Corp., Kansas City 5, Mo. 

Sani-Pac Corp., New York 10, N. Y. 


New York 13, 


Suyahoga Falls 


INDEXING FORMS AND 
SUPPLIES 


Physicians’ Record Co.. Berwyn 2. Ill. 


WITH THE APPLEGATE MOTOR OR 
FOOT POWER MARKER 


Both hands ore free to hold 
ee 
the exact position it is to be 
marked 

Works faster. Marks nome 
department, and date on one 


impression. Saves money 


time and linens 


Applegate indelible ink . . . 


Moore Business Forms, Inc., Park Ridge 68, 

Il. 
Reynolds & Reynolds Co., Dayton 7, Ohio 
Smead Mig. Co., Hastings 33, Minn 


INDICATORS: SMOKE-DENSITY 


Canton Stoker Corp., Canton 1, Ohio 

General Electric Co., Apparatus Sales, Sche 
nectady 5, N. Y 

Photomation, Inc., Mor 

Preferred Utilities Mig. Corp., 
ie We 

Pyrotronics, Inc., 


INHALATORS: ARTIFICIAL 
RESPIRATION 


intain View 41, Calif 
Ne w York 17, 


Union 73, N. J 


IPCO Hospital Supply Corp... New York 13. 
N. ¥ 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 
Liquid Carbonic Division of General Dynam- 
ics Corp., Chicago 3. Ill 


Air Products & Chemicals, 
19. D. C 
lson Corp icago 11 

Davis Anal, Ben ipment Co., I 
4, N. J 

Emerson Co., J. H., Cambri dge 

Hudson Oxygen Therapy Sales Co 
geles 27, Calif. 

Meinecke & Co., Inc., Baltimore 4 

Mine Safety Appliances Co., Pittsburgh 

Nursing Home Products, American 
Supply Corp., Evanston 1, Ill 

Oxygen Equipment & Service 


Physicians & Hospitals Supply 
neapolis 3, Minn 
Resp-Aids, Inc., New York 51, N. Y. 
Ross, Inc., Milwaukee 12, Wis 
Shampaine Industries, Inc., O.E.M 
Union 83, N. J 
Stephenson ~~ Re od Bank 1, N. J 
J. S. Hospital ipply Corp., Ne 
1 4 


NI 
N 


INSECTICIDES 


Airkem, Inc., New York: 17, N. Y. 

Brulin & Co., Inc., Indianapolis 7, Ind. 

Diversey Corp., Chicago 6, Ill. 

Dolge Co., C. B., The, Westport 80, Conn. 

du Pont de Nemours & Co. (Inc.), E. 1, In- 
dustrial & Biochemicals Dept., Wilmington 
98, Del. 

Fuller Brush Co., Industrial Products Division, 
East Hartford 8, Conn. 

Gulf Oil Corp., Houston 1, Texas 

Holcomb Mig. Co., Inc., J. L., Indianapolis 7, 
Ind. 

Huntington Laboratories, Inc., 
Ind. 

Hysan Products Co., Chicago 9, Ill. 

Johnson & Son, Inc., S. C., Racine 3, Wis. 

Midland Laboratories, Dubuque 1, Iowa 

Pur it an Chemical Co., Atlanta 18, Ga. 

Sanfax Corporation, Atlanta 3, Ga. 

Sexton & Co., John, Chicago 32, Ill. 

Standardized Sanitation Systems, 
lington 3, Mass. 

U. S. Borax & Chemical Corp., Los Angeles 
5, Calif. 

Virginia Chemicals Inc., 

West Chemical Products, Inc., 

sity 1, N. Y. 

We estern Chemical Co., St. ae 1, Mo. 

Woodlets Inc., Buffalo 3, N. 


Huntington 50, 


Inc., Bur- 


West Norfolk 3, Va. 
Long Island 


INSTRUMENTS: DIAGNOSTIC 
AND SURGICAL 


IPCO Hospital Supply Corp.. New York 13, 
N. Y. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 
American Hospital Supply Corp., Evanston 1, 


Becton, Dickinson & Co., Rutherford 70, N. J. 
Clay-Adams, Inc., New York 10, N. Y. 
Meinecke & Co., Inc., Baltimore 4, Md 
Mueller & Co., V., Chicago 12, Ill. 














(silver base) is 


FULLY ADJUSTABLE 
INCONTINENT PANTS 


with SANFORIZED—PRE-SHRUNK, ALL FLANNEL LINERS 
FOR e MEN 


Completely waterproof . . 


S—(20-25) proof... . assures 
and fecal incontinence. 


PACKAGED IN SELF-DISPLAY BOX 





e WOMEN e CHILDREN 


SOILED BEDDING 
RUBBER SHEETS 
WET CLOTHING 
EMBARRASSMENT 


. odor proof . . . detection 
assures 24 hour protection during urinary 


M—(26-31) 
L—(32-37) 100% waterproof plasticized rayon knit pants. 
xL—(39-44) Lightweight, elastic waist and leg hands. Solid 
Brass snap fasteners. Double adjustment at waist 


and legbands. 


heat-set and lasts as long as the cloth on 
which it is used . . . Xanno is a long-lasting 
indelible ink (does not require heat). Either 
may be used with Applegate Markers, stencil 
or pen, 

Write for Free Impression Slip. 








APPLEGATE 
\JCREMICAL COMPANY 


7351 N. HAMLIN AVE. SKOKIE, ILL. 4) i) 


Sani-Pac Z 
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DESIGNED FOR INCONTINENTS 





ai Invisible Under Clothing 
Day & Nite Protection 








from Wet Beds or Clothing 
N gait a. 


No more messy wet bedding! No bulky two- 
s piece garments! Available with either tape ties 
or durable snap fasteners on side openings. No 
binding or discomfort. Lightweight absorbent 
material with outer-covering of soft, pliable, 
non-toxic plastic. Washable, boilable. 
Eliminates rubber sheets, assures complete day 
and night comfort. Fits snugly. Unique con- 
struction and design makes this panty the easi- 
est of all incontinent garments for a nurse or 
attendant to put on a patient. Recommended 
by leading doctors and nursing homes every- 
where! Almost ONE MILLION satisfied grate- 


ful users! 


Write for full details 


For distribution in your area write directly to: 


AMIRA PRODUCTS, inc. 


981 Fostertown Road, Newburgh, N. Y. 


For more facts circle 70 on reply card 





INSTRUMENTS: DIAGNOSTIC 
AND SURGICAL—Cont'd. 


Supply Co., Inc., Min- 
Philadelphia 


yLN.Y 
Island City 


Johns-Manville, New York 16, N. Y. 
National Cork Co., Closter 24, N. J. 
National Gypsum Co., Buffalo 2, N. Y. 
) Sorning Fiberglas Corp., New York 
h-Corning Corp., Pittsburgh 22, Pa 
. New York 17, N. Y 
o., Seattle 1, Wash 
ypsum Co., Chicago 6, Ill 
Co., Ensolite Products Dept., 
Mishawaka 44, Ind 
Westinghouse Electric Corporation, Pittsburg! 
30, Pa 
W n, Inc zrant, Chicago 


4.1 
n Co., St. Paul 1, Minn 


INSURANCE FORMS: 
APPROVED HOSPITAL 
AND PHYSICIANS’ REPORT 
FORMS (GROUP AND 
INDIVIDUAL) 


Photo courtesy Westview Nursing Home, Racine, Wis. 


Increase staff efficiency with 
Webster Nurses’ Call System 


Match your special needs with standard units —as you go 


Here’s an intercommunications system that saves nurses thousands of 
steps, yet gives patients a greater feeling of security. And, it will pay 
for itself in the time and steps it saves. 

Webster Nurses’ Call provides fast, two-way conversations between 
the patient and the nurses’ station. It’s a simple, foolproof system. 
Both nurses and patients learn to use it in just a few minutes. Permits 
the patient to talk hands-free—and it's combined with visible signals 
which tell the patient he has made the call correctly. Visible and 
audible signals at the nurses’ station tell which patient has called. 
Emergency switches, corridor indicator lights, bed cords and outside 
door alarms are only a portion of the standard units available. Capacity 
is unlimited—start with a system that solves today’s problems—add 
“applique” growth panels /ater to expand as you grow. 

Your system will be installed and maintained by trained experts. 
Your local Webster Electric Distributor will be glad to analyze your 
needs without cost or obligation. Or write direct to Webster . . . manu- 
facturers of fine communications equipment for more than 30 years. 


COMMUNICATIONS DIVISION 


WEBSTER 


ELECTRIC 


RACINE-WIS 


In Canada 
PRIVATE DIAL TELEPHONE 


SOUND & PAGING SYSTEMS 


Webster Electric (Canada), Ltd, Kitchener, Ontario 


LOUD-SPEAKING INTERCOM 


e TEACHING LABORATORIES 
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Briggs Printing Co.. Des Moines ll, Iowa 
Physicians’ Record Co., Berwyn 2, Ill. 


Moore Business Forms, Inc., Park Ridge 68, 
I 


INSURANCE: NURSING HOME 

O'Connor & Co., Wm. K., Chicago 4, Ill 

INTERCEPTORS: GREASE, 
HAIR, PLASTER, SEDIMENT 

Kohler Co., Kohler 44, Wis. 

2sam Mfg. Co., Michigan City 60, Ind. 


7 

Jc 

Zu Industries, Inc Hydromechanics Divi- 
sion, Erie 12, Pa 


INTERCOMMUNICATION 
SYSTEMS 


RCA Service Co., A Division of Radio Cor- 
poration of America, Camden 8, N. J. 
Webster Electric Co., Racine 3, Wis. 


Altec Lansing Corp., Anaheim 2, Calif 

American Communications Corp., Springfield 
Gardens 34, N. Y. 

Automatic Electric Co., Northlake 64, Ill 

— Electric Company, Inc., Long Island City 
se 

Dictograph Products Inc., Danbury 10, Conn 

DuKane Corp., St. Charles 74, Ill 

Electricon, Inc., El Monte 33, Calif. 

Executone, Inc., Long Island City 1, N. Y 

General Electric Communication Products 
Dept., Lynchburg 1, Va 

Graybar Electric Co., Inc., New York 17, N. Y 

Hospix TV Services, Barrington 10, Ill 

ITT Kellogg, Chicago 38, Ill 

Motorola-Dahlberg Communications Systems, 
Chicago 51, Ill 

Radio Corporation of America, Camden 2, N. J. 

Rauland-Borg Corp., Chicago 18, Ill 

Stromberg-Carlson Corp.,- Rochester 1, N. Y. 

TelAutograph Corp., Los Angeles 45, Calif 

Victor Comptometer Corp., Business Machines 
Group, Chicago 18, Ill 

Wells Television, Inc., New York 17, N. Y. 

Wheeler Electronic Co., Division of Sperry 
Rand Corp., Waterbury 20, Conn. 


IRONERS: FLATWORK 


American Laundry Machinery Industries. Cin- 
cinnati 12, Ohio 

Ametek, Inc., Troy Laundrite Division, East 
Moline 44, Ill. 

Chicago Dryer Co., Chicago 39, Ill. 

Pellerin Milnor Corp., New Orleans 19, La. 

Troy Laundrite, A Division of Ametek, Inc., 
East Moline 44, Ill. 


Drier Co., Chicago 39, Ill 
rp., Chicago 26, Ill 
een, A Division of McGraw-Edison 
Co., Ripon 71, Wis. 
Stebbins Mig. & Supply Co., Denver 2, Colo 
Super Laundry Machinery Co., Inc., Chicago 


UniMac Co., Atlanta 5, Ga 


IRONING BOARDS 


Ametek, Inc., Troy Laundrite Division. East 
Moline 44, Ill. 

Troy Laundrite, A Division of Ametek, Inc., 
East Moline 44, Ill. 


IRRIGATOR SETS 
(DISPOSABLE) 


American Sterilizer Co., Erie 6, Pa. 


IRRIGATORS 


Everest & Jennings. Inc., Los Angeles 25, 
Calif. 
Shampaine Industries, Inc. St. Louis 4, Mo. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
Ill 

Clark Linen & Equipment Co., Chicago 6, 
Ill. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Jones Metal Products Co., Zylon Products, 
Inc., Subsidiary, West Lafayette 45, Ohio 





Physicians & Hospitals Supply Co. Inc., Min- 
neapolis 3, Minn. 

Polar Ware Co., Sheboygan 82, Wis 

Pratt Hospital Equipment Co., Subsidiary of 
Everest & Jennings, Inc., Los Angeles 25 
Calif 

Ross, Inc., Will, Milwaukee 12, Wis 

Vollrath Co., The, Sheboygan 82, Wis 


JACKETS: STRAIT 


Melrose Hospital Uniform Co., Inc., 
22, N. Y 

Smith & Son, Inc., Co., Philadelphia 23, Pa 

Stanley Co., Inc., William W., Hillside 5, N. J 


JARS: CAPSULE, OINTMENT, 
POWDER 


Brooklyn 


Armstrong Cork Co., Lancaster 4, Pa 

Bel-Art Products, Pequannock 40, N. J 

Owens-Illinois Glass Co., Glass Container Di- 
vision, Toledo 1, Ohio 

Pennsylvania Glass Products Co., Inc., Pitts 
burgh 13, Pa. 

Polar Ware Co., Sheboygan 82, Wis 

Vollrath Co., The, Sheboygan 82, Wis 


JARS: DRESSING, 
APPLICATOR, SUNDRY 
SETS 


Clark Linen & Equipment Co., Chicago 6, Ill 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Jones Metal Products Co., Zylon Products, Inc., 
Subsidiary, West Lafayette 45, Ohio 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Polar Ware Co., Sheboygan 82, Wis. 

Ross, Inc., Will, Milwaukee 12, Wis 

Vollrath Co., The, Sheboygan 82, Wis 

Weck & Co., Inc., Edward, Long Island City 
1, N. Y. 


JOINTS: EXPANSION 


Cabot Piping Systems Plastic 
Cabot Corp., Louisville 1, Ky 


JOISTS: STEEL 


Ceco Steel Products Corp., Chicago 50, Ill 
Republic Steel Corp., Mfg. Division, Youngs 
town 5, Ohio 


JUGS: BEVERAGE (THERMAL) 


cago 54, Ill 

Thermos Division of King-Seeley Thermos 
Norwich 60, Conn 

Universal-Stanley, Division of Landers 


& Clark, New York 22, N. Y 


KETTLES 
Market Forge Co., Everett 49, Mass. 


Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill 

Groen Mfg. Co., Elk Grove Village 7, Ill 

Hubbert & Son, Inc., B. H., Baltimore 24, Md 

Utensils Co., Inc., Long Island City 

l, 4 

McDonald Company, Reading 67, Mass. 

Pick Co., Inc., Albert, Chicago 8, IIl. 

Straus-Duparquet Inc., New York 3, N. Y 

Van Range Co., John, Cincinnati 2, Ohio 

Vulcan-Hart Corp., Louisville 1, Ky. 

Wear-Ever Aluminum, Inc., New Kensington 


68, Pa 


KICK BUCKETS AND PANS: 
WHEELED 


Brewer Co., E. F., Butler 7, Wis. 

Market Forge Co., Everett 49, Mass. 
Shampaine Industries. Inc., St. Louis 4. Mo. 
Robert Industries, Inc., H., St. Louis 10, Mo. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
Ill. 

American Metal Furniture, Inc., Indianapolis 2 
Ind 

Atlantic Alloy Industries, Inc., Union 83, N. J. 

Blickman, Inc., S., Weehawken 87, N. J. 

Clark Linen & Equipment Co., Chicago 6, 
Il. 

Colson Corp., Chicago 11, Ill. 


Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Harold Supply Corporation, New York 13, 
N. Y 

Institutional Industries, Inc., 

hio 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Ross, Inc., Will, Milwaukee 12, Wis 

Shampaine Industries, Inc., Wilson Division, 
Columbus 6, Ga. 

Thorner Mfg. Co., Inc., Tamaqua 52, Pa. 

United Metal Fabricators, Inc., Johnstown 4, 
Pa 

Vollrath Co., The, Sheboygan 82, Wis. 

Weck & Co., Inc., Edward, Long Island City 
1, &. ¥. 


KILLERS: WEED AND BRUSH 


Brulin & Co., Inc., Indianapolis 7, Ind. 

Dolge Co., C. B., The, Westport 80, Conn. 

du Pont de Nemours & Co., (Inc.), E. L, 
Industrial & Biochemicals Dept., Wilmington 
98, Del. 


Smith & Co., Inc., D. B., Utica 2, N. Y. 


Cincinnati 38, 


KILNS: CLAYCRAFT AND 
POTTERY 


Hydor Therme Corp., Pennsauken 9, N. J. 
Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 
Seeley’s Ceramic Service, Inc., Oneonta 20, 

N. Y. 


LABELS: PHARMACY 
(PRESCRIPTION AND 
LEGEND) 


Drug Package Inc., 

Paramount Paper Products Co., 
Nebr. 

Phenix Box & Label Co., Kansas City 11, Mo. 

Professional Tape Co., Inc., Riverside 46, Ill. 


O'Fallon 66, Mo. 
Omaha 10, 


LABELS AND TAPES: 
IDENTIFICATION 


Avery Label Co., Monrovia 16, Calif 

Cash, Inc., J. & J., South Norwalk 56, Conn. 
Labelon Corp., Canandaigua 24, N. Y. 
Macrobiotics, Inc., Whitestone 57, N. Y. 
Professional Tape Co., Inc., Riverside 46, Ill. 


LAMPS: BEDSIDE, DESK, 
TABLE, FLOOR 


Adjustable Fixture Co., Milwaukee 2, Wis. 
Brewster Corp., Old Lyme 71, Conn. 

IPCO Hospital Supply Corp., New York 13. 
N. Y 


Kadan Co., Inc., D. A., Yonkers 1, N. Y. 
Kuttmauer Mig. Co.. Inc., Detroit 7, Mich. 


Am rican Hospital Supply Corp., Evanston 1, 

ll 

American Metal Furniture, Inc., Indianapolis 
2, Ind 

Art Specialty Co., Chicago 4], Ill. 

Burrows Co., Chicago 45, Ill. 

Clark Linen & Equipment Co., Chicago 6, IIl. 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Dazor Mfg. Co., St. Louis 10, Mo. 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Don & Co., Edward, Chicago 16, Ill 

Eichenlaubs, Pittsburgh 1, Pa 

Fostoria Corp., Fostoria 30, Ohio 

General Lighting Co., Inc., Brooklyn 6, N.Y. 

Graybar Electric Co., Inc., New York 17, N.Y. 

Harold Supply Corporation, New York 13, N.Y. 

Hill-Rom Co., Inc., Batesville 6, Ind. 

Hospac Corp., Woodside 77, N. Y. 

Hospital Furniture, Inc., Chicago 11, Ill. 

Huntington Furniture Corp., Lincolnton 92, 

Cc 

Luxo Lamp Corp., Port Chester 74, N. Y. 

Marshall Field & Co., Contract Division, Chi- 
cago 54, Ill. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Meridian Standards Corp., New York 10, N. Y. 

Mills Hospital Supply Co., Chicago 45, Ili 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, II! 

P-N Luminous Equipment Co., Franklin Park 
31, Ill. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 


Prescolite Mfg. Corp., San Leandro 77, Calif. 
Ross, Inc., Will, Milwaukee 12, Wis. 

Spencer Industries, Inc., Philadelphia 22, Pa 
Straus-Duparquet, Inc., New Yor’ 3, N. Y. 
Swivelier Co., Inc., New York 3, N. Y. 
U. S. Hospital Supply Corp., New York 3, N.Y. 
Versen Inc., Kurt, Westwood 75, N. J. 
Wocher & Son Co., Max, Cincinnati 2, Ohio 


LAMPS: INFRARED 


Adjustable Fixture Co., Milwaukee 2, Wis. 
Crescent Metal Products, Inc., Cleveland 8, 


Ohio 
= Hospital Supply Corp., New York 13, 
Y 


Kadan Co., Inc., D. A., Yonkers 1, N. Y. 


Arnold Health Equipment Co., Knox 34, Ind. 

Atlas Sound, Division of American Trading 
and Production Corp., Brooklyn 18, N. Y. 

Battle Creek Equipment Co., Battle Creek 17, 
Mich. 

Birtcher Corp., Hospital Division, Los Angeles 
32, Calif 

Brandt & Sons, Inc., M., Bronx 57, N. Y. 

Burdick Corp., Milton 63, Wis. 

Champion Lamp Works, Lynn 1, Mass. 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

General Electric Co., Large Lamp Dept., 
Cleveland 12, Ohio 

General Lighting Co., Inc., Brooklyn 6, N. Y. 

Graham-Field Surgical Co., Inc., Woodside 
77, N. Y. 

Harold Supply Corporation, New York 13, 
N. Y 


Heal-Lite Co., Cortland 45, N. Y. 

Hydor Therme Corp., Pennsauken 9, N. J. 

MacLevy Products Corp., New York 1, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Rehabilitation Equipment Inc., New York 28, 
N. Y 


Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 

Richlite Electric Products, Memphis 2, Tenn. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Stanley Physical Therapy Equipment & Supply 
Co., Chicago 6, IIl 

Sylvania Electric Products, Inc., Lighting Prod- 
ucts Division, Salem 71, Mass. 

U. S. Hospital Supply Corp., New York 3, 
N. Y 


Westinghouse Electric Corporation, Pittsburgh 
30, Pa 

Westinghouse Electric Corp., Lamp Division, 
Bloomfield 3, N. J. 


LAMPS: ULTRAVIOLET 
(MEDICAL) 


IPCO Hospital Supply Corp., New York 13, 
N. Y. 
Kadan Co.. Inc., D. A.. Yonkers 1, N. Y. 


American Optical Co., Instrument Division, 
Buffalo 15, N. Y. 

American Ultraviolet Co., Summit 1, N. J. 

Atlantic Ultraviolet Corp., Long Island City 1, 
BF. 

Battle Creek Equipment Co., Battle Creek 7, 

ich. 

Birtcher Corp., Hospital Division, Los Angeles 
32, Calif. 

Brandt & Sons, Inc., M., Bronx 57, N. Y. 

Burdick Corp., Milton 63, Wis. 

Burton Mig. Co., Van Nuys 6, Calif. 

Dallons Laboratories, Division of International 
Rectifier Corp., El Segundo 46, Calif. 

General Electric Co., Large Lamp Dept., 
Cleveland 12, Ohio 

Meinecke & Co., Inc., Baltimore 4, Md. 

National Electric Instrument Division, Engel- 
hard Hanovia Inc., Elmhurst 73, L.I., N.Y. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Rehabilitation Equipment Inc., New York 28, 
_ Ze 


Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Spencer Industries, Inc., Philadelphia 22, Pa. 

Stanley Physcial Thereapy Equipment & Sup- 
ply Co., Chicago 6, Ill. 

Sylvania Electric Products, Inc., Lighting 
Products Division, Salem 71, Mass. 
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LAUNDRY MACHINERY AND 
EQUIPMENT 


American Laundry Machinery Industries, Cin- 
cinnati 12, Ohio 

Ametok., Inc., Troy Leaundrite Division, East 
Moline 44, Ill. 

Chicage Dryer Co., Chicago 39, Ill. 

Huebsch Originators, Milwaukee 1, Wis. 

Pellerin Milnor Corp.. New Orleans 19. La. 

Troy Leundrite. A Division of Ametek, Inc.. 
East Moline 44, Ill. 


LAVORATORIES: ALL-SERVICE 
Kohler Co., Kohler 44, Wis 





Elkay Mig. Co., Broadview 55, Il. 

Murray Corporation of America, The, Eljer 
Plumbingware Division, Pittsburgh 22, Pa 

Universal-Rundle Corp., New Castle 1, Pa. 


LAXATIVES 
Hankscraft Co., Reedsburg 59, Wis. 


LEATHERCRAFT TOOLS AND 
SUPPLIES 


American Handicrafts Co., Fort Worth /7, 
Texas 

American Reedcraft Corp., Hawthorne 24, NJ 

Tandy Leather Co., Fort Worth 1, Texas 


LEG AND FOOTRESTS 
Shampaine Industries, Inc., St. Louis 4, Mo. 


Aloe-Health & Sciences Division of Brunswick, 
St. Louis 3, Mo 

Atlas Hospital Equipment Co., Inc., Windber 
63, Pa 

Orthopedic Equipment Co., Inc., Bourdon 4, 
Ind 

Rajowalt Co., Inc., Atwood 2, Ind 

Thorner Mfg. Co., Inc., Tamaqua 52, Pa 

United Metal Fabricators, Inc., Johnstown 4, 
Pa 


~~ Bronze Co., Inc., The, Brooklyn 21, 


Harmax, Inc., Portland 2, Ore. 

International Bronze Tablet Co., Inc., New 
York 11, N. Y. 

Knight & Son, Inc., H. W., Seneca Falls 48, 
N. Y. 


Livers Bronze Co., Kansas City 26, Mo. 
McGann Bronze, Inc., Somerville 43, Mass. 
Matthews & Co., Jas. H., Memorial Bronze Di- 
vision, Pittsburgh 26, Pa. 
Meierjohan-Wengler, Inc., Cincinnati 15, Ohio 
Michaels Art Bronze Co., The, Covington 12, 


y- 
Nelson-Harkins Industries, Inc., Chicago 25, 
Ill. 


Newman Brothers, Inc., Cincinnati 16, Ohio 

Southwell Co., San Antonio 5, Texas 

Spencer Industries, Inc., Philadelphia 22, Pa 

United Stctes Bronze Sign Co., Inc., New York 
> 


LIFTERS: BED 


DePuy Mig. Co., Inc.. Warsaw 80, Ind. 
Zimmer, Warsaw 80, Ind. 


Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Orthopedic Equipment Co., Inc., Bourbon 4, 
Ind. 


Weck & Co., Inc., Edward, Long Island City 


Kohler Company 1, N.Y. 


Kohler, Wisconsin 53044 
LETTERS AND NUMBERS 
(ALUMINUM, BRONZE, 
PORCELAIN-ENAMEL, 
AINLESS STEEL DePuy Mig. Co., Inc.. Warsaw 80, Ind. 
ST s ) Everest & Jennings. Inc., Los Angeles 25. 
Lake Shore Markers, Inc., Erie 12, Pa. Calif. 
Hoyer & Co., Inc., Tec, Oshkosh 2. Wis. 
IPCO Hospital Supply Corp.. New York 13. 
N. Y 


LIFTERS: BEDPAN 
Grant Co., R. D., Cleveland 14, Ohio 


See our advertisement in the LIFTERS 
Catalog Section : INVALID 
for details on our 


Lavatories 











Architectural Bronze & Aluminum Corp., Sko- 
kie 76, Ill 

Art In Bronze Divison of Wooster Products 
Inc., Wooster 91, Ohio 

Bayer Co., A. J., Los Angeles 58, Calif. 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 
Stryker Corp., Kalamazoo 1, Mich. 
Zimmer, Warsaw 80, Ind. 





THERE'S A Nightingale LAMP TO FIT 
EVERY NURSING HOME 
NEED AND BUDGET 


Just 3 of a complete line of quality 
Bed, Floor, Wall, & Examining Lamps 
MODEL +150 
NEW Detachable Bed Lamp with Night Light 

Fits over-bed frame socket . . . ventilated reflector uni- 
versally adjustable . . . convenient rotating night light . . . 
plug-in receptacle and switches . . . stops prevent lamp 
from hitting wall. 


— Complete line permanently dis- 
, played at The Medical Merchandise 
Mart Lincolnwood (Chicago) Ill. 


MODEL 406-A 


Variable Height Adjustment 

This versatile lamp hes same 
height oedjustment as a Variable- 
Height Bed—reflector is always 
just right for po- 

tient. Plug-in re- 

ceptacile, night 

light, and switches 
always at mattress 

level. Ventilated 

reflector rotates 

full 360° for reed- 

ing or indirect il- 

lumination. 





MODEL +619 
WALL LAMP 


Complete patient room light- 
ing in a single unit. 
® Reading & Examining 
®@ Indirect Light 
®@ Night Light 
@ Plug-in Receptacle 





102-110 E. Mason St. 
Milwaukee 2, Wis. 


Write for more detailed information. 


For more fects circle 72 on reply card 





American latro-Dynamics Corp., Inglewood 1, 
Calif. 

American Wheel Chair Division, Institutional 
Industries, Inc., Cincinnati 38, Ohio 

Century Mfg. Co., Lincoln 5, Nebr 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Grant Co., R. D., Cleveland 14, Ohio 

mee Sumateten, Inc., Homer, New York 16, 


Invalex of Ohio, Lodi 54, Ohio 

Invalex Sales Co., Inc., Long Beach 13, Callii. 

= “or Cane & Crutch Co., Norristown 1, 
a. 

Lifteez Co., Van Nuys 1, Calif. 

Meinecke & Co., Inc., Baltimore 4, Md 

Mills Hospital Supply Co., Chicago 45, Ill. 

National Sales Co., Saginaw 7, Mich. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Porto-Lift Mig. Co., Higgins Lake 27, Mich. 

Preston Corp., J. A., New York 3, N.Y. 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis 

an Hospital Supply Corp., New York 3, 

Y 


Wocher & Son Co., Max, Cincinnati 2, Ohio 
Wright Mfg. Co., Memphis 5, Tenn 
LIFTS: BATH 


Everest & Jennings. Inc., 
Calif. 


Los Angeles 25, 


American-Standard, Plumbing & Heating Divi- 
sion, New York 18, N. Y. 

Grant Co., R. D., Cleveland 14, Ohio 

Invalex of Ohio, Lodi 54, Ohio 

Invalex Sales Co., Inc., Long Beach 13, 
Calif. 

National Sales Co., Saginaw 7, Mich 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 


LIGHTING: EMERGENCY 
(BATTERY-UNIT) 


American Sterilizer Co., Erie 6, Pa. 
Scientific Equipment Mig. Corp. 
38, N. Y. 


Larchmont 


Debs Hospital Supplies, Inc., Chicago 31, Ill 

Don & Co., Edward, Chicago 16, Ill 

Exide Industrial Marketing Division, The Elec- 
tric Storage Battery Co., Philadelphia 20 
Pa. 

Hobby & Brown Electronic Corp., Rockville 
Centre 70, L. L, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Ross. Inc., Will, Milwaukee 12, Wis 

U.S. Hospital Supply Corp., New York 3, N.Y. 


LIGHTING FIXTURES: 
FLUORESCENT 


Day-Brite Lighting, A Division of Emerson 
Electric, St. Louis 47, Mo. 
General Lighting Co., Inc., Brooklyn 6, N.Y. 
Graybar Electric Co., Inc., New York 17, 
N. Y. 
Guth Co., Edwin F., St. Louis 3, Mo. 
Luxo Lamp Corp., Port Chester 74, N. Y 
Miller Co., Meriden 51, Conn. 
P-N Luminous Equipment Co., 
31, Ml. 
Prescolite Mfg. Corp., San Leandro 77, Calif 
Richlite Electric Products, Memphis 2, Tenn 
Sunbeam Lighting Co., Los Angeles 21, Calif. 
Swivelier Co., Inc., New York 3, N.Y. 
Sylvania Electric Products, Inc., Lighting 
Products Division, Salem 71, Mass. 
Verd-A-Ray Corp., Toledo 5, Ohio 
Wakefield Lighting Division, Wakefield Corp., 
Vermilion 89, Ohio 
Westinghouse Electric Corporation, Pittsburgh 
, Pa. 
Wiremold Co., The, Hartford 10, Conn. 


Franklin Park 


LIGHTING FIXTURES: 
INCANDESCENT 


Adjustable Fixture Co., Milwaukee 2. Wis. 


Day-Brite Lighting, A Division of Em~«rson 
Electric, St. Louis 47, Mo 

General Lighting Co., Inc., Brooklyn 6, N. Y. 

Graybar Electric Co., Inc., New York 17, N. Y. 

Guth Co., Edwin F., St. Louis 3, Mo. 


Luxo Lamp Corp., Port Chester 74, N. Y. 
Miller Co., Meriden 51, Coan. 

Pass & Seymour, Inc., Syracuse 9, N. Y. 
Pistol Inc., A. W., New Rochelle 5, N. Y. 
Prescolite Mfg. Corp., San Leandro 77, Calif. 
Spencer Industries, Inc., Philadelphia 22, Pa. 
Sunbeam Lighting Co., Los Angeles 21, Calif. 
Swivelier Co., Inc., New York 3, N. Y. 
Verd-A-Ray Corp., Toledo 5, Ohio 

Versen Inc., Kurt, Westwood 75, N. J. 
Westinghouse Electric Corporation, Pittsburgh 


30, Pa 
Wilson Lighting, J. A., Division of Wilson 
Research Corp., Erie 6, Pa. 


LIGHTS: BED (ADJUSTABLE) 


Adjustable Fixture Co., Milwaukee 2, Wis. 

Brewster Corp., Old Lyme 71, Conn. 

IPCO Hospital Supply Corp.. New York 13, 
N. Y. 

Kadan Co., Inc., D. A.. Yonkers 1, N. Y. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Sh tri Inc., St. Louis 4, Mo. 


- 





American Hospital Supply Corp., Evanston 1, 
Ill. 

Clark Linen & Equipment Co., 

Continental Hospital Supply, Inc., 


7, Ohio. 
Debs Hospital Supplies, Inc., Chicago 31, 
Il 


Chicago 6, Ill. 
Cleveland 


Eichenlaubs, Pittsburgh 1, Pa 

Fostoria Corp., Fostoria 30, Ohio 

General Lighting Co., Inc., Brooklyn 6, N. Y. 

Guth Co., Edwin F., St. Louis 3, Mo. 

Harold Supply Corporation, New York 13, 
Y 


N. Y. 
Hill-Rom Co., Inc., Batesville 6, Ind. 
Hospac Corp., Woodside 77, N. Y. 
Hospital Furniture, Inc., Chicago 11, Il. 
Huntington Furniture Corp., Lincolnton 92, 


Lam Inc., Wakefield 80, Mass. 

Luxo Lamp Corp., Port Chester 74, N. Y. 

Marshall Field & Co., Contract Division, Chi- 
cago 54, Ill. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Meridian Standards Corp., New York 10, N. Y. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

P-N Luminous Equipment Co., 
31, Ill. 

Phsycians & Hospitals Supply Co., 
neapolis 3, Minn. 

Prescolite Mig. Corp., San Leandro 77, Calif. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Sunbeam Lighting Co., Los Angeles 21, 
Calif. 

Swivelier Co., Inc., New York 3, N. Y. 

U. S. Hospital Supply Corp., New York 3, 
N. Y 


Franklin Park 


Inc., Min- 


Versen Inc., Kurt, Westwood 75, N. J. 


LIGHTS: EXAMINING 


Adjustable Fixture Co., Milwaukee 2, Wis. 
American Sterilizer Co., Erie G, Pa. 
Brewster Corp., Old Lyme 71, Conn. 

Kadan Co., Inc., D. A., Yonkers 1, N. Y. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
I. 

American Metal Furniture, Inc., Indianapolis 
2, Ind. 

Art Speciality Co., Chicago 41, III. 

Atlas Hospital Equipment Co., Inc., 
63, Pa. 

Atlas Sound, Division of American Trading and 
Production Corp., Brooklyn 18, N.Y 

Brandt & Sons, Inc., M., Bronx 57, N.Y. 

Burrows Co., Chicago 45, Ill. 

Burton Mfg. Co., Van Nuys 6, Calif. 

Castle Co., Wilmot, Subsidiary of Ritter Corp., 
Rochester 23, N. Y. 

Clark Linen & Equipment Co., Chicago 6, 
Ill. 


Windber 


Debs Hospital Supplies, Inc., Chicago 31, 

Ill. 

General Lighting Co., Inc., Brooklyn 6, N. Y. 

Graham-Field Surgical Co., Inc., Woodside 
= 


Graybar Electric Co., Inc., New York 17, 


N. 
Harold Supply Corporation, New York 13, 
N. Y. 


Hill-Rom Co., Inc., Batesville 6, Ind. 
Luxo Lamp Corp., Port Chester 74, N. Y. 
Meridian Standards Corp., New York 10, N. Y. 


Mueller & Co., V., Chicago 12, Ill. 

Overseas Service Corp., -? Equipment 
Division, Washington 6, D. 

P-N Luminous Equipment Co. Franklin Park 
31, Il. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Ritter Corp., Rochester 3, N. Y. 

Shampaine Industries, Inc., Wilson Division, 
Columbus 6, Ga. 

Spencer Industries Inc., Philadelphia 22, Pa. 

Sunbeam Lighting Co., Los Angeles 21, Calif. 

Tensor Corp., Brooklyn 33, N. Y. 

U. S. Hospital Supply Corp., New York 3, 

} 2 


N. 
Versen Inc., Kurt, Westwood 75, N. J. 
Weck & Co., Inc., Edward, Long Island City 
1, N. Y. 
Wocher & Son Co., 


LIGHTS: NIGHT 
Adjustable Fixture Co., Milwaukee 2, Wis. 


Max, Cincinnati 2, Ohio. 


Day-Brite Lighting, A Division of Emerson 
Electric, St. Louis 47, Mo. 

Faraday Division, The Gray Mfg. Co., Tecum- 
seh 86,. Mich. 

Graybar Electric Co., Inc., New York 17, N.Y. 

Guth Co., Edwin F., St. Louis 3, Mo. 

Luxo Lamp Corp., Port Chester 74, N. Y. 

P-N Luminous Equipment Co., Franklin Park 
31, Il. 

Prescolite Mfg. Corp., San Leandro 77, Calif. 

Standard Electric Time Co., Springfield 1, 
Mass. 

Sunbeam Lighting Co., Los Angeles 21, Calif. 

Swivelier Co., Inc., New York 3, N. Y. 

Versen Inc., Kurt, Westwood 75, N. J. 


LIGHTS: OUTDOOR 


Bridgeport 2, Conn. 
Apparatus Sales, Sche- 


Bryant Electric Co., 
General Electric Co., 
nectady 5, N. Y. 
Prescolite Mfg. Corp., San Leandro 77, Calif. 

Versen Inc., Kurt, Westwood 75, N. J. 


LINENS: TABLE 
IPCO Hospital Supply Corp., New York 13, 
N. Y. 


tri Inc., St. Louis 4, Mo. 





Kuttnauer —~ Co., Inc, Detroit 7, Mich. 
Sh 


Baker Linen Co., H. W., New York 13, N. Y. 

Bates Fabrics, Inc., New York 1, N. Y. 

Burrows Co., Chicago 45, Il. 

Carolina Absorbent Cotton Co., Division of 
Barnhardt Mfg. Co., Inc., Charlotte 1, N. C. 

Clark Linen & Equirment Co., Chicago 6, Ill. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Don & Co., Edward, Chicago 16, Ill. 

Hardy & Co., Inc., James G., New York 10, 
N. Y. 

Kansas City White Goods Mig. Co., Kansas 
City 8, Mo 

Marshall Field & Co., 
cago 54, Ill. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Mills Hospital Supply Co., Chicago 45, Ill. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Pick Co., Inc., Albert, Chicago 8, III. 

Rhoads & Company, Philadelphia 8, Pa. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Standard Textile Co., Inc., Cincinnati 37, Ohio. 

Startex Mills, New York 13, N. Y. 

Stevens & Co., Inc., J. P., New York 36, N.Y. 

Straus-Duparquet, Inc., New York 3, N. Y. 

U. S. Hospital Supply Corp., New York 3, 
N. Y. 


Contract Division, Chi- 


LINERS: PLASTIC 
(INCONTINENCE GARMENT) 


Atco Surgical Supports, Inc., Cuyahoga Falls 
21, Ohio. 

Meridian Standards Corp., New York 10, 
N. Y. 

LINERS: WASTE RECEPTACLE 

Bemis Co., Inc., Minneapolis 2, Minn. 

Chicago Transparent, Inc., Chicago 14, Ill. 

Gering Plastics Co., Kenilworth 33, N. J. 

Kordite Corp., Industrial Division, Macedon 2, 
a 4 

Lion Packaging Products Co., Inc., Hicksville 

N. Y. 

Mipro Metal Products Co., South San Francisco 

82, Calif. 
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Hospital Beauty Service Systems, Inc., Dayton 
19, Ohio. 
Huntington Laboratories, Inc., 
rr : \ 2 Ind 
W ter 2 1io Kahlenberg Laboratories 
Fla 

LINOLEUM: FLOOR McKesson & Robbin 

1eine ck e< Vo inc 
Lancaster 4, Parke, Davis & Co., 

Kearny 32, N Physicians & H 


LOADERS: WHEEL CHAIR MR ae ony 


LINERS: WASTE RECEPTACLE 
—Cont'd. 


Huntington SO, 


LOCKERS: BUILT-IN 


Shampaine Industries, Inc., St. 


LUBRICATING JELLY 


rT 


»e-Health Science Divisio 
Louis 


n of Brunswick 
Inc Pelham 


>., Evanston | 


"Minne a7 


MACHINES: ACCOUNTING AND 


LOCKS: CABINET DATA PROCESSING 
Grand 


Machine Co., Inc., Or- 


, Dayton 7, Ohio 
Sperry Rand Corp., 


New York 


MARKERS: LAUNDRY 
(DRY-DYE TRANSFER) 


Kuttnauer Mig. Co. Inc., Detroit 7, Mich. 


k Linen & Equipment Co., 


MARKERS: LAUNDRY 
veep AND awe 


rwal 


MARKERS: LAUNDRY 
LABEL AND TAPE, WOVEN) 


ce 
h Norwalk 


MARKERS: LINEN (IRON-ON 
TRANSFERS) 


Applegate Chemical Co., Skokie 76, Ill. 


Kaumagraph Co Wilmi ngto 99, Del 
LOOMS: OCCUPATIONAL fational Marking Machine Co., Cincinnati 
THERA hie 
Co., Winsted 98, Conn 


MASKS 


Bard. Inc., 
Kuttnauer Mig. Co., Inc., 


C. R., Murray Hill 71, N. J. 
Detroit 7, Mich. 


c., Valley S 


LOTIONS: HAND AND SKIN Evanston 1, 
icago 45 
sposables Inc., Great Neck 


colina Absorbent Cotton Co ivision of 
Barnhardt Mfg. Co., ies... Chantette 1, N. C 
Clark Linen & Equipme ent Co., Chicago 6, II 
Dek spital S 1ppl , Inc., Chicago 31, II 
Dri-Clave Corp ry ©, L. L, NH. Y. 
Kendall Co., TI Hospital Products Division, 
Chicago 6, | 
Marsales Co., | 


nc., New York 18, N. Y. 


Noveltex Paper Products Co., New York 33, 
N. Y 


Ross, Inc., Will, Milwaukee 12, Wis. 

Sherman Mills Co., Inc., Boston 15, Mass. 

3M Company, St. Paul 19, Minn. 

Weck & Co., Inc., Edward, Long Island City 
» oe 

Whitestone Products Corp., Farmingdale 3, 


Arnold Health Equipment Co., Knox 34, Ind. 

Battle Creek Equipment Co., Battle Creek 
17, Mick 

Beauty Ay > Corp., Racine 4, Wis. 

Brandt & . c., M., Bronx 57, N. Y. 

Casco Prod: .. Corp., Bridgeport 2, Conn. 
Sontinental Mfg. Co., Inc., Conway 27, Pa. 

Cyclotherapy Inc., New York a me Ue 

Fischer & Co., R. A., Glendale 3, Calif. 

Hospital Supply Co. Inc., Long Island City 
i. &. & 

Howard Cabinet Co., Bob, Los Angeles 16, 
Calif 

International Hospital Products, Inc., Glen- 
dale 1, Calif. 

MacLevy Products Corp., New York 1, N. Y. 

Oster Mig. Co., John, Milwaukee 17, Wis. 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 

Rotary Hospital Equipment Corp., Buffalo 25, 
N.Y 


Wocher & Son Co., Max, Cincinnati 2, Ohio 


MATS: BATH (COTTON) 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Alley Co., Inc., E. E., Sloatsburg 74, N.Y. 
Baker Linen Co., H. W., New York 13, N. Y. 
t1rolina Absorbent Cotton Co., Division of 
Bas nhardt Mig. Co., Inc. Charlotte 1, N. C. 
lark Linen & Equipment Co., Chicago 6, Ill. 
moles Mills Inc., New York 18, N. Y. 
Hardy & Co., Inc., James G., New York 10, 
N. Y 
sson Inc., Chicago 5, Ill. 
s; & Company, Philadelphia 8, Pa. 
Standar rd Textile Co., Inc., Cincinnati 37, Ohio 
Wellington Sears Co., Inc., New York 18, 


MATS: BATH (PAPER) 


American Paper & Plastic Products, Inc., Mil- 
waukee 12, Wis 

Hoffmaster Co., Inc., 

Royal Paper Products, Inc., 
Pa 


Oshkosh 2, Wis 
Coatesville 20, 


> Co., Inc., Milwaukee Division, Mil- 
< 12, Wis. 
indar rd Packaging rae rp., Royal Lace Paper 
vision, Fort Wayne 1, Ind 


MATS: BATH, SHOWER 
(RUBBER) 
Buxbaum Co., 


Canton 1, Ohio 
Clark Linen & Equipment Co., Chicago 6, Ill 
3oodrich Co., B. F., Hospital & Surgical 
Products, Akron 18, Ohio 
Koffler Sales Corp., Chicago 18, Ill. 
Marshall Field & Co., Contract Division, Chi- 
cago 54, Ill. 
Rubbermaid Inc., 


MATS: CORRUGATED- 
RUBBER 


Wooster 92, Ohio 


American Biltrite Rubber Co., Amtico Flooring 
Division, Trenton 7, N. J. 
American Floor Products Co., 

D ‘ 
American Mat Corp., Toledo 2, Ohio 
Buxbaum Co., Canton |, Ohio 
Goodyear Tire & Rubber Co., 
Ohio 
Koffler Sales Corp., Chicago 18, IIl. 
Straus-Duparquet, Inc., New York 3, N. Y. 


MATS: ENTRANCE 


American Floor Products Co., 
D. C. 

American Mat Corp., Toledo 2, Ohio 

Koffler Sales Corp., Chicago 18, Ill. 

Musson Rubber Co., R. C., Akron 6, Ohio 

Pawling Rubber Corp., Pawling 64, N. Y. 


MATS: GYMNASIUM 
LaBerne Mig. Co., Columbia 5, S. C. 


Washington 16, 


Inc., Akron 16, 


Washington 16, 





THINK TWICE 





before you buy mattresses 





then specify 


VMQ96 Type 2 


Innersprings by 


Holland Maid 


This is the different design innerspring that has 
proven its extra merit in several million hospital- 
type mattresses. The VM96 Type 2 design unit by 
Holland-Maid offers definite advantages to your 
Nursing Home. 

It conforms readily to the angled surface of the 
gatch bed as the coils are hinged to each other — 
flex with a free, noiseless action. 

Because there is no strain or tension in the inner- 
spring, mattresses built with Type 2 Holland-Maid 
keep their full ey: comfort, and dimensions 
longer. They make the most economical bedding for 
your patients. 

There's a bedding manufacturer near you who 
a in nursing home mattresses with Type 2 

esign Holland-Maid innersprings. 


WRITE FOR FREE CONTRACT MATTRESS 
BUYING GUIDE. 


HOLLAND 
WIRE 
PRODUCTS, INC. 


Holland, Michigan 49423 
Phone 616-394-4805 





LIVE WIRE SUPPORT — 


From 50% more active turns 
of wire in every coil of the 
Holland-Maid innerspring. 


SUPPLE SURFACE — 


Coils are joined by free-act- 
ing, noiseless hinges that flex 
smoothly. 


SPECIAL FIRM EDGE — 


Firmer Edge Coils provide 
extra perimeter support — 
never sag. 


AUTOMATIC ADJUSTMENT — 


Special hourglass shape gives 
coils self-regulating tension 
as body weight requires. 
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Equipment Co., Schiller Park 
York 3, N. Y. 
Division of American 
Evanston 1, Ill 
Equipm at & Supply 


MATS AND MATTING 


nm 


ico Floor 


cago 18, Il 
Arkon 8, Ohi 
R Akron 6, Ohi 
Pawling 64, N.Y 
Reading 4, Pa 
¢ sago 8, | 
Atlanta 12, Ga 
New York 3, N 
New York 20, N 


MATTRESSES: COTTON, HAIR, 
FELT, INNERSPRING, 
LATEX FOAM, SPONG 
RUBBER, ETC. 


Holland Wire Products Inc., Holland 23, Mich. 

IPCO Hospital Supply Corp.. New York 13. 
N. Y. 

Robert 
Mo. 

Sealy. Inc., Chicago 11, Il. 

Shampaine Industries, Inc., St. Louis 4. Mo. 

Simmons Co., Contract Division, Chicago M4. 
tl 

Smith & Devis Mig. Co., St. 


Industries, Inc., H., St. Louis 10, 


Louis 10, Mo. 


7 Y Reb coum INC. 


WIS, MISSOURI 63110 
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See our advertisement in the 
Catalog Section 
for details on our 
Mattresses 











Admiral Equipment Co., New York 11, N. Y. 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo 

Arnold Health Equipment Co., Knox 34, Ind 

Balyeat Ltd., Chicago 2, Ill 

Burrows Co., Chicago 45, Ill 

Burton-Dixie Corp., Chicago 8, IIl. 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Custom Covers Inc., New Rochelle 1, N. Y. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Denison Mattress Factory, Denison 21, Texas 

Don & Co., Edward, Chicago 16, Ill. 

Englander Co., Inc., Chicago 54, Ill 

Fabrics, Inc., Montgomery 4, Ala 

Firestone Rubber & Latex Products Co., Fall 
River 22, Mass. 

Foster Bros. Mig. Co., St. Louis 10, Mo. 

Goodrich Co., B. F., Hospital & Surgical Prod- 
ucts, Akron 18, Ohio 
joodyear Tire & Rubber Co 
Ohio 

Hard Mig. Co., Buffalo 7, N. Y. 

Harold Supply Corporation, New York 13, 
N. Y 


Akron 16, 


Hill Rom Co., Inc., Batesville 6, Ind. 
Hospital Furniture, Inc., Chicago 11, Ill 
Corp., Lincolnton 92, 


Huntington Furniture 
N. C 

Inland Bed Co 

Jamieson Inc 

Karoll’s Inc., 

Marketon Co., 


Chicago 32, Ill. 
Chicago 5, Ill. 
Chicago 2, Ill. 

Los Angeles 11, Calif 


Marshall Field & Co., Contract Division, Chi- 
cago 54, Ill. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Meridian Standards Corp., New York 10, N.Y. 

Mills Hospital Supply Co., Chicago 45, Ill. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, IIl. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Reeves Brothers, Inc., New York 18, N. Y. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Shampaine Industries, Inc., Carrom Division, 
Lundington 31, Mich. 

Spring-Air Co., Chicago 11, Ill. 

Standard Mattress Co., Hartford 1, Conn 

Straus-Duparquet, Inc., New York 3, N. Y. 

Superior Sleeprite Corp., Contract Division, 
Chicago 12, Ill. 

U. S. Hospital Supply Corp., New York 3, 

Y 


N. Y. 
U. S. Rubber Co., Mishawaka 44, Ind. 
United States Rubber Co., New York 20, N. Y. 


MEAL SERVICE KITS 
(INDIVIDUAL, 
CELLOPHANE-WRAPPED 
SALT, PEPPER, SUGAR 
PACKETS) 

Diamond Crystal Salt Co., Packet Products 


Division, Wilmington 87, Mass. 
Van Brode Milling Co., Inc., Clinton 10, Mass 


METABOLISM APPARATUS 


Clark Linen & Equipment Co., Chicago 6, Ill. 

Collins, Inc., Warren E., Braintree 84, Mass. 

Jones Medical Instrument Co., Chicago 12, Ill. 

Jones Metabolism Equipment Co., Chicago 12, 
Ill. 


McKesson Appliance Co., Toledo 20, Ohio 

Mueller & Co., V., Chicago 12, Ill. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Sanborn Co., Medical Division, Waltham 54, 
Mass. 


*Very Important Patient 


Styled by that foremost designer, O. B. Solie, to create the warm, inviting, ‘‘at-home"’ atmosphere 
that makes every one of your patients feel like a V.1.P. ¢ Available in a dozen style groupings, 
including Early American, Spanish, Danish Contemporary and (illustrated) Italian Provincial. « 
A complete variety of beds for each grouping: fixed height; variable height; electrically powered. 
* All moderately priced. Send for catalog and pricelist. 
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SEALY POSTUREPEDIC 


Now specially made for nursing home use 


Built with the stamina you require, the comfort your patients deserve 


PLASTICIZED FASSLON® COVER — Smooth 
and button-free, top and bottom. Water and 
acid repellant. Safely non-toxic and anti- 
static as well. Also available with flanged, 
tufted 8-0z. heavy duty cotton cover. 


HEAVY DUTY CONSTRUCTION — 1. Durable 
plasticized Fassion® cover. 2. Billowy layers 
of fine grade felted cotton. 3. Finest quality 
imported sisal insulation. 4. Extra sisal 
crown in vital center third of mattress. 
5. Miracle Mesh gives smooth, level surface. 
6. Sealy Durolife® innerspring coils for cor- 


EXCLUSIVE SEALY DUROLIFE® COIL—One 
additional turn gives coil 15% more body. 
Gives firm, even support, even under the 
heaviest patient. High carbon steel is dou- 
ble tempered, to resist metal fatigue. Unit 
withstands continuous flexing and com- 
pressing of maximum severe service with- 
out loss of resiliency or support. 


EVACUATION HANDLES — Extra large, 
strong handies aid emergency evacuation, 
makes handling mattress simpler in day-to- 
day housekeeping. 


SIZES: 36” x 7442"; 36” x 77”; 36” x 80"; 
36” x 84”. 


rect support. 


Now, Sealy quality, comfort, support... priced where economy is important. 
SEALY PATIENT-EASE INNERS?RING MATTRESS is a substantial mattress, made with many of Sealy’s best hospital fea- 
tures. Smooth, button-free cove: of plasticized Fassion is water and acid repellant. Safely non-toxic and anti-static as well. 
Durable, comfortable Bonnell-type coils of high grade, tempered steel provide proper support required by bed patients. 
Special streamlined border design adds to a smoother, more comfortable bed. Sizes: 36” x 7442”, 36” x 77”, 36” x 80”, 
36” x 84”. Also available in flanged, tufted, and heavy duty cotton cover. 


SEE SEALY FOR ANY BEDDING REQUIREMENT hy, 


Sealy contract bedding is now available through 37 plants. One in your area for fast, economical service. 


Sealy Plants in the United States 
Reading, Pa. 





Fort Worth, Texas Puerto Rico Winnipeg 

Chicago, lil. San Juan Toronto 

Rochester, N.Y. St. Paul, Minn. Hawaii Montreal 

Pittsburgh, Pa. Des Moines, lowa ul 

Medina, Ohio Kansas City, Mo. Honolulu ; 

Detroit, Mich. nver, Colo. eal n apan 

Louisville, Ky. Phoenix, Ariz. _ . ee ts Tokyo 

Memphis, Tenn. Los Angeles, Calif. i 
Vancouver Mexico 
Edmonton Mexico City 


Allston, Mass. 
Schenectady, N.Y. 
Oakville, Conn. 
Paterson, N.J. 
Chester, Pa. 
Baltimore, Md. 
Lexington, N.C. 
Bluefield, Va. 
Orlando, Fla. 


\ SEALY, INC., CONTRACT DIVISION, 666 North Lake Shore Drive, Chicago, Ill. ©1964, seaty, inc. @T. M. Reg. U.S. Pat. Off. 


Miami, Fla. Berkeley, Calif. 
Brenham, Texas Portland, Ore. 
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METERS: FLOW (OXYGEN) 


Liquid Carbonic Division of General Dynam- 


ics Corp.., Chicago 3, Ill. 


MIRRORS 


Robert Industries, Inc.., H., St. Louis 10, Mo 
Royalmetal Corp., New York 16, N. Y. 


vi 


MIXERS: BEVERAGE 
(ELECTRIC) 


MIXERS: FOOD 


MIXES: HOT BREAD 


MODELING MATERIALS AND 
TOOLS (OCCUPATIONAL 
THERAPY) 


MOPPING EQUIPMENT 


Shampaine Industries. Inc., St. Louis 4, Mo. 
Zep Mig. Co., Atlanta 18, Ga. 


Bay State Mop Wringer Co., Inc., Wilmington 
87, Mass 
Clark Linen & Equipment Co., Chicago 6 
Colson Corp., Chicago 1], Ill 
Bay State Mop Wringer Co., 
87, Mass 
Finnell Syste 
Boston 2 
Forbes Brother 
Geerpres Wringer, 
Hillyard Chemical Co 
Joseph 2, Mo 
Huntington Labor ries, Inc., 


Inc., Wilmington 


sion of Masury-Young Co., 
Angeles 21, Calif 
Muskegon 42, Mict 


Hospital Division, St 


Huntington 50 


strial Chemical Laboratories, Inc., Omaha 
Nebr 
Lawlor Mfg. Co., S. C., Melrose Park 60, Ill 
ruck & Caster Co., Inc., Food Serv- 
on, Fairbault 21, Minn 
rdized Sanitation Systenis, Inc Bur 
; Mass 
Wringer Co 
Fultonville 7 


MOPS 


Finnell System Division of Masury-Young Ce 
Boston 
Flour C rush Co., Minneapolis 1, Minn 
Industrial Products Division 
Conn 
Hospital Division, St 
Indianapoli 
Inc., Huntington 50 


hemical Laboratories, Inc maha 


ries, Dubuque 1, Iowa 
Co., Chicago 10, Ill 
Milwa ikec 12 Wis 


on Systems ne 


x >., Industrial-Institu- 
asthampton 27, Mass 
Minneapolis 22, Minn 

St. Joseph 1, Mo 


N. Y 
) , Minneapolis 1, Minn 
Industrial Products Division 


Hospital Division, St 


T 


Huntington Laboratories, Inc., Huntington 50 


trial Chemical Laboratories, Inc., Omaha 


1 Inc., Industrial 
Easthampton 27, M 
, Minneapolis 22, Min 
, St. Joseph 1, Mo 


sonite 


r Over £4 Oia! 
United States Plywood New York 17 


MOWERS: LAWN (POWER, 
GASOLINE) 


halltown 58, lowa 
Division of Studebaker 
inbar 64, W. Va 
se Ce Evansville 7, Ind 
tri Products, Inc., Minneapolis 8, Minn 
ennsylvania Lawn Products Inc., Waynesboro 
80. Va 
T Mig. Corr Minneapolis 20, Minn 


NAME PLATES: DESK, 
DOOR, WALL 


Davenport & Son Co., A. C., Palatine 67, Ill. 
Lake Shore Markers, Inc., Erie 12, Pa. 


Ace Bulletin & Directory Co., Inc., Chicago 
25, Ill. 

Acme Bulletin & Directory Board Corp., New 
York 3, N. Y. 

Allen Marking Products, Inc., Kansas City 8, 
Mo. 

American Hospital Supply Corp., Evanston 1, 
Il. 


Architectural Bronze & Aluminum Corp., Sko- 
kie 76, Ill. 

Bayer Co., A. J., Los Angeles 58, Calif. 

Best Mig. Co., Kansas City 9, Mo 

Bildey Products Corp., New York 7, N. Y. 

Cipeo Corp., St. Louis 6, Mo 

Columbia Sign Equipment Co., Columbia 12 
a 


Corbin, P. & F., Division of Emhart Corp., 
New Britain 50, Conn 

Corbin Cabinet Lock Corp., Division of Em- 
hart Corp., New Britain 50, Conn 

Forman Bronze Co., Inc., The, Brooklyn 21, 
N.Y 
3orham Co., 
R. | 

International Bronze Tablet Co., Inc., New 
York 11, N. Y. 

McGann Bronze, Inc., Somerville 43, Mass 

Massillon Plaque Co., Massillon 46, Ohio 

Matthews & Co., Jas. H., Memorial Bronze 
Division, Pittsburgh 26, Pa 
Meierjohn-Wengler, Inc., Cincinnati 15, Ohio 

Meinecke & Co., Inc., Baltimore 4, Md 

Michaels Art Bronze Co., The, Covington 12, 


Bronze Division, Providence 7, 


Newman Brothers, Inc., Cincinnati 16, Ohio 

Plastic Letter Industries Inc., Chicago 6, Ill 

Plastic Tag & Trade Check Co., Bay City 
9, Mich 

Sargent & Greenleaf, Inc., Rochester 21, N. Y 

Southwell Co., San Antonio 5, Texas 

Spencer Industries, Inc., Philadelphia 22, Pa 

Steere Signs, Chicago 19, Ill. 

Tablet & Ticket Co., Chicago 7, Ill. 

United States Bronze Sign Co., Inc., New York 
1N.Y 

Zax Corporation, Nashua 60, N. H. 


NAME PLATES: PLASTIC 
(ENGRAVED) 


Applegate Chemical Co., Skokie 76, Ill. 
Ace Bulletin & Directory Co., Inc., Chicago 25 


lll 

Allen Marking Products, Inc., Kansas City 8, 
Mo 

Forman Bronze Co., Inc., The, Brooklyn 21! 
N 


N. Y. 
Plastic Letter Industries, Inc., Chicago 6, Ill 


NAPKINS: SANITARY 


American Hygienic Corp., Chicago 1, Ill. 

Carolina Absorbent Cotton Co., Division of 
Barnhardt Mfg. Co., Inc., Charlotte 1, N. C. 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Diana Mfg. Co., Green Bay 4, Wis. 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N. J. 

Kendall Co., The, Hospital Products Division, 
Chicago 6, Ill. 

Marsales Co., Inc., New York 18, N. Y. 

Parke, Davis & Co., Surgical Dressings Sales, 
Detroit 32, Mich 

Personal Products Co., Milltown 50, N. J. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Scott Paper Co., Philadelphia 13, Pa. 

West Chemical Products, Inc., Long Island 
City 1, N. Y. 


NAPKINS: TABLE 


Alley Co., Inc., E. E., Sloatsburg 74, N. Y. 

Baker Linen Co., H. W., New York 13, N. Y. 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Don & Co., Edward, Chicago 16, Ill. 

Hardy & Co., Inc., James G., New York 10, 
N. Y 


Indian Head Mills, Inc., New York 18, N. Y. 

Rhoads & Company, Philadelphia 8, Pa. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Standard Textile Co., Inc., Cincinnati 37, Ohio 

Startex Mills, New York 13, N. Y. 

Wellington Sears Co., Inc., New York 18, 
N. Y. 





NEEDLECRAFT MATERIALS 


American Reedcraft Corp., Hawthorne 24, 
Lily Mills Co., Shelby 50, N. C 
NEEDLES: HYPODERMIC 

— Hospital Supply Corp., New York 13, 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Ev ton I, 
Il 

Becton, Dickinson & Co., Rutherford 70, N. J. 

Blank Drug Corp., Long Island City 5, N. Y. 

Burrows Co., Chicago 45, Ill 

Clark Linen & Equipment Co., Chicago 6, IIl. 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, IIl. 

Dittmar Thermometer Corp., Bellerose 26, L. I., 
N 

Eisele & Co., Nashville 8, Tenn 

General Medical Supply Corp., 
. Ind. 

Harold Supply Corporation, New York 13, 
N. Y 


Indianapolis 


Hospac Corp., Woodside 77, N. Y. ’ 

Hypo Surgical Supply Corp., New York 13, 
N. Y. 

Macrobiotics, Inc., Whitestone 57, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md 
Meridian Standards Corp., New York 10 
N. Y. 

Mills Hospital Supply Co., Chicago 45, Ill. 

Mueller & Co., V., Chicago 12, Ill. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, IIl 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Popper & Sons, Inc., New York 10, N. Y. 

Propper Mig. Co., Inc., Long Island City 1, 
_® - 

Randall Faichney Corp., Boston 28, Mass 

Ross, Inc., Will, Milwaukee 12, Wis. 

Surgicon Corp., New York 3, N. Y. 

Travenol Laboratories Inc., Morton Grove 533, 
Ill 

U. S. Hospital Supply Corp., New York 3, 
i wa 

Vita Needle Co., Needham 92, Mass 

Weck & Co., Inc., Edward, Long Island City 1, 
N. Y 

Wocher & Son Co., Max, Cincinnati 2, Ohio 

Wyeth Laboratories, Philadelphia 1, Pa 


NETS: CRIB AND BED 
IPCO Hospital Supply Corp.. New York 13. 
mm We 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 
Posey Co., J. T.. Pasadena 7, Calif. 


American Hospital Supply Corp., Evanston 1, 
Ill. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Melrose Hospital Uniform Co., Inc., Brooklyn 
22, N.Y. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

NUMBER PLATES: DOOR 

Lake Shore Markers, Inc., Erie 12, Pa. 

Ace Bulletin & Directory Co., Inc., Chicago 
25, Ill 

Allen Marking Products, Inc., Kansas City 8, 


°. 

Architectural Bronze & Aluminum Corp., Sko- 
kie 76, Ill. 

Art In Bronze Division of Wooster Products 
Inc., Wooster 91, Ohio 

Bildey Products Corp., New York 7, N. Y. 

Brookline Industries, Inc., Chicago 37, Ill. 

Harmax, Inc., Portland 2, Ore. 

International Bronze Tablet Co., Inc., New 
York 11, N. Y. 

McGann Bronze, Inc., Somerville 43, Mass. 

Meierjohan-Wengler, Inc., Cincinnati 15, Ohio 

Meinecke & Co., Inc., Baltimore 4, Md. 

Michaels Art Bronze Co., The, Covington 12, 
Ky. 

Plastic Letter Industries, Inc., Chicago 6, Ill 

Plastic Tag & Trade Check Co., Bay City 9, 
Mich. 

Southwell Co., San Antonio 5, Texas 

Spencer Industries, Inc., Philadelphia 22, Pa. 

Steere Signs, Chicago 19, Ill. 

United States Bronze Sign Co., Inc., New 
York 1, N. Y 


OCCUPATIONAL THERAPY 
EQUIPMENT AND SUPPLIES 


American Crayon Co., Division of Joseph Dix- 
on Crucible Co., Sandusky 71, Ohio 
American Handicrafts Co., Fort Worth 7, Texas 
American Reedcraft Corp., Hawthorne 24, N. J 
Bernat & Sons Co., Emile, Uxbridge 69, Mass 
Lily Mills Co., Shelby 50, N. C. 
Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Il. 
Tandy Leather Co., Fort Worth 1, Texas 
Weber Costello Co., Chicago Heights 11, Ill 


OIL BURNING HEATING 
EQUIPMENT 


American-Standard, Plumbing & Heating Divi- 
sion, New York 18, N. Y. 

Cleaver-Brooks Co., Milwaukee 12, Wis. 

Climatrol Division of Worthington Air Condi- 
tioning Co., Milwaukee 1, Wis. 

Crane Co., Plumbing-Heating-Air Condition- 
ing Group, Johnstown 7, Pa 

Preferred Utilities Mfg. Corp., New York 17, 
Be we 


Space Conditioning, Inc., Harrisonburg 1, Va. 


OINTMENTS 


Benephen Antiseptic Products Division, Hal- 
sted Pharmaceuticals, Inc., Pleasantville 70, 
N. Y. 

Blank Drug Corp., Long Island City 5, N. Y 

Diaparene Products Division, Breon Labora- 
tories, Inc., New York 16, N. Y 

Leeming/Pacquin Division of Chas. Pfizer & 
Co., Inc., Parsippany 54, N. J. 

Leeming & Co. Division, Thos., Chas. Pfizer 
& Co., Inc., New York 17, N 

Mount Vernon 50, N. Y 


Rystan Co 
Kenilworth 33, N. J 


White Laboratories, Inc., 


OPENERS: CAN 


Admiral Equipment Co., 

Burgess Vibrocrafters, Inc., 

Dazey Corp., St. Louis 7, Mo. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Il 

Don & Co. Edward, Chicago 16, IIl. 

Edlund Co., Inc., Burlington 1, Vt 

Hosp-i-Ware Products Division of Bloomfield/ 
Silex Industries, Inc., Chicago 32, Ill. 

Knapp-Monarch Co., St. Louis 16, Mo. 

Rival Mfg. Co., Kansas City 29, Mo. 

Straus-Duparquet, Inc., New York 3, N. Y 

Vaughan Mfg. Co., Chicago 24, Ill 


New York 11, N. Y. 
Grayslake 30, Ill 


OPENERS: CAN (ELECTRIC) 


Burgess Vibrocraiters, Inc., Grayslake 30, Ill. 

Cory Corporation, Chicago 45, Ill 

Dietary Products, American Hospital Supply 

Corp., Evanston 1, IIl. 

Edlund Co., Inc., Burlington 1, Vt 

Knapp-Monarch Co., St. Louis 16, Mo. 

Oster Mig. Co., John, Milwaukee 16, Wis. 

Rival Mig. Co., Kansas City 29, Mo. 

Universal-Stanley, Division of Landers, Frary 
& Clark, New York 22, N. Y 

Vaughan Mfg. Co., Chicago 24, IIl. 


OPERATORS: DOOR 
(AUTOMATIC) 


Norton Door Closer Division. Yale & Towne, 
Inc., Bensenville 6, Ill. 


Electric Power Door, Hibbing 46, Minn. 

Stanley Door Operating Equipment, Division 
of The Stanley Works, New Britain 52, Conn. 

Stanley Hardware Division of The Stanley 
Works, New Britain 52, Conn. 


OPERATORS: DOOR 
(AUTOMATIC, CONCEALED 
AND VISIBLE) 


Dor-O-Matic Division, Republic Industries, 
Inc., Chicago 56, Ill. 

Stanley Door Operating Equipment, Division 
of The Stanley Works, New Britain 52, Conn. 


OVENS: BAKING AND 
ROASTING 


Market Forge Co., Everett 49, Mass. 





LOW-COST 
AUTOMATIC 
DOOR 
OPERATORS 
F OR SALE 


FOR LEASE 





You can automate your existing doors 
simply and at low cost with Norton Auto- 
matic Operators. These attractive units 
simply mount to existing door and frame. 
Mats are installed and unit plugged into 
a standard electrical outlet. 

Norton operators are available for pur- 
chase from a national network of dealers. 
Or if you prefer, you may lease them. 
You make one low payment each month. 


In either case, Norton Operators are low 
cost. 


WITHOUT EXPENSIVE 
REMODELING 





Without hydraulic lines | Without compressors or tanks 
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SEND COUPON FOR_FREE ESTIMATE 
A . NHA 86-105 | 
YY NORTON 2oon cioser oiision 


Youss 372 MEYER ROAD © BENSENVILLE « ILLINOIS 


Please send me more details on Norton Auto- 
matic Door Operators and arrange for a free 
estimate. There’s absolutely no obligation on 
my part. 


Name 





Hospital 





Address. 





City. State 





Roscianensriechionineinnentitdlichtedaagnatiibsmmn senda 


For more facts circle 76 on reply card 





c Inc., G. S., Burlington 1, Vt. 
Oven Co., Minneapolis 14, Minn. 
icts, American Hospital Supply 
on 1, Il 
Edward 
& Equipment Co., 


“hicago 16, 
Chicago 39, 


Division United Indus 
t 12, Wis. 
I Commerc el Equipment 
thicago Heights 11, | 
, mpany, Reading 67, Mass. 
Co., Inc., Rochester 10, N. Y. 
Oven Co., Morton Grove 


stric Co., 


1 Leandr o 77, Calif 
, South Bend 21, Ind. 
New York 3, N. Y. 
McGraw-Edison Co., 


2o., John, Cincinnati 2, Ohio 
rp., Louisville 3, Ky 
>., Los Angeles 58, Calif. 
Garland Division, Maspeth 78, 


OXYGEN (U.S.P.) 


Liquid Carbonic Division of General Dynam- 
ics Corp., Chicago 3, Ill. 

Ohio Chemical & Surgical Equipment Co. A 
Division of Air Reduction Co., Inc., Madison 
10, Wis. 


Washington 


McGraw-Edi- 


ision, Stuyvesant 

7as Division of Chemetron 

‘ d Gas Corp., Kansas City 
Linde Division, New 


iladelphia Pa 


OXYGEN ee 


APPARATU 


Bard. Inc., C. R.. Murray Hill 71, N. J. 

IPCO Hospital Supply Corp.. New York 13, 
N.Y 

Kutitnauer Mig. Co.. Inc., Detroit 7, Mich. 

Liquid Carbonic Division of General Dynam- 
ics Corp., Chicago 3, Ill. 

Ohio Chemical & Surgical Equipment Co., A 
Division of Air Reduction Co., Inc., Madison 
10, Wis. 


Washington 


of Bruns 
svanston 1, 


N. Y. 


Kansas City 


n I .. Toledo 14, Ohio 
Will, Milwaukee 12, Wis. 
Industries, Inc., O.E.M. Division 
83, N. J 
Corp., Red Bank 1, N. J. 


Union Carbide Corp., Linde Division, New 
York 17, N. Y. 

U. S. Hospital Supply Corp., New York 3, 
. we 


OXYGEN HUMIDIFIERS 


Liquid Carbonic Division of General Dynam- 
ics Corp., Chicago 3, Ill. 

Ohio Chemical & Surgical Equipment Co., A 
Division of Air Reduction Co.. Inc., Madison 
10, Wis. 


Air Products & 
19, D. C. 
Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo 

American Hospital Supply Corp., Evanston 1, 
Il. 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Emerson Co., J. H., Cambridge 40, Mass 

Hudson Oxygen Therapy Sales Co., Los Ange- 
les 27, Calif. 

Melchior, Armstrong, Dessau, Ridgefield 57, 


Chemicals, Inc., Washington 


N. J. 
National Cylinder Gas Division of Chemetron 
Corp., Chicago 11, Ill. 

National Welding Equipment Co., Medical 
Equipment Division, Richmond 4, Calif. 
Oxygen Equipment & Service Co., Chicago 20, 

Il. 


Physicians & Hospitals Supply Co., Inc., 
Minneapolis 3, Minn 

Puritan Compressed Gas Corp., 
, Mo. 

Resp-Aids, Inc., New York 51, N. Y. 

Ross, Inc., Will, Milwaukee 12, Wis 

Shampaine Industries, Inc., O.E.M. 
Union 83, N. J. 


OXYGEN TENT CANOPIES 


Liquid Carbonic Division of General Dynam- 
ics Corp., Chicago 3, Ill. 


Kansas City 


Division, 


Air Products & Chemicals Inc., Washington 
19, D. C. 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 

Chicago 6, Ill. 


Clark Linen & Equipment Co., 
Cleveland 


Continental Hospital Supply, Inc 
7, Ohie 

Debs Hospital Supplies, Inc., 

Hudson Oxygs on Therapy Sales Co., 
geles 27, Calif 

Melchior, Armstrong, 
N. J. 

National Cylinder Gas Division of Chemetron 
Corp., Chicago 11, Ill. 

Oxygen Equipment & Service Co., 
20, Ill. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Resp-Aids, Inc., New York 51, N. Y 

Ross, Inc., Will, Milwaukee 12, Wis 

Shampaine Industries Inc., O.E.M 
Union 83, N 


OXYGEN TENTS AND 
ACCESSORIES 


Liquid Carbonic Division of General Dynam- 
ics Corp., Chicago 3, Ill. 

Ohio Chemical & Surgical Equipmeni Co.. A 
Division of Air Reduction Co., Inc., Madison 
10, Wis. 


Chicago 31, Ill 
Los An- 


Ridgefield 57, 


Dessau, 


Chicago 


Division 


Air Products & Chemicals, Inc., Washington 
19, D. C. 

Aloe-Health & Science Division of Brunswick 
St. Louis 3, Mo 
American Hospital S 
Bunn Corp., John, Buffalo 9, N. Y. 
Burrows Co., Chicago 45, Ill. 
Clark Linen & Equipment Co., 
Continental Hospital Supply, Inc., 

7, Ohio 
Debs Hospital Supplies, Inc., 
Herold Supply Corporation, 
N. Y 


upply Corp., Evanston | 


Chicago 6, Ill 
Cleveland 


Chicago 31, Ill 
New York 13, 


McKesson Appliance Co., Toledo 20, Ohio 

Melchior, Armstrong, Dessau, Ridgefield 57, 
N. J. 

Mills Hospital Supply Co., Chicago 45, Ill. 

Mist O: Gen Equipment Co., Oakland 7, Calif 

National Cylinder Gas Division of Chemetron 
Corp., Chicago 11, Ill. 


Oxygen Equipment §& Service Co., Chicago 
Il 


Resp-Aids, Inc., New York 51, N. Y. 

Shampaine Industries, Inc., O.E.M. Division, 
Union 83, N. J. 

Surgicon Corp., New York 3, N. Y. 

Unien Carbide Corp., Linde Division. New 
York 17, N. Y. 


American Sterilizer Co.. Erie 6, Pa. 


American Hospital Supply Corp., Evanston 1, 
Il. 

Beier & Co., Chicago 7, Ill 

Bunn Corp., John, Buffalo 9, N. Y. 

—, —_— Disposables Inc., 
2l, 

Guha } Paper & Bag Co., Inc., St. 
Louis 15, Mo. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Demain & Co., Inc., George, Los Angeles 19, 
Calif. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Orchard Paper Co., St. Louis 15, Mo. 

Propper Mig. Co., Inc., Long Island City 1, 


Great Neck 


we 
Ross Inc., Will, Milwaukee 12, Wis. 
Steriphane Corp. of America, New York ll, 
N. Y. 
Weck & Co., Inc., Edward, Long Island City 
1N. Y 


PACKS: HOT OR COLD 
(SOLUTION-FILLED) 


Chatt Ph 1 Co., Inc., Chatta- 


nooga 5, Tenn. 
Logan, Inc., Pasadena 3, Calif. 





American Hospital Supply Corp., Evanston 1, 
Il. 

Arnold Health Equipment Co., Knox 3%, Ind. 

Bel-Art Products, Pequannock 40, N. J. 

Davol Rubber Company, Providence 1, R. I. 

Curvlite Surgical Products Division of Master- 
craft Medical & Industrial Corp., Long Is- 
land City 1, N. Y. 

Davol Rubber Company, Providence 1, R. I. 

Hot-R-Cold Pak, Inc., Quincy 71, Mass. 

Rehabilitation Products Division of American 
Hospital Supply Corp., evanston 1, Ill 


PADS: AMBULANCE, CHAIR, 
STRETCHER, TABLE 


Guardian Products Co., Inc., N. Hollywood 
5. Calif. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Sh i Industri Inc., St. Louis 4, Mo. 





rv 


Burrows Co., Chicago 45, Ill. 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Custom Covers Inc., New Rochelle 1, N. Y. 

Debs Hospital Supplies, Inc., Chicago 31, 
Il. 

Firestone Rubber & Latex Products Co., Fall 
River 22, Mass. 

Goodyear Tire & Rubber Co., Inc., Akron 
16, Ohio 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Physicians & Hospitals Supply Co., 
neapolis 3, Minn. 

Professional Specialties Co., St. Louis 5, Mo 

Ross, Inc., Will, Milwaukee 12, Wis. 

Saniglastic, Inc., Hales Corners 30, Wis. 

U. S. Hospital Supply Corp., New York 3, 


Inc., Min- 


N. Y. 
Weck & Co., Inc., Edward, Long Island City 1, 


N. Y. 


PADS: BED (PROTECTIVE) 

IPCO Hospital Supply Corp., New York 13, 
N. Y. 

Kaden Co., Inc., D. A.. Yonkers 1, N. Y. 


Diana Mfg. Co., Green Bay 4, Wis. 

Foam-Fair Mills, Inc., Middleton 40, N. Y. 

Glenoit Mills Inc., New York 18, N. Y. 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N. J. 

Lin Mig. Co., Clinton 1, Okla. 

Magikare Division, Wooster 
Wooster 94, Ohio 


Brush Co., 





PADS: BED (PROTECTIVE) 
—Cont'd. 


Marketon Co., Los Angeles 11, Calif. 

Norwood Mills, Inc., Janesville 45, Wis. 

Scholl Mig. Co., Inc., Surgical Supply Divi- 
sion, Chicago Il. 


Whitestane Products Corp., Farmingdale 35, 


PADS: CHAIR (ALTERNATING 
PRESSURE POINT) 


Everest & Jennings, Inc., Los Angeles 25, 
Calif. 


Gaymar Industries, Inc., Buffalo 10, N. Y 
Grant Co., R. D., Cleveland 14, Ohio 
—- Hospital Equipment Corp., Buffalo 25 


PADS: ELECTRIC-HEATING 
IPCO Hospital Supply Corp., New York 13, 
N.Y 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Battle Creek Equipment Co., Battle Creek 17, 
ich. 

Blank Drug Corp., Long Island a S, N. Y. 

Brandt & Sons, Inc., Bronx 57, N. 

Burrows Co., Chicago 45, Ill. 

Casco Products Corp., Bridgeport 2, Conn 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

General Electric Co., Housewares Division, 
Bridgeport 2, Conn. 

Meinecke & Co., Inc., Itimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Physicians & Hospitals Supply Co., Inc., Min 
neapolis 3, Minn. 

Ross, Inc., Will, Milwaukee 12, Wis 

U. S. Hospital Supply Corp., New York 13, 
N. Y. 

Westinghouse Electric Corporation, Pitts- 
burgh 30, Pa. 

Winco Affiliates Inc., Brooklyn 17, N. Y. 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


PADS (WATER): ELECTRIC 
(HEATING OR COOLING) 


Gorman-Rupp Industries, Inc., Bellville 13, 
hio 
Rehabilitation Products Division of American 


Hospital Supply Corp., Evanston 1, Il. 


PADS: MATTRESS 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Alley Co., Inc., E. E., Sloatsburg 74, N. Y. 
Baker Linen Co., H. W., New York 13, N. Y 
Bates Fabrics, Inc., New York 1, N. Y. 
Carolina Absorbent Cotton Co., Division of 
Barnhardt Mig. Co., Inc., Charlotte 1, N. C. 
Clark Linen & Equipment Co., Chicago 6, Ill. 
Custom Covers Inc., New Rochelle 1, N. Y. 
Davis & Geck Division of American Cyanamid 
©o., Danbury 13, Conn. 
Debs Hospital Supplies, Inc., 
Jamieson Inc., Chicago 5, IIl. 
Kansas City White Goods Mig. Co., 
City 8, Mo. 
Mills Hospital Supply Co., Chicago 45, Ill 
Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 
Rhoads & Company, Philadelphia 8, Pa. 
Ross, Inc., Will, Milwaukee 12, Wis 
Standard Textile Co., Inc., Cincinnati 37, 
Ohio 


PADS: MATTRESS 
(ALTERNATING PRESSURE 
POINT) 


Everest & Jennings, Inc., Los Angeles 25, 
Calif. 

Bunn Corp., John, Buffalo 9, N. Y. 

Emerson Co., J. H., Cambridge 40, Mass. 

Gaymar Industries, Inc., Buffalo 10, N. Y. 

Grant Co., D., Cleveland 15, Ohio 
Howard Sales Co., Pasadena 7, Calif. 

Nursing Home Products American Hospital 
Supply Corp., Evanston 1, Ill. 

Orthopedic Equipment Co., Inc., Bourbon 4, 
Ind. 

Preston Corp., J. A., New York 3, N. Y. 
Rehabilitation Equipment Inc., New York 28, 


Chicago 31, Ill. 


Kansas 


N. Y. 
Ross, Inc., Will, Milwaukee 12, Wis. 


Rotary Hospital Equipment Corp., Buffalo 25, 
N. Y. 


Westinghouse Electric Corporation, X-Ray Di- 
vision, Baltimore 3, Md. 
Wright Mfg. Co., Memphis 5, Tenn. 


PAILS 


Bel-Art Products, Pequannock 40, N. J. 

Clark Linen & Equipment Co., Chicago 6, 
Ill. 

Columbus Plastic Products, Inc., Columbus 
23, Ohio 

Flour City Brush Co., Minneapolis 1, Minn. 

Jones Metal Products Co., Zylon Products, 
Inc., Subsidiary, West Lafayette 45, Ohio 

Le Beau Products, Ferndale 20, Mich. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Polar Ware Co., Sheboygan 82, Wis. 

Republic Molding Corp., Niles 48, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Rubbermaid Inc., Wooster 92, Ohio 

Vollrath Co., The, Sheboygan 82, Wis. 

Witt Co., Cincinnati 9, Ohio 


PAILS: MOPPING 


es Hospital Supply Corp., Evanston 1, 

l. 

Bay State Mop Wringer Co., Inc 
87, Mass. 

Finnell System Division of Masury-Young Co., 
Boston 29, Mass. 

Flour City Brush Co., Minneapolis 1, Minn. 

Geerpres Wringer, Inc., Muskegon 42, Mich. 

Hillyard Chemical Co., Hospital Division, St. 
Joseph 2, Mo. 

Holcomb Mfg. Co., Inc., J. L, 
7, Ind. 

Lawlor Mfg. Co., S. C., Melrose Park 60, Ill. 

Western Chemical Co., St. Joseph 1, Mo. 

White Mop Wringer Co., Division of Electro- 
lux Corp., Fultonville 72, N. Y. 

Witt Co., Cincinnati 9, Ohio 


, Wilmington 


Indianapolis 


PAINTS: EXTERIOR 


DeSoto Chemical Coatings, Inc., 
18, Il. 

Devoe-Truscon Division, Devoe & Raynolds 
Co., Inc., Louisville 2, Ky. 

Devoe & Raynolds Co., Inc., Louisville 2, Ky. 

du Pont de Nemours & Co. (Inc.), E. I., Fab- 
tics & Finishes Dept., Wilmington 98, Del. 

Glidden Co., Cleveland 14, Ohio 

Inertol Co., Inc., Newark 14, N. J. 

McDougall ‘Butler Co., Inc., Buffalo 14, N. Y 

Martin-Marietta Corp.-Chemicals Division, 
Chicago 11, Ill. 

Martin-Senour Co., Chicago 8, ‘Ill. 

Moore & Co., Benjamin, New York 36, N. Y. 

National Gypsum Co., Buffalo 2, N. Y. 

O'Brien Corp., South Bend 21, Ind. 

Pittsburgh Plate Glass Co., Paint Division, 
Pittsburgh 22, Pa. 

Plextone Corporation of America, Newark 4, 


Des Plaines 


Pratt & Lambert-Inc., Buffalo 7, N. Y. 

Sherwin-Williams Co., Cleveland 1, Ohio 

Tremco Mig. Co., Cleveland 4, Ohio 

United States Gypsum Co., Chicago 6, IIl. 

Vita-Var Co., Division of Textron Industries, 
Inc., Orange 50, N. J. 


PAINTS: FLOOR 


DeSoto Chemical Coatings, Inc., 
18, IM. 

Hillyard Chemical Co., 
Joseph 2, Mo. 

Huntington Laboratories, Inc., Huntington 50, 
Ind. 

Martin-Senour Co., Chicago 8, Ill. 

Moore & Co., Benjamin, New York . N. Y. 

Quigley Co., Inc., New York 17, N. 

20th Century Paint Division of Cuncctidened 
Chemical & Paint Corp., Brocklyn 11, N. Y. 

United States Gypsum Co., Chicago 6, Ill. 

Vita-Var Co., Division of Textron Industries, 
Inc., Orang® 50, N. J. 

West Chemical Products, Inc., 
City 1, N. Y. 


PAINTS: INTERIOR 


DeSoto Chemical Coatings, Inc., Des Plaines 
18. Til. 

Devoe-Truscon Division, Devoe & Raynolds 
Ca., Inc., Louisville 2, 


Des Plaines 


Hospital Division, St. 


Long Island 


Devoe & Raynolds Co., Inc., Louisville 2, Ky. 
du Pont de Nemours & Co. (Inc.) E. L, 
Fabrics & Finishes Dept., Wilmington 98, 


Del. 

Glidden Co., Cleveland 14, Ohio 

Inertol Co., Inc., Newark 14, N. J. 

McDougall- Butler Co., Inc., Buffalo 14, N. Y. 

Martin-Marietta Corp.-Chemicals Division, 
Chicago 11, Ill. 

Martin-Senour Co., Chicago 8, Ill. 

Moore & Co., Benjamin, New York 36, N. Y. 

National Gypsum Co., Buffalo 2, N. Y. 

O’Brien Corp., South Bend 21, Ind. 

Pittsburgh Plate Glass Co., Paint Division, 
Pittsburgh 22, Pa. 

Plextone Corporation of America, Newark 4, 


Pratt & Lembert-Inc., Buffalo 7, N. Y. 

Sherwin-Williams Co., Cleveland 1, Ohio 

Tremco Mig. Co., Cleveland 4, Ohio 

United States Gypsum Co., Chicago 6, Il. 

Vita-Var Co., Division of Textron Industries, 
Inc., Orange 50, N. J. 

Wilbur & Williams Co., Inc., Norwood 62, 
Mass. 


PAINTS: OCCUPATIONAL 
THERAPY (GLASS, CHINA, 
TEMPERA, TEXTILE) 


American Crayon Co., Division of Joseph Dix- 
on Crucible Co., Sandusky 71, Ohio 


PANTS: INCONTINENCE 


Amira Products, Inc., Newburgh 52. N. Y. 
Bittner Corp., New York 13, N. Y. 
—%* Hospital Supply Corp.. New York 13. 


cates Mig. Co., Inc., Detroit 7, Mich. 

Sani-Pac Corp., New York 10, N. Y. 

Atco Surgical Supports, Inc., Cuyahoga 
Falls 21, Ohio 

Bel-Art Products, Pequannock 40, N. J. 

Chicopee Mills, Inc., Professional Products 
Division, New York 13, N. Y. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Ferguson Mig. Co., Grand Rapids 7, Mich. 

Herman Products Co., Brooklyn 11, N. Y. 

Higgs Associates, Inc., Homer, New York 16, 


International Convalescent Aids, New York 16, 


Macrobiotics, Inc., Whitestone 57, N. Y. 

Marketon Co., Los Angeles 11, Calif. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, IIl. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Preston Corp., J. A., New York 3, N. Y. 

Ross, Inc., Will, Milwaukee 12, Wis. 

U.S. Hospital Supply Corp., New York 3, 
N. Y. 


PAPER: TOILET 


Brown Co., New York 17, N. Y. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Don & Co., Edward, Chicago 16, Ill. 

Fort Howard Paper Co., Green Bay 5, Wis. 

Industrial Chemical Laboratories, Inc., Omaha 

Nebr. 

Kimberly- Clark Corp., Neenah 57, Wis. 

Marathon, Division of American Can Co., 
Neenah 57, Wis. 

Northern Paper Mills, A Marathon Division 
of American Can Co., Green Bay 2, Wis. 

Pick Co., Inc., Albert, Chicago 8, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Scott Paper Co., Philadelphia 13, Pa. 

Steiner Co., Chicago 11, Ill. 

Stetson Co., M. D., Boston 18, Mass. 

Straubel Paper Co., Green Bay 2, Wis. 

West Chemical Products, Inc., Long Island 
City 1, N. Y. 


PAPER ACCESSORIES (FOOD 
SERVICE) 


Flex-Straw Co., International. Santa Monica 
6. Calif. 

Sorg; Products Co., Aatell & Jones Division, 
igonier 67, " 


American Paper & Plastic Products, Inc., Mil- 
waukee 12, Wis 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Dixie Cup Division of American Can 
Easton 43, Pa. 





PAPER ACCESSORIES (FOOD 
SERVICE)—Cont'd. 
Sorp., New York 17, N. Y 
Mil waukee 12, Wis 
tchfield 59, Conn 
‘ies Milwaukee Division, Mil- 


PARENTERAL SOLUTION 
ADMINISTRATION 
EQUIPMENT 


American Sterilizer Co. Erie 6, Pa. 


PARTITIONS: MOVABLE 


Shampaine Industries, Inc., St. Louis 4, Mo. 


‘Chicago 6, Ill 
New York 17, 


Ir Orange 60, Va 
vart 18, Ind 
orpor ation, Pittsburgh 


Darling Co., Bron- 


PATIENT-HANDLING SYSTEMS 


Everest & Jennings, Inc., Los Angeles 25, 


Inglewood 


i 21, Calif 
se Equir 


edo “Ki fachines, Division of Toledo 
Scale Corp., Rochester 21, N 'Y 
‘oledo Scale, | ion of Toledo Scale Corp 
Toledo 
United Manufacturers, Nutley 10, } 


PHYSICAL THERAPY 
EQUIPMENT (CORRECTIVE) 


Brewster Corp.. Old Lyme 71, Conn. 

Chattanooga Pharmacal Co., Inc., 
nooga 5. Tenn. 

Everest & Jennings, Inc., 
Calif. 

Ille Electric Corp., Williamsport 4, Pa. 


Chatta- 


Los Angeles 25. 
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LaBerne Mig. Co.. Columbia 5, S. C. 


Arnold Health Equipment Co., Knox &, Ind 
Birtcher Corp., Hospital Division, Los Angeles 
32, Calif 
Blickman. Inc., S., Weehawken 87, N. J 
Burdick Corp., Milton 63, Wis 
Cyclotherapy Inc., New York 21, N. Y. 
Denison Orthopaedic Appliance Corp., Balti 
more ll, Md 
Fischer & Co., 
rank in Hospital Equipment Corp., 
2, N. J 
lausmann Woodwork, Inc., 
*S2, N. Y. 
Hill Laboratories Co., 
MacLevy Products Corp., 
Medical Procurement Corp 
N. ¥ 
massing Home 
ipply Corp 
Porte sr Ath 
76, Ill 
Powers Reg ilator Co., Skokie 76, Ill 
Cc A., _New York 3, N 


Y 
New York 28, 


R. A., Glendale 3, Calif. 
Newark 


W, R., New York 


Malvern 55, Pa 
New York 1, N. Y 
New York 11, 


Products, 
Evanston 1, 
etic Equi pment Co., 


American Hospital 


Schiller Park 


Preston 
ent Inc . 


Re habil itation Products Division of American 
Hospital Sur es rind Evanston 1, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis 

Self Ease Units, Inc., New York 28, N. Y. 

Simmons Co., Hausted Division, Medina 56, 
Ohio 

Stanley Physical Therapy Equipment & Sup 
ply Co., Cl , Il. 

Teca Corp., Wh 

Therapeutic Equ ipment Corp., New York 3 
N. Y. 


Warren, Inc., Jay L., Chicago 57, Ill 


PILLOWS: BATH 


Better Sleep, Inc., New Providence 74, N. J 
Neth Co., Art, Chicago M4, Ill. 


PILLOWS: FEATHER, HYPO- 
ALLERGENIC, LATEX, ETC. 


“i. Hospital Supply Corp.. New York 13, 


eaeme Mig. Co., Inc., Detroit 7, Mich. 


Admiral Equipment Co., New York ll, N. Y 

Baker Linen Co., H. W., New York 13, N. Y. 
Burrows Co., Chicago 45, Ill. 

Absorbent Cotton Co., Division of 

t 2 ne., Charlotte 1, N. C. 

., Chicago 6, Ill 

Inc., Cleveland 


lew Rochelle 1, N. Y 
e , Chicago 31, Ill 


cs, Inc Me ntgomery 4, Ala 
ld Supply Corporation, New York 13, N. Y. 
furniture, Inc., Chicago 11, Ill 
Inc., Chicago 5, Ill 
Co., Clinton 1, Okla. 
Id & Co., Contract Division, Chi 


cago 54, Ill. 
Me inecke & o., Inc., 
Products, 

Supply Corp., Evanston 1, Ill 
: ysicians & Hospitals Supply Co., Inc., Min- 

neapol is 3, Minn 

Rhoads & Company 


_ 


Baltimore 4, Md 


irsing Home American Hospital 


Philadelphia 8, Pa. 

Ross, Inc., Will, Mi lwau kee 12, Wis. 

Sherman Mills Inc., Boston 15, Mass 

Standard Textile Co., , Cincinnati 37, Ohio 

Straus-Duparquet Inc., New York 3) N. Y 

U. &. Hospital Supply Corp., New York 3, 
N. Y 


PILLOWS: INFLATABLE 

Better Sleep, Inc., New Providence 74, N. ] 
Neth Co., Art, Chicago 14, Ill. 

PILLOWS: PNEUMATIC 


Better Sleep, Inc., New Providence 74, N. J 
Neth Co., Art, Chicago 14, Ill. 


PINS: SAFETY 


Bowden & Son, Inc., J. G., Boston 10, Mass 

Burrows Co., Chicago 45, Ill. 

Carolina Absorbent Cotton Co., Division of 
Barnhardt Mfg. Co., Inc., Charlotte 1, N. C. 

Connolly Co., T. J., Chicago 6, Ill. 


Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, I 

Eliscu & Co., Inc., New York 18, N. Y. 

Harold Supply Corporation, New York 13, N.Y. 

Oakville Division, Scovill Mfg. Co., Oakville 
79, Conn. 

Prym, Inc., William, Dayville 41, Conn. 

Risdon Mig. Co., Naugatuck 71, Conn. 

Ross, Inc., Will, Milwaukee 12, Wis. 


PITCHER SETS (BEDSIDE) 


Bel-Art Products, Pequannock 40, N. J. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Jones Metal Products Co., Zylon Products, 
Inc., Subsidiary, West Lafayette 45, Ohio 

Plasta-Medic, Inc., Pasadena 1, Calif. 

Premium Plastics Inc., Chicago 16, Ill. 

Vollrath Co., The, Sheboygan 82, Wis. 


PITCHERS: PAPER 
(DISPOSABLE) 


Busse Hospital Disposables Inc., 
21, N. Y. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill 

Dixie Cup Division of American Can Co., 
Easton 43, Pa. 

Lily-Tulip Cup Corp., New York 17, N. Y. 

Sealright-Oswego Falls Corp., Fulton 69, N.Y. 


PITCHERS: WATER 
— Hospital Supply Corp... New York 13. 


Great Neck 


sitions Mig. Co., Inc., Detroit 7, Mich. 


Admiral Equipment Co., New York ll, N. Y. 

Aladdin Industries, Inc., Nashville 10, Tenn. 

Anchor Hocking Glass Corp., Lancaster 30, 
Ohio 

Blank Drug Corp., Long Island City 5, N. Y. 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Don & Co., Edward, Chicago 16, Ill. ; 

Federal Glass Co., Columbus 7, Ohio 

General Tire & Rubber Co., Bolta Products 
Division, Lawrence 42, Mass. 

Jeannette Glass Co., Jeannette 44, Pa. 

Jones Metal Products Co., Zylon Products, 
Inc., Subsidiary, West Lafayette 45, Ohio 

Legion Utensils Co., Inc., Long Island City 
 & ¥. 


Macrobictics, Inc., Whitestone 57, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Plasta-Medic, Inc., Pasadena 1, Calif. 

Plastics Mig. Co., Dallas 24, Texas 

Polar Ware Co., Sheboygan 82, Wis. 

Ross, Inc., Will, Milwaukee 12, Wis. 

U.S. Hospital Supply Corp., New York 3, N.Y. 

Vollrath Co., The, Sheboygan 82, Wis. 

Wear-Ever Aluminum, Inc., New Kensington 
68, Pa 


PLAQUES: METAL, PLASTIC 

Lake Shore Markers, Inc., Erie 12, Pa. 

Ace Bulletin & Directory Co., Inc., Chicago 

Architectural Bronze & Aluminum Corp., 
Skokie 76, Ill. 

Art In Bronze Division of Wooster Products 
Inc., Wooster 91, Ohio 

Bayer Co., A. J., Los Angeles 58, Calif. 

Best Mfg. Co., Kansas City 9, Mo. 

Forman Bronze Co., Inc., The, Brooklyn 21, 
N. Y. 

Gilbert Co., Inc., D. L., Columbus 16, Ohio 

Gorham Co., Bronze Division, Providence 7, 
R. I. 

International Bronze Tablet Co., Inc., New 
York 11, Be 

Livers Bronze Co., Kansas City 26, Mo 

McGann Bronze, Inc., Somerville 43, Mass. 

Massillon Plaque Co., Massillon 46, Ohio 

Matthews & Co., Jas. H., Memorial Bronze 
Division, Pittsburgh 26, Pa. 

Meierjohan-Wengler, Inc., Cincinnati 15, Ohio 

Michaels Art Bronze Co., The, Covington 12, 


Ky. 
Newman Brothers, Inc., Cincinnati 16, Ohio 
Plastic Letter Industries, Inc., Chicago 6, Ill. 
Slater Trophies & Awards, Inc., Don, Hunting- 
ton 16, W. Va. 
Southwell Co., San Antonio 5, Texas 
Spencer Industries Inc., Philadelphia 22, Pa. 





‘““Miom’s a nurse. 

She works in a hospital 
with lots of patients. 
All of them 

use her ‘bent friend’. 


Right now I’m 


just having fun!’’ 


Of course FLEX-STRAW*® flexible drinking 
tube is the nurses ‘bent friend? It is sanitary, 
disposable and spells comfort to their 
patients. FLEX-STRAW’s bending action lets 
them drink from any position. .. even 

lying down... larger diameter aliows free 
flow of the thickest liquids. FLEX-STRAW is 
sturdy... reinforced from tip to tip with 
micro-crystalline coating for hot drinks too! 


Order the original amber FLEX-STRAW 
from your distributor. Provide the best 
in drinking tube service for your patients. 


FLEX-STRAW. 


CN | CE 


ANADIAN DISTRIBUTOF 
naram & Bell Ltd. Toronto, M 
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PLAQUES: METAL, PLASTIC 
—Cont'd. 


Bronze Sign Co., Inc., New 


} 


fax C tion, Nashua 60, N. H 


PLATES: DOOR (KICK OR 
PUSH) 


(Plastic) 


Chicago 37, Ill. 
Los Angeles 23, 


Inc., Mil 
r York 17, N.Y. 
Shicago 31, Ill. 


American Can Co., 


mM 
Kalamazoo 4, 


PLUMBING EQUIPMENT 
(COMPLETE LINE) 


Kohler Co., Kohler 44, Wis. 





Kohler Company 
Kohler, Wisconsin 53044 


See our advertisement in the 
Catalog Section 
for details on our 
Plumbing Equipment 











PLUMBING FIXTURES 


ton 99 


POLISH: FLOOR 


Wyandotte Chemicals Corp., J. B. Ford Divi- 
sion, Wyandotte 93, Mich. 


Indianapolis 
Inc., Huntington 50, 
Shicago 9, Ill 

Inc., &. C., Racine 3, Wis 
r Walter G., New York 17, N.Y 

oratories, Dubuque 1, lowa 
, Inc., H. F., Medford 55, Mass 
lac Co., Inc., Brooklyn 5, N. Y 


POLISH: FURNITURE 


Ainerican Hospital Supply Corp., Evanston 1, 
Il. 

Dolge Co., C. B., The, Westport 80, Conn 

Eichenlaubs, Pittsburgh 1, Pa. 

Franklin Research Co., Philadelphia 31, Pa. 

Fuller Brush Co., Industrial Products Division, 
East Hartford 8, Conn. 

General Fireproofing Co., Youngstown 1, Ohio 

Hill-Rom Co., Inc., Batesville 6, Ind. 

Hillyard Chemical Co., Hospital Division, St 
Joseph 2, Mo 
Holcomb Mig. Co., 

In 
Huntington Laboratories, Inc 
Ind 
Hysan Products Co., Chicago 9, III 
Industrial Chemical Laboratories, Inc 
2, Nebr 
Johnson & Son, Inc., S. C., Racine 3, Wis 
Levernier Laboratories, Inc., Syracuse 67, Ind 
McDougall-Butler Co., Inc., Buffalo 14, N. Y 
Majestic Wax Co., Denver 2, Colo 
Midland Laboratories, Dubuque 1, lowa 
Puritan Chemical Co., Atlanta 18, Ga 
Simoniz Co., Chicago 16, III 
Stanley Home Products, Inc., Industrial-In 
stitutional Division, Easthampton 27, Mass 
Twin City Shellac Co., Inc., Brooklyn 5, N. Y 
Western Chemical Co., St. Joseph 1, Mo. 
White Co., S. S., Philadelphia 5, Pa 


POLISHERS: FLOOR 
(ELECTRIC) 


a 


Inc., J. I., Indianapolis 7 


Huntington 50 


Omaha 


Clarke Floor Machine Division. Studebaker 
Corp., Muskegon 43, Mich. 

Advance Floor Machine Co., Spring Park 84, 
Minn. 

American-Lincoln Corp., 

Breuer Electric Mig. Co., 
Corp., Muskegon 43, Mich 

Finnell System Division of Masury-Young Co., 
Boston 29, Mass 
General Electric Co 
Bridgeport 2, Conn. 
Seneral Floorcraft, Inc., Bronx 66, N. Y 

Hild Floor Machine Co., Inc., Chicago 7 

Hillyard Chemical Co., Hospital Division, St 
Joseph 2, Mo. 

Holcomb Mig. Co., Inc., J. L, 
Ind 

Holt Mfg. Co., Tampa 17, Fla 

Hoover Company, North Canton 20 

Huntington Laboratories, Inc., Huntington 50, 
Ind. 

Kent Co., Elkhart 14, Ind. 

Lawlor Mig. Co., S. C., Melrose Park 60, Ill 

Mercury Floor Machines, Inc., Palisades Park 
50, N. J. 

Midland Labcratories, Dubuque 1, Iowa 

Multi-Clean Products, Inc., St. Paul 16, Minn 

National Super Service Co., Toledo 24, Ohio 

Ponsell Floor Machine Co., Huntington 48 
N. Y. 

Pullman Vacuum Cleaner Corp., 
Mass 

Stetson Co., M. D., Boston 18, Mass 

Straus-Duparquet, Inc., New York 3, N. Y. 

Tennent Co., G. H., Minneapolis 22, Minn 

United Floor Machine Co., Inc., Chicago 19, 
ll 


Toledo 3, Ohio 
Chicago 40, Ill 


Housewares Division 


Indianapolis 


Ohio 


Boston 15 


Vestal Laboratories, Division of W. R. Grace 
& Co., St. Louis 10, Mo 

West Chemical Products, Inc., Long Island 
City 1, N. Y. 

Western Chemical Co., St. Joseph 1, M 


POWDERS: CLEANING, 
SCOURING 


Wyandotte Chemicals Corp., J. B. Ford Divi- 
sion, Wyandotte 93, Mich. 





Colgate-Palmolive Co., New York 22, N. Y 


Diversey Corp., Chicago 6, Ill 
Finnell System Division of Masury-Young Co 
Boston 29, Mass 
Hillyard Chemical Co., 
Joseph 2, Mo 
Holcomb Mig. Co., Inc., J. L., 


c 


Hospital Division, St 


7 


Indianapolis 7 


In 

Hunnewell Soap Co., Cincinnati 14, Ohio 

Huntington Laboratories, Inc., Huntington 50 
Ind 

Hysan Products Co., Chicago 9, Ill 

Industrial Chemical Laboratories, Inc., Omaha 
2, Nebr 

Kelite Corp., Berkeley Heights 22, N. J. 

Kohnstaemm & Co., Inc., H., Chicago 11, Ill. 


Midland Laboratories, Dubuque 1, lowa 

Oakite Products Inc., New York 6, N. Y. 

Procter & Gamble, Cincinnati 1, Ohio 

Swift & Co., Chemicals for Industry Dept., 
Chicago 4, Ill. 

Vestal Laboratories, Division of W. R. Grace 
& Co., St. Louis 10, Mo. 

West Chemical Products, Inc., Long Island 
City 1, N. Y. 


POWDERS: DUSTING 
(MEDICATED) 


Benephen Antiseptic Products Division, Hal- 
sted Pharmaceuticals, Inc., Pleasantville 70, 
N.Y 


Diaparene Products Division, Breon Labora- 
tories, Inc., New York 16, N. Y 

Gold Bond Sterilizing Powder Co., New Bed- 
ford 41, Mass. 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N. J. 

Plough, Inc., Memphis 12, Tenn. 

Schueler & Co., New York 11, N. Y. 

Stiefel Laboratories, Inc., Oak Hill 60, N. Y 


PRESSES: LAUNDRY 
(UNIFORM AND WEARING 
APPAREL) 


American 1 dry M i Cin- 
cinnati 12, Ohio 

Ametek. Inc., Troy L isi East 
Moline 44, Ill. 

Troy IL drite, A Divisi 
East Moline 44, Ill. 


Ajax Presses, Salt Lake City 10, Utah 

Prosperity, A Division of Ametek, Inc., 
Moline 44, Ill 

Unipress Co., Inc., Minneapolis 8 , Minn. 


PROTECTORS: ELBOW AND 
HEEL 











Posey Co, J. T.. Pasadena 7, Calif. 


Zimmon & Co., Inc., Belmont 2, Calif. 


PUBLIC ADDRESS SYSTEMS 
Webster Electric Co., Racine 3. Wis. 


Altec Lansing Corp., Anaheim 2, Calif. 
DuQuaine Lectern Mig. Inc., Kewaunee 18, 
Wis. ° 
Executone, Inc., Long Island City 1, *~. Y. 
Graybar Electric Co., Inc., New York 17, .. Y. 
International Meditronix, Inc., Lawndale 60, 
Calif. 
Motorola-Dahlberg 
Chicago 51, Ill 
Radio Corporation of America, Camden 2, NJ. 
Rheem Califone Division of Rheem Mig. Co., 
Los Angeles 16, Calif. 


PUBLISHERS OF BOOKS ON 


Communication Systems, 


Physicians’ Record Co., 3000 S. Ridgeland 
Ave., Berwyn 2, Ill. 


American Council on Education, 1785 Massa- 
chusetts Ave. N. W., Washington 6, D. C. 

American Medical Ass‘n., 535 N. Dearborn St., 
Chicago 10, Ill. 

Appleton-Century-Crofts, Inc., 440 Park Ave 
S., New York 16, N. Y. 

Barnes & Co., A. S.,8 E. 3th St., New York 16, 
N. Y. 
Blakiston Division, McGraw-Hill Book Co., 
330 W. 42nd St., New York 36, N. Y. 
Chicago Medical Book Co., 301 S. Honore 
St., Chicago 12, Ill. 

Commonwealth Fund, 1 E. 75th St., New 
York 21, N. Y. 

Davis Co., F. A., 1914 Cherry St., Philadelphia 
3, Pa. 

Dodge Corp., F. W., 119 W. 40th St., New 
York 18, N. Y. 

Doubleday & Co., Inc., 
New York 22, N. Y 

Dutton & Co., Inc., E. P., 201 Park Ave. &., 
New York 3, N. Y. 

Grune & Stratton, Inc., 381 Fourth Ave., New 
York 16, N. Y. 

Harper & Row, Publishers, 49 E. 33rd St., 
New York 16, N. Y. 


575 Madison Ave., 





pick the 
Gomco 
aspirator 
you need 
...there’s one 


for every 
: ; - © ae ‘eme ig 


x WT 


Now, from the most complete line of precision aspirating equipment, you 
can select the unit or units that meet your requirements... exactly. 


Lightweight portables? The No. 789, for instance, weighs but 16 pounds... 
is easily carried to its point of use...requires less than 1 sq. ft. of space... 
yet creates up to 20” of vacuum. The No. 792 Portable, with 25” of vacuum, 


is designed for heavier suction needs. 


Stand-mounted units? Four models which are quickly wheeled to any 
department...or bedside... also occupy less than 1 sq. ft. of floor or storage 
space, and, like the Gomco Portables, each has an unmatched record for depend- 


able, easy - to- regulate suction for mucus removal, and general bedside use. 


Your nearby Gomco Hospital Supply Dealer will gladly arrange a demonstra- 


tion. Call him. He’s in the Yellow Pages. Or, write Gomco direct. 





EQUIPMENT 


Ie 








No. 792 
0-25” vacuum 





























No. 791 
0-25” vacuum 





No. 711 
Portable suction and pressure unit 





GOMCO SURGICAL \f\2) MANUFACTURING CORP. 


828 E. Ferry Street i Buffalo 1 
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PUMPS: FOOD-DISPENSING 
(PORTION-CONTROLLED) 


Wuett . nne 1. Vi 


PUMPS: SUCTION (THORACIC) 


Everest & Jennings. Inc., Los Angeles 25, 
Calif. 

Gomco 
N. Y. 

Sorensen Co., Inc., 
3. N.Y 


Surgical Mig. Corp. Buffalo 11, 


C. M., Long Island City 


AND PRESS 


Everest & Jennings. Inc Los Angeles 25. 
Calif. 
Gomceo Surgical Mig. Corp., Buffalo 11, N. Y. 


PUMPS: SURGICAL (SUCTION 
URE) 


Sorensen Co., Inc. 
2 N.Y. 


Cc. M., Leng Island City 


7 - 
Air Products & hemicals 


19,D C 
Air-Shields, Inc., Hatboro 40, Pa 


Aloe-Health & Science Division of Brunswick, 


Co., Chicago 45, Ill 
Clark Linen & Equipment Co 
Yontinental Hospital Supply 
7, Ohio 
Debs Hospital Supplies, Inc., Chicago Nl 
Emerson Co., J. H., Cambridge 40, Mass 
McKesson Appliance Co., Toledo 20, Ohio 
Melchior, Armstrong, Dessau, Ridgefield 57 
N.] 


M & Co., V., Chicago 12, Ill 


Equipment & Service Co., Chi 


Oxygen 
20, Il 
Phillips-Drucker, Inc., Astoria 3, Ore 
Physicians & Hospitals Supply Co., Inc., Min 
neapolis 3, Minn 
ng & Son Co 


cago 


George P., Philadelphia 4 


136 


Pa 

Pratt Hospital Equipment Co., Subsidiary of 
Everest & Jennings, Inc., Los Angeles 25, 
Calif 

Ross, Inc., Will, Milwaukee 12, Wis 

Sklar Mig. Co., J., Long Island City 1, N. Y 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


PUMPS: VACUUM 


Everest & Jennings, Inc., Los Angeles 25. 
Calif. 
Gomco Surgical Mig. Corp., Buffalo 11, N. Y. 


Air Products & Chemicals, Inc., Washington 
19, D. C. 

Aloe-Health & Science Division of Brunswick 
St. Louis 3, Mo 

American Marsh Pumps, Inc., Whittington 
Pump & Engineering Division, Lansing 5, 
Mich 

Canton Stoker Corp., Canton 1, Ohio 

Clark Linen & Equipment Co., Chicago 6, Ill 

Dunham-Bush, Inc., West Hartford 10, Conn 

ITT Bell & Gossett Inc., Morton Grove 53, III 

Ingersoll-Rand Co., New York 4, N. Y 

loy Mig. Co., Pittsburgh 22, Pa 

Oxygen Equipment & Service Co., Chicag< 
20, Ill. 

Penberthy Mig. Co., Prophetstown 77, Ill 

Pratt Hospital Equipment Co., Subsidiary 
Everest & Jennings, Inc., Los Angeles 25 
Calif 

Torit Corp., St. Paul 16, Minn 


PURIFIERS: AIR (ELECTRONIC) 


Howard S., Baltimore 5, Ohio 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Cory Corporation, Chicago 45, Ill 

outhern New England Ultraviolet Co., Mid- 
lletown 57, Conn 

Westinghouse Electric Corporation, X-Ray Di 
vision, Baltimore 3, Md. 


RACKS: CHART 


American Sterilizer Co., Erie 6. Pa. 

Beam Metal Specialties, Inc., Long Island City 
3. N. Y. 

Lumex. Inc.. General Medical Equipment 
Corp.. Bay Shore 6, N. Y. 

Robert Industries, Inc., H., St. Louis 10, Mo. 

Shampaine Industries, Inc., St. Louis 4. Mo. 


Saldwell Co., 


American Metal Furniture, Inc., 
2, Ind 

Atlantic Alloy Industries, Inc., Union 83, N. ] 
ljamestown Metal Products, Inc., Jamestown 


Indianapolis 


Whitestone 57, N. Y 
Decatur 23, Ill 


Inc., St. Petersburg 14, Fla 
RACKS: CLOTHING 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


» New York 11, N. Y 


rr Evanston |! 


, Inc., Chicago 31, II! 
sdward, Chicago 16, III 


arloff Mfg. Co., Colorado Springs 9, Colo 
nvalex of Ohio, Lodi 54, Ohio 
valex Sales Co., Inc., Long Beach 13, Calif 
Metal Products, Inc., Aurora 7, Ill 
Co., Inc., Baltimore 4, Md 
Inc., A. R., Long Island City 1 


Home Products, American Hospital 
y Corp., Evanston 1, Ill 

Will, Milwaukee 12, Wis 

pital Supply Corp., New York 3 


RACKS: DISH AND TRAY 


Crescent Bistal Products, Inc., Cleveland 8. 
Ohio 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Admiral Equipment Co., New York 11, N. Y. 

Advance Food Service Equipment, Inc., West- 
bury 90, L. I., N. Y. 


Arista Metalcrafts Co., Paterson 4, N. J. 


Blickman, Inc., S., Weehawken 87, N. J 

Bucks County Enterprises, Inc., Quakertown 
$1, Pa 

Burrows Co., Chicago 45, III. 

Colson Corp., Chicago 11, Ill. 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Don & Co., Edward, Chicago 16, Ill. 

E. P. Co., Inc., Los Angeles 21, Calif. 

farvis & Jarvis Division, United Service Equip 
ment Co., Inc., Palmer 69, Mass. 

Legion Utensils Co., Inc., Long Island City 


1, N. Y. 
Lenderking Metal Products, Inc., Baltimore 24, 
Md 


Lyon Metal Products, Inc., Aurora 7, Ill 

McDonald Company, Reading 67, Mass 

Meinecke & Co., Inc., Baltimore 4, Md. 

Metropolitan Wire Goods Corp., Wilkes-Barre 
2, Pa. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Pick Co., Inc., Albert, Chicago 8, III. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Spun Aluminum Products Corp., New York 
12, N. Y. 

Straus-Duparquet, Inc., New York 3, N. Y. 
we tome Equipment Co., Inc., Palmer 

Mass 


U. S. Hospital Supply Corp., New York 3, N.Y 


RACKS: GLOVE OR SPONGE- 
DRYING 


Beam Metal Specialties, Inc., Long Island City 
3. N. Y. 
Shampaine Industries, Inc., St. Louis 4, Mo. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 
1, Mm. 

American Metal Furniture, Inc., Indianapolis 
2, Ind. 

Atlantic Alloy Industries, Inc., Union 83, N. J. 

Atlas Hospital Equipment Co., Inc., Windber 
63, Pa. 

Blickman, Inc., S., Weehawken 87, N. J. 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

MacBick Co., Wilmington 87, Mass 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Shampaine Industries, Inc., Wilson Division, 
Columbus 6, Ga 

Thorner Mig. Co., Inc., Tamaqua 52, Pa. 

United Metal Fabricators, Inc., Johnstown 4, 
Pa. 


RACKS: UTENSIL (CLINICAL) 


American Sterilizer Co. Erie 6, Pa. 

Beam Metal Specialties, Inc., Long Island City 
3. N. Y¥. 

Market Forge Co., Everett 49, Mass. 

Sh ai Industri Inc.. St. Louis 4, Mo. 





r 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Metal Furniture, Inc., 
2, Ind 

Atlantic Alloy Industries, Inc., Union 83, N. J 

Blickman, Inc., S., Weehawken 87, N. J. 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Debs Hospital Supplies, Inc., Chicago 31, II 

Hospital Supply Co., Inc., Long Island City 
me 

Meinecke & Co., Inc., Baltimore 4, Md 

Mueller & Co., V., Chicago 12, Ill 

Shampaine Industries, Inc., Wilson Division 
Columbus 6, Ga 

Thorner Mfg. Co., Inc., Tamaqua 52, Pa 

United Metal Fabricators, Inc., Johnstown 4, 


Indianapolis 


, Inc., Edward, Long Island City 
Wocher & Son Co., Max, Cincinnati 2, Ohio 


RACKS: UTENSIL (KITCHEN) 


Crescent Metal Products. Inc., Cleveland 8. 
Ohio 


Blickman, Inc., S., Weehawken 87, N. J. 

Colson Corp., Chicago 11, Ill. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Don & Co., Edward, Chicago 16, Il. 

Fischman Co., Philadelphia 33, Pa. 

Lenderking Metal Products, Inc., Baltimore 24, 
Md. 





McDonald Company, Reading 67, Pa. 

Southern Equipment Co., St. Louis 77, Mo 

Spun Aluminum Products Corp., New York 
12, N.Y. 

Straus-Duparquet, Inc., New York 3, N.Y. 

Wasserstrom & Sons, Inc., N., Columbus 7, 
Ohio 

Wilder Mfg. Co., Inc., Port Jervis 71, N. Y. 


RADIO DISTRIBUTION 
SYSTEMS (CENTRALIZED) 


RCA Service Co., A Division of Radio Corpo- 
ration of America, Camden 8, N. J. 
Webster Electric Co., Racine 3, Wis. 


Admiral Corp., Commercial Products Division, 
Chicago 47, Ill. 

American Communications Corp., Springfield 
Gardens 34, N. Y. 

Dictograph Products Inc., Danbury 10, Conn. 

Executone, Inc., Long Island City 1, N. Y. 

Hotel Radio Manufacturers, Inc., Detroit 26, 
Mich. 

ITT Kellogg, Chicago 38, Ill 

Midwest Television Systems, Inc., 
lis 3, Minn. 

Motorola-Dahlberg Communication 
Chicago 5], Ill. 

Radio Corporation of America, Camden 2, N. J. 

Rauland-Borg Corp., Chicago 18, Ill. 

Standard Electric Time Co., Springfield 1, 
Mass 

Wells Television, Inc., 


Minneapo- 


Systems, 


New York 17, N. Y. 


RAILS: SAFETY (BATHTUB, 
TOILET, SHOWER) 


Brewster Corp., Old Lyme 71, Conn. 
Edco Surgical Supply Co., Inc., New York 23, 
N.Y 


Everest & Jennings, Inc., Los Angeles 25. 
Calif. 
Posey Co., J. T.. Pasadena 7, Calif. 


American Wheel Chair Division of Institution- 
al Industries, Inc., Cincinnati 38, Ohio 

Architectural Metalcraft Industries, Inc., 
Farmingdale 35, N. Y. 

Beacon Enterprises Inc., New York 1, N. Y. 

Bloch Brass Co., Cleveland 3, Ohio 

Bollen Products Co., Cleveland 17, Ohio 

Builders Brass Works Corp., Los Angeles 23, 
Calif. 

Continental Hospital Supply, Inc., 

io 

Frohock-Stewart Co., Worcester 8, Mass. 

Harmax, Inc., Portland 2, Ore. 

Invalex of Ohio, Lodi 54, Ohio 

Invalex Sales Co., Inc., Long Beach 13, Calif. 

Ketcham Mfg. Corp., G. M., Glendale, Brook- 
lyn 27, N. Y. 

Keystone Cane & Crutch Co., Norristown 1, 
Pa. 

Levy Co., Harry, New York 35, N. Y. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Ortho-Kinetics, Inc., Waukesha 86, Wis. 

Preston Corp., J. A., New York 3, N. Y. 

Reed-Cromex Corp., Cleveland 12, Ohio 

Rehabilitation Equipment Inc., New York 28, 
N.Y 


Cleveland 


Rehabilitation Products Division of American 
Hospital Supply Corp Evanston 1, Ill 

Reliable Metal Products Co., Inc., Mount Ver- 
non 50, N. Y. 

Ries Mig. Co., Cincinnati 2, Ohio 

Sparling Co., C. D., Detroit 16, Mich. 

Surgie Sales Co., Lawrence 40, Mass 

Tilson Co., Ulysses 80, Kans 

Winfield Co., Inc., St. Petersburg 14, Fla 


RANGES: KITCHEN (ELECTRIC, 
GAS) 


Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Don & Co., Edward, Chicago 16, Ill. 

Frigidaire Division, General Motors Corp., 
Dayton 1, Ohio 

General Electric Co., Commercial Equipment 
Dept., Chicago Heights 11, Ill. 

General Electric Co., Major Appliance Divi- 
sion, Louisville 25, Ky. 

Kelvinator Division, American Motors Corp., 
Detroit 32, Mich. 

McDonald Company, Reading 67, Mass. 

Montague Co., San Leandro 77, Calif. 

Pick Co., Inc., Albert, Chicago 8, Ill. 

South Bend Range Corp., South Bend 21, Ind 


New York 3, N. Y. 
McGraw-Edison Co., 


Straus-Duparquet, Inc., 

Toastmaster Division, 
Elgin 20, Ill. 

Vulcan-Hart Corp., Louisville 1, Ky. 

Waste King Corp., Los Angeles 58, Calif. 

a g Corp., Garland Division, Maspeth 78, 


Westinghouse Electric Corporation, Pittsburgh 
, Pa. 


RAZORS 


Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Graham-Field Surgical Co., Inc., Woodside 
77, N.Y. 

Meridian Standards Corp., New York 10, N. Y. 

Sklar Mig. Co., J., Long Island City 1, N. Y. 

Sterilon Corp., Buffalo 11, N. Y. 

Weck & Co., Inc., Edward, Long Island City 
oF, 


RECEPTACLES: WASTE 
(CLOSED TOP, OPEN-TOP) 


Beam Metal Specialties, Inc., Long Island City 
3. N. Y. 

Davenport & Son Co., A. C., Palatine 67, IIl. 

Ss i Industri Inc., St. Louis 4, Mo. 





so 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Metal Furniture, Inc., Indianapolis 2, 
Ind. 

Architectural Metalcraft Industries, Inc., Farm- 
ingdale 35, N.Y. 

Atlantic Alloy Industries, Inc., Union 83, N. J. 

Atlas Hospital Equipment Co., Inc., Windber 
, Pa. 

Baylis Industries, Inc., Bloomfield 3, N. J. 

Bel-Art Products, Pequannock 40, N. J. 

Blank Drug Corp., Long Island City 5, N. Y. 

Blickman, Inc., S., Weehawken 87, N. J. 

Bucks County Enterprises, Inc., Quakertown 
51, Pa. 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Columbus Plastic Products, Inc., Columbus 
23, Ohio 

Continental Hospital Supply, Inc., Cleveland 
, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Enochs Mfg. Co., Inc., Indianapolis 2, Ind 


Federal Fibre Corp., Long Island City 2, N. Y. | 
Master Metal Products, Inc., Buffalo 5, N. Y. | 
Mipro Metal Products Co., South San Fran- 


cisco 82, Calif. 

Physicians & Hospitals Supply Co., Inc., Min 
neapolis 3, Minn. 

Ross, Inc., Wiil, Milwaukee 12, Wis 

Shelley Professional Products, Inc., 
geles 1, Calif. 


Thorner Mfg. Co., Inc., Tamaqua 52, Pa. 


United Metal Fabricators, Inc., Johnstown 4, 
Pa. 

Walton-March, Highland Park 36, Ill. 

Witt Co., Cincinnati 9, Ohio 


RECEPTORS: INVALID 
(INCONTINENCE) 


Guardian Products Co., Inc., 
5, Calif. 


Bel-Art Products, Pequannock 40, N. J. 
Professional Specialties Co., St. Louis 5, Mo 


N. Hollywood 


RECORD FORMS: MEDICAL 
Physicians’ Record Co., Berwyn 2, Ill. 


rt Metal, Inc., Jamestown 1, N.Y. 


Baltimore Business Forms, Inc., Baltimore 29, | 
Md 


Briggs Printing Co., Des Moines 11, Iowa 
Forms Development Corp., New York 13, N.Y. 
Hospital Forms Service, Chicago 10, Il. 
Hospital Standard Publishing Co., Baltimore 
Moore Business Forms, Inc., 
Ill. 
Pioneer Office Forms, Inc., Cicero 50, Ill. 
Remington Office Systems, Division of Sperry 
Rand Corp., New York 17, N. Y. 
Reynolds & Reynolds Co., Dayton 7, Ohio 
Royal McBee Corp., New York 22, NY. 
Steck Co., Austin 61, Texas 


RECORD FORMS AND FILES 
(VISIBLE) 


Park Ridge 68, 


Physicians’ Record Co., Berwyn 2, Ill. 





Los An- 





oy 
DINNER 


We Serve Beam Tables 


at any time, in any quantity. Aluminum 
anodized base, plastic resin top, raises 
to bed height, lowers to chair height. 
For personal service, free literature and 
all your Beam requirements, call today. 


BEAM METAL SPECIALTIES, INC. 


25-11 49th Street — Long Island City 3, W. Y. 
A Division of Beam-Matic Hospital Supply, Inc. 


For more facts circle 79 on reply card 





RECORD FORMS AND FILES 
(VISIBLE)—Cont’d. 


Acme Visible Records, Inc., Crozet 32, Va 
Inc., Jamestown 1, N. Y. 
Moines 11, lowa 
Whitestone 57, N.Y 
rms, Inc Par k Ridge 68, Ill 
vision of Sperry 


RECORDS: NURSING HOME 
Physicians’ Record Co., Berwyn 2, Ill. 


tinting Co., Des Moines 11, lowa 
Forms, Inc., Park Ridge 68, 


Dayton 7, OF 


REFRIGERATING MACHINERY 
(AIR COOLING AND 
CONDITIONING) 


Shrysler Corp., 


REFRIGERATORS 


Kaden Co., Inc., D. A.. Yonkers 1, N. Y. 
Market Forge Co., Everett 49, Mass. 


New York ll, N. Y 
vision of Brunswick, 
Amana 3, Iowa 
Bally 3, Pa. 
ng Island City 5, 
Engineering Corp., 


Paul 


Kendallville 55 


Mass 


"14, Minn 


w Yor N. Y 
Farmingdale 35 


College Point 56, N. Y. 
sion, Clark Equipment 


Hagerstown 40, Md 
Sorp., Plymouth Meeting 


p., Louisville 1, Ky 
Electric Corporation Pitts- 


York Division, Borg-Warner Corp., York 5, Pa. 
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REFRIGERATORS: + ccm 
OR PHARMACEUTICAL 


Market Forge Co., Everett 49. Mass. 


Brewer Pharmacal Engineering Corp., Upper 
Darby 82, Pa. 

Cincinnati Sub-Zero Products, Cincinnati 29, 
Ohio 

Dillon-Lilly Co., Inc., St. Paul 2, Minn 

Fisher Scientific Co., Pittsburgh 19, Pa. 

Foster Refrigerator Corp., Hudson 34, N. Y 
tem Refrigerator Co., Philadelphia 40, Pa 
Henco Refrigeration Corp., Philadelphia 4%, 
Pa 

Harold Supply 

Herrick Refrigerator Co., 
foward Refrigerator Co., Inc., 
Pa 

lewett Refrigerator Co., Inc., 

Jordon Commercial Refrigerator Co., 
delphia 37, Pa 

Koch Refrigerators, Inc., 
Kans. 

Louden Mig 
Minn. 

McCray 
55, Ind 

McDonald Company, Reading 67, Mass 

Marvel Industries Inc., Sturgis 91, Mich. 

Nor-Lake, Inc., Hudson 16, Wis. 

Physicians & Hospitals Supply Co., Inc., 
Minneapolis 3, Minn 

Puffer-Hubbard Refrigerator Co., 
en 17, Mich 

Revco Inc., Industrial 
field 38, Mich 

Southern Cross Mfg. Cor Chambersburg 1, 
Pa 

Stuart Refrigeration Corp 
>» ieee 2 

TherMcCold Corp., Division of McCall Refrig- 
erator Corp., Hudson 34, N.Y 

Tyler Refrigeration Division, Clark Equipment 
Co., Niles 20, Mich 

Electric 


Corporation, New York 13, N.Y 
Waterloo 2, lowa 
Philadelphia 14, 


Buffalo 13, N. Y. 
Phila- 


Kansas City 15, 


& Sales Inc., Minneapolis 6, 


Refrigerator Co., Inc Kendallville 


Grand Hav- 


Products Division, Deer- 


Farmingdale 35, 


Westinghouse Corporation Pitts- 


burgh 30, Pa. 


REFRIGERATORS: ELECTRIC 
(PORTABLE) 


Crescent Metal Products, Inc., Cleveland 8, 
Ohio 

Acme National Refrigeration Co., Inc., Long 
Pens A tg N. ¥ 
rnz-O-Matic Corp 

He ckson Industries, Inc 

Morphy-Richards, Inc 

United Refrigerc stor Co 


Rochester 13, N. Y 
River Falls 22, Wis 

Northvale 47, N. 7 
Hudson 16, Wis 


REGULATORS: OXYGEN 


Liquid Carbonic Division of General Dynam- 
ics Corp., Chicago 3, Ill. 

Ohio Chemical & Surgical Equipment Co. A 
Division of Air Reduction Co., Inc., Madison 
10, Wis. 


Aeronautical & Instrument Division, Robert- 
shaw-Fulton Controls Co., Anaheim 3 


& Chemicals, Inc., Washington 


American Hospital Supply Corp., Evanston 
1, 

Bunn Corp., John, Buffalo 9, N. Y 

Continental Hospital Supply, Inc 
7, Ohio 

Edison Industries, Thomas A., McGraw-Edi- 
son Co., Medical Gas Division, Stuyvesant 
Falls 74, N. ¥ 

Harris Calorific Co., Cleveland 2, Ohio 

Hudson Oxygen Therapy Sales Co., Los An- 
geles 27, Calif 

Melchior, Armstrong, Dessau, Ridgefield 57, 
N. J 

National Cylinder Gas Division of Chemetron 
Corp., Chicago 11, Ill 

National Welding Equipment Co., Medical 
Equipment Division, Richmond 4, Calif. 

Oxvgen Equipment & Service Co., Chicago 
20, Il. 

Ph ysicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Puritan Compressed Gas Corp., Kansas City 
6, Mo. 

Shampaine Industries, Inc., O.E.M. Division, 
Union 83, N. J. 

Union Carbide Corp., Linde Division, New 
York 17, N. Y. 


Cleveland 


Brewster Corp., Old Lyme 71, Conn. 

Chattanooga Pharmacal Co., Inc., Chatta- 
nooga 6, Tenn. 

Edco Surgical Supply Co., Inc., New York 23, 
N. Y. 


Ile Electric Corp.., Williamsport 4, Pa. 
Kuttmauer Mig. Co., Inc., Detroit 7, Mich. 
LaBerne Mig. Co., Columbia 5, S. C. 
Logan. Inc., Pasadena 3, Calif. 

Posey Co., J. T.. Pasadena 7, Calif. 


American Hospital Supply Corp., Evanston 1, 
ll. 

American Wheel Chair Division, Institutional 
Industries, Inc., Cincinnati 38, Ohio 

Arnold Health Equipment Co., Knox 34, Ind. 

Battle Creek Equipment Co., Battle Creek 17, 
Mich. 

Birtcher oon Hospital Division, Los Ange- 
les 32, Cal 

Burdick Bong Milton 63, Wis. 

Cyclotherapy Inc., New York 21, N. Y. 

Denison Orthopaedic Appliance Corp., Balti- 
more 1], Md. 

Fischer & Co., R. A., Glendale 3, Calif. 

Grant Co., R. D., Cleveland 14, Ohio 

Hausmann. Woodwork, Inc., W. R., Bronx 52, 


Hill Laboratories Co., Malvern 55, Pa. 
Hospital Supply Co., Inc., Long Island City 
Y 


M & M Mfg., Inc., Tucson 5, Ariz. 

MacLevy Products Corp., New York 1, N. Y. 

Medical Procurement Corp., New York 11, N.Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Porter Athletic Equipment Co., 
76, Il. 

Preston Corp., J. A., New York 3, N. Y. 
Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Self Ease Units, Inc., New York 28, N. Y. 

Stanley Physical Therapy Equipment & Sup- 
ply Co., Chicago 6, Ill. 

Therapeutic Equipment Corp., 
N.Y 


Schiller Park 


New York 3, 


U S. Hospital Supply Corp., New York 3, 
N. Y 


Warren, Inc., Jay L., Chicago 57, Ill. 


REHABILITATION EQUIPMENT: 
TRAPEZE 


Simmons Co., Contract Division, Chicago M4, 


REMOVERS: ADHESIVE 


Alconox, Inc., New York 3, N. Y. 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


American Hospital Supply Corp., Evanston 1, 
Ill. 

Blank Drug Corp., Long Island City 5, N. Y. 

Debs Hospital Supplies, Inc., Chicago 16, IIl. 

Graham-Field Surgical Co., Inc., Woodside 
77, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Ross, Inc., Will, Milwaukee 12, Wis. 

Scholl Mfg. Co., Ine., Surgical Supply Di- 
vision, Chicago 10, Ill. 

Schueler & Co., New York 11, N. Y. 

Ulmer Pharmacal Co., Minneapolis 3, Minn. 

U. S. Hospital Supply Corp., New York 3, 


N. Y. 
Whitehall Laboratories, New York 17, N. Y. 
Wocher & Son Co., Max, Cincinnati 2, Ohio 


REMOVERS: PAINT AND 
VARNISH 
Wyandotte Chemicals Corp., J. B. Ford Divi- 
sion, Wyandotte 93, Mich. 
Hillyard a Co., 


Joseph 2, 
— Sai Co. ~~ See 
Ind. 


Hospital Division, St. 
Indianapolis 7, 
Huntington Laboratories, Inc., Huntington 50, 
a 2 Senour Co., Chicago 8, Ill. 


Multi-Clean Products, Inc., St. Paul 16, Minn. 
Oakite Products, Inc., New York 6, N. Y. 





20th Century Paint Division of Consolidated 
Chemical & Paint Corp., Brooklyn 11, N. Y. 

Vita-Var Co., Division of Textron Industries, 
Inc., Orange 50, N. J. 

West Chemical Products, Inc., Long Island 
City 1, N. Y. 


Western Chemical Co., St. Joseph 1, Mo. 


RESPIRATORS 


Liquid Carbonic Division of General Dynam- 
ics Corp., Chicago 3, Ill. 


Products & Chemicals, Inc., 
19, D. C. 
Air-Shields, Inc., Hatboro 40, Pa 
American Hospital Supply Corp., 


Washington 


Evanston 
1, Il. 
Applied Health Physics, Inc., Bethel Park 2, 


Pa. 

Bird Corp., Richmond 4, Calif. 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Collins, Inc., Warren E., Braintree 84, Mass. 

Corbin-Farnsworth, Inc., Palo Alto 6, Calif. 

Emerson Co., J. H., Cambridge 40, Mass. 

Fabrikators Inc., of Mass., West Roxbury 32, 
Mass. 

Iron Lung Company of America: West Rox- 
bury 32, Mass. 

Mine Safety Appliances Co., 
Pa. 

Monaghan Co., Inc., J. J., Denver 4, Colo. 

Mueller & Co., V., Chicago 12, Ill. 

Oxygen Equipment & Service Co., 
wn, 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Puritan Compressed Gas Corp., Kansas City 
6, Mo. 

Schick X-Ray Co., Inc., 


Pittsburgh 18, 


Chicago 


Chicago 11, Ill. 


RESTRAINT APPARATUS 


DePuy Mfg. Co., Inc.. Warsaw 80, Ind. 

Hartford Co., The. Hartford 6, Conn. 

Humane Restraint Co., Madison 1, Wis. 

IPCO Hospital Supply Corp.. New York 13, 
N. Y. 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 
Posey Co., J. T.. Pasadena 7. Calif. 


—_ Health & Science Division of Brunswick, 
Louis 3, Mo. 

PhP Hospital Supply Corp., Evanston 1, 
Ill. 

Burrows Co., Chicago 45, Ill. 

Continental Hospital Suppiy, Inc., 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Duxe Products, Cincinnati 1, Ohio 

Harold Supply Corporation, New York 13, N.Y. 

Hospac Corp., Woodside 77, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

—2 Hospital Uniform Co., Inc., Brooklyn 
22, . A 

Marites & Co., V., Chicago 12, Ill 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Professional Specialties Inc., Co., St. Louis 5, 


Cleveland 


Mo. 
Ross, Inc., Will, Milwaukee 12, Wis. 
Stanley Co., Inc., William a _— 5, NJ. 
Surgicon Corp., New York 3, N 
U. S. Hospital Supply Corp., ow York 3, N.Y 
Weck & Co., Inc., Edward, Long Island City 
1, BR. ¥. 


Wocher & Son Co., Max, Cincinnati 2, Ohio 


RESUSCITATING EQUIPMENT 


= Hospital Supply Corp., New York 13, 


» Fe 

panes Mig. Co., . Detroit 7, Mich. 

Liquid Carbonic Division of General Dynam- 
ics Corp., Chicago 3, Ill. 

Ohio Chemical & Surgical Equipment Co., A 
Division of Air Reduction Co., Inc., Madison 
10, Wis. 

a Products & Chemicals, Inc., Washington 

, D. C. 

Air. wsutelds, Inc., Hatboro 40, Pa. 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., 
1, Ii. 

Bird Corp., Richmond 4, Calif. 

Blank Drug Corp., Long Island City 5, N. Y. 


Evanston 


Burrows Co., Chicago 45, Ill. 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Corbin-Farnsworth, Inc., Palo Alto 6, Calif. 

Curvlite Surgical Products Division of Master- 
craft Medical & Industrial Corp., Long Is- 
land City 1, N. Y. 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Electrodyne Co., Inc., Westwood 91, Mass. 

Emerson Co., J. H., Cambridge 40, Mass. 

Foregger Co., Inc., Roslyn Heights 77, L. lI., 


N.Y. 
Globe Safety Products, Inc., Dayton 7, Ohio 
Harold Supply Corporation, New York 13, N.Y. 
Hudson Oxygen Therapy Sales Co., Los An- 
geles 27, Calif. 
McKesson Appliance Co., Toledo 20, Ohio 
Meinecke & Co., Inc., Baltimore 4, Md. 
Mine Safety Appliances Co., Pittsburgh 8, Pa. 


National Cylinder Gas Division of Chemetron 
Corp., Chicago 11, Ili. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Oxygen Equipment & Service Co., Chicago 20, 
Tl 


Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Puritan Compressed Gas Corp., Kansas City 

6, Mo. 

Ross, Inc., Will, Milwaukee 12, Wis. 
Stephenson Corp., Red Bank 1, N. J. 

Surgicon Corp., New York 3, N. Y. 
U. S. Hospital Supply Corp., New York 3, 

Y. 


Venti-Breather Sales, Inc., Washington 5, D.C. 


RESUSCITATORS: PORTABLE 


Ohio Chemical & Surgical Equipment Co.. 
Division of Air Reduction Co., Inc., paodioas 
10, Wis. 


Air Products & Chemicals, Inc., 
19, D. C. 

Air-Shields, Inc., Hatboro 40, Pa. 

Hallikainen Instruments, Richmond 4, Calif. 

Oxygen Equipment & Service Co., Chicago 
20, Ill. 


Washington 


Westinghouse Electric Corporation, X-Ray Di- 
vision, Baltimore 3, Md. 


RINSERS: BEDPAN 
(HOSELESS) 


American Sterilizer Co., Erie 6, Pa. 


RINSERS: HAIR 
Grant Co., R. D., Cleveland 14, Ohio 


RINSES: LAUNDRY 
(ANTISEPTIC) 


Abco, Inc., McKeesport 34, Pa 
Diaparene Products Division, 
tories, Inc., New York 16, N. Y 


Breon Labora- 


ROOFING MATERIALS 


Barrett Division, Allied Chemical Corp., New 
York 6, N. Y. 

Carey Mfg. Co., Philip, Cincinnati 15, Ohio 

Celotex Corp., Chicago 3, Ill. 

Certain-teed Sales Corp., Ardmore 3, Pa. 

Crossfield Products Corp., Roselle Park 4, N_J. 

Flintkote Co., New York 20, N. Y. 

Johns-Manville, New York 16, N. Y. 

National Gypsum Co., Buffalo 2, N. Y. 

Overly Mfg. Co., Greensburg 1, Pa. 

Rising & Nelson Slate Co., Inc., West Pawlet 


, Vt. 
Ruberoid Co., New York 17, N. Y. 
Selby, Battersby & Co., Philadelphia 43, Pa. 
United States Gypsum Co., Chicago 6, Ill. 


RUBBER SUNDRIES 


Bard, Inc., C. R.. Murray Hill 71. N. J. 

Bittner Corp., New York 13. N. Y. 

IPCO Hospital Supply Corp., New York 13, 
N. Y. 

Kuttnauer Mig. Co., Inc., Detroit 7. Mich. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Cystoscope Makers, Inc., Pelham 
Manor 3, N. Y. 

American Hospital Supply Corp., Evanston 1, 
Il. 


Blank Drug Corp., Long Island City 5, N. Y. 
Burrows Co., Chicago 45, Ill. 
Clark Linen & Equipment Co., Chicago 6, Ill. 
Clay-Adams Inc., New York 10, N. Y. 
Continental Hospital Supply, Inc., Cleveland 
7, Ohio 
Davol Rubber Company, Providence 1, R. I. 
Debs Hospital Supplies, Inc., Chicago ‘31, Il. 
Faultless Rubber Co., Ashland 5, Ohio 
Goodrich Co., B. F., Hospital & Surgical 
Products, Akron 18, Ohio 
Harold Supply Corporation, New York 13, N.Y. 
Higgs Associates, Inc., Homer, New York 16, 
N. Y 


Meinecke & Co., Inc., Baltimore 4, Md. 

Mills Hospital Supply Co., Chicago 45, Ill. 

Mueller & Co., V., Chicago 12, Ill. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Rusch, Inc., New York 11, N. Y. 

Seamless Rubber Co., New Haven 3, Conn. 

eh * Hospital Supply Corp., New York 3, 

ey a Co., Inc., Edward, Long Island City 


Wocher & Son Co., Max, Cincinnati 2, Ohio 


SAFES: DRUG AND NARCOTIC 


American Sterilizer Co., Erie 6, Pa. 
IPCO Hospital Supply Corp., New York 13, 
N. Y. 


a a ae Surgical Co., Inc., Woodside 
Macrobiotics, Inc., Whitestone 57, N. Y. 
Mosler Safe Co., New York 22, N. Y. 

Thorner Mfg. Co., Inc., Tamaqua 52, Pa. 


SANITIZER-DEODORIZERS 
Uni-Mac Corp., Atlanta 5, Ga. 


SANITIZING AGENTS 


National Chemsearch Corp., Dallas 7, Texas 

Wyandotte Chemicals Corp., J. B. Ford Divi- 
sion, Wyandotte 93, Mich. 

Zep Mig. Corp., Atlanta 18, Ga. 


Aeroceuticals, Inc., Bridgeport 5, Conn. 

— Just Distributors, Inc., Baltimore 

Economics Laboratory, Inc., New York 17, 
N. Y. 

Franklin Research Co., Philadelphia 31], Pa. 

Hild Floor Machine Co., Inc., Chicago 7, Ill. 

Hillyard Chemical Co., Hospital Division, St. 
Joseph 2, Mo. 

Hunnewell Soap Co., Cincinnati 14, Ohio 

Huntington Laboratories, Inc., Huntington 50, 
Ind. 


Kelite Corp., Berkeley Heights 22, N. J. 
Lamco Chemical Co., Inc., Boston 10, Mass. 
Oakite Products, Inc., New York 6, N. Y. 
Olin Mathieson Chemical Corp., Chemicals 
Division, New York 22, N. Y. 

Pennsalt Chemicals Corp., Philadelphia 2, Pa. 
Ulmer Pharmacal Co., Minneapolis 3, Minn. 
Western Chemical Co., St. Joseph 1, Mo. 
Winthrop Laboratories, New York 18, N. Y. 


SCALES: CLINIC (HEIGHT- 
MEASURING ROD) 


Continental Scale Corp., Chicago 36, Ill. 


Blank Drug Corp., Long Island City 5, N. Y. 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Detecto Scales, Inc., Brooklyn 5, N. Y. 

Fairbanks, Morse & Co., New York 19, N. Y. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

—S Athletic Equipment Co., Schiller Park 

Toledo (are Division of Toledo Scale Corp., 
Toledo 12, Ohio 

Toledo 12, Ohio 


Triner Scale & Mig. Co., Chicago 8, Ill. 


SCALES: IN-BED 
Acme Scale Co., Oakland 8, Calif. 





SCALES: PATIENTS’ 


Continental Scale Corp., Chicago 36, Ill. 
Kuttnauer Mig. Co.. Inc., Detroit 7, Mich. 
American Hospital Supply Corp., Evanston 


Arnold Health Equipment Co., Knox 3, Ind 





3lank Drug Corp., Long Island City 5, N. Y 
Burrows C Shicago 45, Ill 
‘lark Linen & Equirment Co., Chicago 6, Ill 
Yontinental Hospital Supply, Inc., Cleveland 
, Ohio 
Debs Hospital Supplies, Inc., Chicago 31, Il 
tecto Scales, Inc., Brooklyn 5, N. Y 
srold Supply Corporation, New York 13, 
Meine: ke & Co., Inc., Baltimore 4, Md 
V., Chicago 12, Ill 
Products rican Hospita 






Evenston | 
Milwaukee 12, Wis 








l ” Division of Toledo Scale Corp 
. & M ° Chicago 8, Ill 
, ¢ ner New York 3 
r jew Y 
y 
A her & Son C Max, Cincinnati 2, Ohio 
SCALES: PATIENTS’ (NON- 
AMBULATORY) 
Continental Scale Corp., Chicago 3%, Ill. 
x k 1 8, Calif 
A n pply Corp., Evanston | 
=) Brooklyn 5, N. Y 
to-Lift Mig Higgins Lake 27, Mich 
tati Saote | on of P 
al § Sorp., Evanston 1, Ill 
T “a of Toledo §S 
jo 12 ° 


SCISSORS: BANDAGE 


IPCO Hospital Supply Corp.. New York 13. 
N. Y. 

Kuttnauer Mig. Co., Inc., Detroit 7. Mich. 

Ohio Chemical & Surgical Equipment Co., A 
Division of Air Reduction Co., Inc., Madison 
10, Wis. 





s . a 
r Supr Ev ton 1 
nk Drug t N. Y 
rk I & ago 6, Il 
y-Ad N. Y 
bs H 5 zo 3l 
K tone Cane & ristown | 
twton Co w York 16, N. Y 
M ke & Ir B 4, Md 
7 H Prod 
Ev ton 
: 4 
| ] 
| 
k ] > Br n 19, N. Y 
n , Milw kee j 
r Mig 1., Long Island ty 1 rY 
H r ‘orp ) y 3 
N. Y 
Nec & r ty 
> RR. 
W : a 7 
A . 7 Max r y hio 


SCREENING: INSECT 


Beam Metal Specialties, Inc., Long Island City 
3. N. Y. 





Barnhart A. W., Port Chester 73, N. Y 
5 Co., Oklah C 14, Okle 
Service 4 Br y<9 
Waterk nn 
Kane 3 | 
ducts 1loosa Ala 
P., Chicago 14 





SCREENS: BED 


Beam Metal Specialties. Inc., Long Island City 
3. N. Y. 

Brewer Co., E. F., Butler 7, Wis. 

Brewster Corp.. Old Lyme 71, Conn. 

Carstens Mig. Co., Chicago 31, Tl. 

IPCO Hospital Supply Corp.. New York 13, 
N. Y. 
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Kadan Co., Inc., D. A., Yonkers 1. N. Y. 

Kuttnauer Mig. Co., Inc., Detroit 7. Mich. 

Shampaine Industries, Inc., St. Louis 4, Mo. 

Simmons Co., Contract Division, Chicago SM, 
tl. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo 

American Metal Furniture, Inc., Indianapolis 
2, Ind. 

Atlantic Alloy Industries, Inc., Union 83, N. J. 

Atlas Hospital Equipment Co., Inc., Windber 
63, Pa 

Beltor Mig. Corp., Marlton 53, N. J. 

Slark Linen & Equipment Co., Chicago 6, Ill. 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Eichenlaubs, Pittsburgh 1, Pa 

Hard Mig. Co., Buffalo 7, N. Y. 

Harold Supply Corporation, New York 13, 

Y. 


Hill-Rom Co., Inc., Batesville 6, Ind. 
Huntington Furniture Corp., Lincolnton 92, 
N. C 


Karoll’s Inc., Chicago 2, Ill. 
Meinecke & Co., Inc., Baltimore 4, Md. 
Mueller & Co., V., Chicago 12, Ill. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, IIl. 
sicians & Hospitals Supply Co., 

neapolis 3, Minn 
Precision Dynamics Corp., Burbank 5, Calif 
Inc., Hendersonville 39, N. C. 
Mig. Co., Cincinnati 2, Ohio 
R , Will, Milwaukee 12, Wis 
Shampaine Industries, Inc., Carrom Division, 
Ludington 31, Mich. 
Shampaine Industries, Inc., 
Yolumbus 6, Ga 
Thorner Mig. Co., Inc., 
United Metal Fabricators, Inc., 
Pa. 
U. S. Hospital Supply Corp., New York 3, 


Inc., Min- 








Wilson Division, 


Tamaqua 52, Pa 
Johnstown 4, 


Wi ld Co nc., St. Petersburg 14, Fla 
Max, Cincinnati 2, Ohio 


SCREENS AND DOORS: INSECT 
ELECTROCUTING 


Detien Corp., Electrocuting Fly Screen Divi 
sion, Pleasant Valley 69, N. Y. 
Gardner Mig. Co., Horicon 32, Wis 





Wocher & Son Co., 


SCRUBBING MACHINES 


Clarke Floor Machine Division, Studebaker 
Corp., Muskegon 43, Mich. 


Advance Floor Machine Co., Spring Park 84, 






mn-Lincoln Corp., Toledo 3, Ohio 
r Electric Mig. Co., Chicago 40, Ill 


Finnell System Division of Masury-Young 
Boston 29, Mass 

yeneral Floorcraft, Inc., Bronx 66, N. Y. 

Hild Floor Machine Co., Inc., Chicago 7, Il. 

Hillyard Chemical Co., Hospital Division, St. 


Joseph 2, Mo 


Holcomb Mig. Co., Inc., J. 1., Indianapolis 7, 


folt Mig. Co., Tampa 17, Fla 
: 


Huntington Laboratories, Inc., Huntington 50 





t Co., Elkhart 14, Ind 

Lawlor Mfg. Co., S. C., Melrose Park 60, Ill. 

Midland Laboratories, Dubuque 1, lowa 

Multi-Clean Products, Inc., St. Paul 16, Minn 

National Super Service Co., Toledo 24, Ohio 

Nobles Engineering & Mig. Co., St. Paul 6, 
Minn 


Ponsell Floor Machine Co., Huntington 48 
N. Y. 
Pullman Vacuum Cleaner Corp., Boston 15, 
Mass 
nited hine Co., Inc., Cliicago 19 
Vestal Laborator Division of W. R. Grace 
& Co., St. Louis :0, Mo 





Co., St. Joseph 1, Mo 


SEALERS: FLOOR 


Brulin & Co., Inc., Indianapolis 7, Ind 

Devoe-Truscon Division, Devoe & Raynolds 
Co., Inc., Louisville 2, Ky. 

Devoe & Raynolds Co., Inc., Louisville 2, Ky. 

Finnell System Division of Masury-Young Co., 
Boston 29, Mass 

Franklin Research Co., Philadelphia 31, Pa. 





Grace & Co., W. R., A. C. Horn Products 
Dept., Chicago 38, Ill. 

Hillyard Chemical Co., Hospital Division, St. 
Joseph 2, Mo. 

Holcomb Mfg. Co., Im:., J. 1., Indianapolis 7, 
Ind. 


Huntington Laboratories, Inc., Huntington 50, 
Ind. 


Industrial Chemical Laboratories, Inc., Omaha 
2, Nebr. 

Legge Co., Inc., Walter G., New York 17, 
N. Y. 


Martin-Senour Co., Chicago 8, Ill. 

Midland Laboratories, Dubuque 1, Iowa 
Multi-Clean Products Inc., St. Paul 16, Minn. 
O’Brien Corp., South Bend 21, Ind. 

Penetone Co., Tenafly 70, N. J. 

Stanley Home Products, Inc., Industrial-Insti- 
tutional Division, Easthampton 27, Mass. 
Staples & Co., Inc., H F., Medford 55, Mass. 
Stonhard Co., Inc., Maple Shade 52, N. J. 

Tennant Co., G. H., Minneapolis 22, Minn. 

Tufcrete Co., Inc., Des Moines 9, lowa 

Twin City Shellac Co., Inc., Brooklyn 5, N. Y. 

Vestal Laboratories, Division of W. R. Grace 
& Co., St. Louis 10, Mo. 

Vita-Var Co., Division of Textron Industries 
Inc., Orange 50, N. J. 

Watco-Dennis Corp., Santa Monica 4, Calif 

West Chemical Products, Inc., Long Island 
City 1, N. Y. 

Western Chemical Co., St. Joseph 1, Mo. 


SEATS: BATHTUB 


Everest & Jennings, Inc., Los Angeles 25. 
Calif. 
Kuttnauer Mig. Co, Inc., Detroit 7, Mich. 


Bloch Brass Co., Cleveland 3, Ohio 

Bollen Products Co., Cleveland 17, Ohio 

Frohock-Stewart Co., Worcester 8, Mass. 

Hausmann Woodwork, Inc., W. R., Bronx 52, 
N. Y 


Keystone Cane & Crutch Co., Norristown 1, 
Pa 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Il. 

Rehabilitation Equipment Inc., New York 28, 
N. Y. 


Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 
Safety Bros., South Pasadena 31, Calif. 
Self Ease Units, Inc., New York 28, N. Y 
Sparling Co., C. D., Detroit 16, Mich. 
Surgic Sales Co., Lawrence 40, Mass 
Winfield Co., Inc., St. Petersburg 14, Fla. 


SEATS: SHOWER 


Everest & Jennings. Inc., Los Angeles 25. 
Calif. 


Winfield Co., Inc., St. Petersburg 14, Fla. 


SEATS: TOILET (ELEVATED) 


Hendrickson, Inc., Minneapolis 11, Minn. 
Stryker Corp., Kalamazoo I, Mich. 


Bel-Art Products, Pequannock 40, N. J. 

Kendall Enterprises, Arcadia 7, Calif. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, II. 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 

Ries Mfg. Co., Cincinnati 2, Ohio 

Self Ease Units, Inc., New York 28, N. Y. 

Winfield Co., Inc., St. Petersburg 14, Fla 


SEATS: WHEEL CHAIR 
Stryker Corp., Kalamazoo 1, Mich. 


SEDATIVES AND HYPNOTICS 


Abbott Laboratories, North Chicago 64, Ill 

Ames Co., Inc., Elkhart 18, Ind. 

Ciba Pharmaceutical Co., Division of Ciba 
Corp., Summit 1, N. J. 

Dorsey Laboratories. A Division of the Wander 
Co., Lincoln 8, Nebr. 

Lilly & Co., Eli, Indianapolis 6, Ind. 

Merck, Sharp & Dohme, Division of Merck & 
Co., Inc., West Point 86, Pa. 

Merrell Co., Wm. S&., Division of Richardson- 
Merrell Inc., Cincinnati 15, Ohio 

Parke, Davis & Co., Detroit 32, Mich. 

Roche Laboratories, Division of Hoffmann-La 
Roche Inc., Nutley 10, N. J. 

Rorer, Inc., William H., Fort Washington 3, 
Pa. 


— “om 
HEALTH:-O METER 


CHAIR SCALE al 


weight. watcher 
since 1919 


model 440 


Specifically designed and manufactured 
to weigh critically ill, aged or bedridden 
patients with a minimum amount of han- 
dling and maximum comfort to the patient. 
The citractive, roomy chair is of rugged 
steel construction, amply cushioned and uphol- 
stered with durable, easily cleaned, Naugahyde 
fabric and is securely fastened to a specially con- 
structed Continenal Model 440 Physician’s Office 
Scale. The novel, rubber caster assembly permits 
silent and effortless moving from room to room 
yet in use rests firmly and safely on the scale 
base. Chair legs are just a fraction of an inch off 


the floor, affording an added sense of security to 


the patient. Convenient foot rest folds back when 


not in use. 


_ 





At ae 
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SEDATIVES AND HYPNOTICS U. S. Hospital Supply Corp., New York 3, Southern Equipment Co., St. Louis 77, Mo. 
N. Y Theodore Equipment Corp., Wood-Ridge 75, 


—Cont’d 
Division of Olin Mathie- & Clark, New York 22, N. Y. (Insulated) Toastmaster Division, McGraw-Edison Co., 
New York 22. N. Y Vacuum Can Co., Chicago 12, Ill. Elgin 20, Ill 
eutical Co., Inc., New York U io Hospital Supply Corp., New York 3, 
eae Y. 


Universal-Stanley, Division of Landers, Frary N. J 


oe Pharma Minneapolis 3, Minn. eatann Can Co., Chicago 12, Ill. 
ietieen teeteiien te ti 1 oo SERVERS: FOOD (HOT AND Van Range Co., John, Cincinnati 2, Ohio 
Nyeth Laboratories, Philadelphia 1, Pa COLD) Vollrath Co., The, Sheboygan 82, Wis. 
Wocher & Son Co., Max, Cincinnati 2, Ohio 


SERVERS: BEVERAGE Crescent Metal Products. Inc., Cleveland 8, Zoia Banquetier Co., Inc., Cleveland 3, Ohio 
Ohio 


. Kansas City 30. Mo. Crimsco, Inc., Kansas City 30, Mo. * 
= % Hospital Supply Corp.. New York 13, SHADES: LIGHTPROOF 
¥. 


Crimsco, Inc 


IPCO Hospital Supply Corp... New York 13. 
N. Y. Ameray Corp., Kenvil 47, N. J. 


Kuttnauer Mig. Co., Inc.. Detroit 7, Mich. aan Mig. Co. Inc., Detroit 7, Mich. Andel & Co., Lake Zurich 47, Ill 

Swartzbaugh Division, United Service Equip- Savory Equipment, Inc., Newark 5. N. J. Bar-Ray Products, Inc., Brooklyn 32, N. Y. 
ment Co., Inc., Murfreesboro 31, Tenn. Shampaine Industries, Inc., St. Louis 4, Mo. Breneman-Hartshorn Inc., Cincinnati 10, Ohio 

United Service Equipment Co., Inc., Palmer 69. Swartzbaugh Division, United Service Equip- Draper Shade & Screen Co., Spiceland 85, 

Mass. ment Co., Inc., Murfreesboro 31, Tenn. Ind. 

United Service Equipment Co., Inc., Palmer General Electric Co., X-Ray Dept., Milwau- 

69, Mass. kee 1, Wis. 

Admiral Equipment Co., New York 11, N. Y. a x %Ray Products, lnc. Brockiyn 16, 
Aloe-Health & Science Division of . Brunswick, Joanna Western Mills Co., Chicago 16, Ill. 

St. Louis 3, Mo. ; , Keleket, A Division of Laboratory for Elec- 
Blickman, Inc., S., Weehawken 87, N. J tronics, Inc., Waltham 54, Mass. 
ee Enterprises, Inc., Quakertown Lead Fabricators, Inc., Kearny 32, N. J. 
ea FS Ray Proof Corp., S. Norwalk 54, Conn. 
Carter-Hoffmann Corp., North Chicago 64, Ill Rice & Co., Inc., Chas. W., Union City 90, 
Yebs Hospital Supplies, Inc., Chicago 31, Ill Ind. 

Dietary Products, American Hospital Supply 

sorp., Evanston 1, Ill 
Don & So., Edward, Chic ago 16, Ill SHAMPOO: CARPET AND 

i-Heat Foo System, Inc., Chicago 6, Ill UPHOLSTERY 
sipment Co., Inc., sik Grove 
| Advance Chemical Co., San Francisco 2, 

Division of Bloom- Calif 
Inc Shicago 32, Ill DuBois Chemicals Inc., Cincinnati 2, Ohio 
ion, Uni ted Service Equip Essential Chemicals Co., Milwaukee 17, Wis. 
Pal mer 69, Mass Hild Floor Machine Co., Inc., Chicago 7, Ill. 
, Long island City 1, Hillyard Chemical Co., Hospital Division, St 
Joseph 2, Mo. 
Inc., Baltimore 4, Md Huntington Laboratories, Inc., Huntington 50, 
roducts, American Hospital Ind. 
+ Corp., Evanston 1, Ill Hysan Products Co., Chicago 9, Ill. 
Ross, Inc., Will, Milwaukee 12, Wis Multi-Clean Products, Inc., St. Paul 16, Minn 
Shampaine Industries, Inc., Carrom Division, Ross & Story Products Corp., Syracuse 10, 
N.Y. 


Ludington 31, Mict 


ils Co., Inc - 





“SUNI-SIP” 
Hospital Approved 


PLASTIC Wor v1 
ae” MAKE THE FLEXIBILTY 
a TEST — Suni-Sip Plastic 
traws bend a full 180° 


Back your reputation for providing the finest 


Check These Advantages: TWO PACKAGE STYLES 
ECONOMICAL Used repeatedly by same 


potient 


FOR HOT OR COLD — Does not soften, stiffen or 
sag 


U.S.F.D.A. approved material and color. 


SPILLPROOF Bends to any angle Bend 180° without crimping. 
For prices and pack of today’s 
SAFE — Cannot chip, sliver or break. — biggest valve in flexible plastic straws 


ODORLESS Tasteless, non-toxic 
REFRESHING Mint green color looks cool, jufline Plastics, Inc. 


f 
oot enol P.O. Box 614 — Butler, Wis. 


SANITARY — Can be sterilized for re-use Representatives in Principal Cities. 


Division of Modglin Company — Glendale, California 
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CONSUMPTION: 
PQ—22000 BTU Max.— 
17000 BTU Average 
CT-4—3600 Watts Max.— 

2700 Watts Average 
DIMENSIONS: 
Height 29%”, Width 235”, 
Depth h 165%” 
PRODUCTION: 
9 to 12 slices per minute. 





CONSUMPTION: 
PD—16000 BTU Max.— 
12009 BTU Average 
CT-2—2640 Watts Max.— 
1980 Watts Average 
DIMENSIONS: 


Height 29%”, Width 19%”. 
165” 


PRODUCTION: 
6 slices per minute 





CONSUMPTION: 
XBB—16000 btu Max.— 
0,000 BTU Average 
a Watts Max.— 


6 to 9 half buns per minute. 


SAVORY TOASTERS SPEED TOAST SERVICE, END 


FOOD SERVICE DELAYS 


Assure your hospital 
the fastest, most effi- 
cient, lowest cost toast 
service with Savory's 
line of bread and bun 
conveyor toasters. 
There's a model to fit 


every requirement. 
Available in Gas and 
Electric models. Ask 
your Kitchen Equip- 
ment Dealer, or write 
Savory for a complete 


catalog. 





FOR FAST 
EFFICIENT 
0) 0) 
SERVICE 





SAVORY THERMALDISK PELLET SYSTEM ELIMINATES COLD 
FOOD COMPLAINTS! 


Delivered piping hot to plate holders by Savory's Thermaldisk Heater, 
aluminum pellets now provide the most convenient and most economical 
hospital hot food service. 

Hospital tests prove the pellet system dramatically reduces serving time 
— cuts many steps in serving procedure. Pellet heat assures fresher, 
hotter, more appetizing meals that patients appreciate. Food does not 
cook on the plate. 

Made of cast aluminum, the pellets are indestructible, require no main- 
tenance, heat to 450°F. in minutes in the Thermaldisk Heater. A puli- 

out device drops each pellet into its plate holder, Thermaldisk 

Heater involves low initial investment. Pellet system assures 

important equipment, operational and personal economies. 

Check Savory for more details. 


Savory 
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SHAMPOO: CARPET AND 
UPHOLSTERY—Cont'd. 


tandardized Sanitation 
lington 3, Mass 

Swift & Co., Chemicals 
Chicago 4, Ill. 


SHAMPOO: HAIR 


y 


Breck Inc ohn H., 
yate-Palmolive Co., 
ratories, Inc., 


Systems, Inc., Bur 


for Industry Dept., 


Springlield 3, Mass 
New York 22, N. Y 
Huntington 50, 


St. Louis 47, Mo. 
>, Oak Hill 60, N. Y. 


SHARPENERS: CUTLERY 
(ELECTRIC) 


Vibrocratters, Inc srays! 
ion Chicago 45, : 


Milw Tu kee 
° Cleveland 35, 
sion of Lenders 


N.Y 


TK 4&4 


SHARPENERS: NEEDLE 
(HYPODERMIC) 


runswick, 


Evanston 


SHEEPSKIN 


Kadan Co., Inc., D. A. Yonkers 1, N. Y. 


Vool Council Division of Amer 
-roducers, omest 9 Colo. 

Products, Yonkers 10, N. Y. 
xeepskins, San Francisco 19, Calif 
slid Surgical Co., Inc., Woodside 


SHEETING: HOSPITAL (RUB- 
BER, PLASTIC, SYNTHETIC 
RUBBER, WATERPROOFED) 


Bittner Corp., New York 13, N. Y. 

Guardian Products Co., Inc., N. Hollywood 5, 
Calif. 

ox Hospital Supply Corp.. New York 13. 


ni Mig. Co., Inc., Detroit 7, Mich. 
Posey Co., J. T.. Pasadena 7, Calif. 
Sani-Pac Corp., New York 10, N. Y. 


pment Co., Nev 
Pe q 


jucts, Cincinnati 
» Montgomery 4, 


: Mass 
F., Hospital & Surgical 
18, Ohio 
Rubber Co., Inc., Akron 
York 


Homer, New York 16, 


Hospac Corp., Woodside 77, N. Y. 
o Plastics Corp., New York 16, N. Y 
n Mig Co., Clinton 1, Okla 
ne keton Co., Los Angeles ll, Calif 
Marshall Field & Co., Contract Division, Chi 


cago M4 


144 


Meinecke & Co., Inc., Baltimore 4, Md. 
Meridian Standards Corp., New York 10, N. 
Y 


Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Peerless Mig. Co., Inc., Reading 4, Pa. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Plymouth Rubber Co., Inc., Canton 21, Mass 
Professional Specialties Co., St. Louis 5, Mo 

Rhoads & Company, Philadelphia 8, Pa. 

Ross, Inc., vo Milwaukee 12, Wis. 

Saniglastic, Inc., Hales Corners 30, Wis. 

Snyder & Son, Inc., M. L., Philadelphia 25 
Pa. 

Tolin Mfg. Corp., Miami 47, Fla 

U. S. Hospital Supply Corp., 

Y. 


N. Y. 

U. S. Stomeware Co., New York 17, N. Y. 

United States Rubber Co., New York 20, N. Y. 

Webb Mig. Co., Philadelphia 33, Pa. 

Weck & Co., Inc., Edward, Long Island City 
1, N. Y 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


SHEETS: CONTOUR 
IPCO Hospital Supply Corp., New York 13, 
N. Y 


New York 3, 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


New Rochelle 1, N. Y. 
Chicago 31, Ill 


Custom Covers Inc., 
Debs Hospital s upp lies, Inc., 
Jamieson Inc., ¢ cago 5, Ill. 
Meinecke & Co. ‘Inc Baltimore 4, Md. 
Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 
Ross, Inc., Will, Milwaukee 12, Wis 
U. § Supply Corp., New York 13 


SHEETS: PAPER 
Draper Products, Appleton 12, Wis. 


fentral States Paper & Bag Co., Inc., St. 
_Louis 15, Mo. 

dical Paper Specialties, 
W is. 
hysicians & Hospitals Su y ' , Min- 
ne papoli s 3, Minn 
Van Wagner Co., 
Verdolyack, Inc., A. G., 


SHEETS: RESTRAINT 


American Hospital Supply Corp., 


Wausau 1, 


Allendale 1, N. J 
Kalamazoo 4, Mich 


Evanston 1, 


vhicago 45, Ill 
lospital Supply, Inc., Cleveland 


Co., Inc., Brooklyn 


, Philadelphia 23, Pa 
illiam W., Hillside 5, N. J 
, Max, Cincinnati 2, Ohio 


SHEETS AND BAGS (PAPER): 
STERILIZING (GLASSWARE, 
SYRINGE, GLOVES, EQUIP- 
MENT) 


Bunn Corp., John, Buffalo 9, N. Y. 
Busse Hospital Disposables Inc., 
21, N. Y. 
States Paper & Bag Co., Inc., St. 
is 15, Mo 
& Co., Inc., George, Los Angeles 19, 


Great Neck 


Dennison Mig. Co., Framingham 2, Mass 

Meinecke & Co., Inc., Baltimore 4, Md 

Paterson Parchment Paper Co., Bristol 7, Pa 

Ross, Inc., Will, Milwaukee 12, Wis 

Whitestone Products Corp., Farmingdale 35, 
N. Y. 


SHELVING: METAL (ALL- 
PURPOSE) 


Crescent Metal Products, Inc., Cleveland 8, 
Ohio 

Market Forge Co., Everett 49, Mass. 

Advance Food Service Equipment, Inc., West- 
bury 90, L. L., N. 

Architectural Metalcraft Industries, Inc., Farm- 
ingdale 35, N. Y. 

Art Metal, Inc., Jamestown 1, N. Y 


Blickman, Inc., S., Weehawken 87, N. J. 


Cole Steel Equipment Co., Inc., New York 17, 
N. Y. 

E. P. Co., Inc., Los Angeles 21, Calif. 

Eastern Steel Rack Co., Boston 25, Mass. 

Fischman Co., Philadelphia 33, Pa. 

Franklin Co., Inc., Bernard, Philadelphia 24, 


a. 
Frick-Gallagher Mig. Co., Wellston 92, Ohio 
General Fireproofing Co., Youngstown 1, Ohio 
Geneva Industries, Inc., Hospital Casework 

Division, Geneva 34, Ill. 

Harrison Steel Cabinet Co., Chicago 44, Ill. 
Hodges & Co., Inc., William, Philadelphia 22, 

Pa. 

Howard Refrigerator Co., Inc., Philadelphia 

14, Pa. 

Lenderking Metal Products, Inc., Baltimore 24, 

Md. 

Lyon Metal Products, Inc., Aurora 7, Ill. 

McClintock Mig. Co., A Division of Ekco 
Products Co., Whittier 8, Calif. 

MacBick Co., Wilmington 87, Mass. 

Maysteel Products, Inc., Milwaukee 3, Wis. 

Metropolitan Wire Goods Corp., Wilkes-Barre 
2, Pa. 


Nelson Co., Inc., A. R., Long Island City 1, 
N 


q 4 
Penco Products Inc., Oaks 56, Pa. 
Republic Steel Corp., Cleveland 1, Ohio 
Republic Steel Corp., Mig. Division, Youngs- 
town 5, Ohio 
St. Charles Mfg. Co., Hospital Casework Di- 
vision, St. Charles 74, Ill 
Watson Mig. Co., Inc., Jamestown 1, N. Y. 


SHIELDS: EYE 
Carstens Mig. Co., Chicago 31, Ill. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 
Graham-Field Surgical Co., Inc 


Inc., Chicago 2, Ill. 


, Woodside 77, 
Mager & Gougelman, 


SHINGLES 


Barrett Division, Allied Chemical Corp., New 
York 6, N. Y. 

Carey Mig. Co., Philip, Cincinnati 15, Ohio 

Certain-teed Sales Corp., ore 3, Pa. 

Flintkote Co., New York 20, N. Y. 

Johns-Manville, New York 16, N. Y. 


SHOWER HEADS 


Chicago Faucet Co., Des Plaines 18, Ill. 

Crane Co., Plumbing-Heating-Air Condition- 
ing Group, Johnstown 7, Pa. 

Dole Valve Co., Morton Grove 53, Ill. 

Mueller Brass Co., Port Huron 61, Mich. 

Reed-Cromex Corp., Cleveland 12, Ohio 

Safety Bros., South Pasadena 31, Calif. 

Sloan Valve Co., Chicago 24, Ill. 

Speakman Co., Wilmington 99, Del. 


SHROUDS: PAPER 


Draper Products, Appleton 12, Wis. 

IPCO Hospital Supply Corp., New York 13. 
N. Y. 

Kuttnauer Mig. Co., Inc., Detroit 7. Mich. 

Zep Mig. Co., Atlanta 18. Ga. 


American Hospital Supply Corp., Evanston 1, 
Il. 

Busse Hospital Disposables Inc., Great Neck 
21, , a 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Demain & Co., Inc., George, Los Angeles 19, 
Calif. 

Macrobiotics, Inc., Whitestone 57, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Ross, Inc., Will, Milwaukee 12, Wis. 

U. S&S. Hospital Supply Corp., New York 3, 
N. Y. 

Whitestone Products Corp., Farmingdale 35, 


SIGNAL, CALL AND PAGING 
SYSTEMS (DIRECT COM- 
MUNICATION, PATIENT 
TO NURSE) 


Notifier Corp., Lincoln 4, Nebr. 
RCA Service Co., A Division 


A ot, 


of 
Webster Electric Co., Racine 3, Wis. 








Auth Electric Company, Inc., Long Island 
City 1, N. Y. 
Couch Co., Inc., 

Mass. 
Dictograph Products Inc., Danbury 10, Conn 
DuKane Corp., St. Charles 74, Ill. 

Edwards Co., Inc., Norwalk 52, Conn 
Executone Inc., Long Island City 1, N. Y 
Faraday Division, The Gray Mig. Co., Tecum 

seh 86, Mich 

Graybar Electric Co., Inc., New York 17, N. Y 
Hospix TV Services, Barrington 10, Ill 

ITT Kellogg, Chicago 38, III. 
International Meditronix, Inc., 

Calif. 

McKesson Appliance Co., 
Motorola-Dahlberg Communication 

Chicago 51, Ill. 

Perry-Briggs Co., Cleveland 35, Ohio 
Standard Electric Time Co., Springfield 1, 

Mass. 

Stromberg-Carlson Corp., Rochester 1, Y 
Wells Television, Inc., New York 17, N. Y. 
Wheelock Signals, Inc., Long Branch 40, N. J] 


SIGNS: BED AND ROOM 
& Aluminum 


S. H., North Quincy 71 


Lawndale 


Toledo 20, Ohio 


Systems 


Architectural Bronze 
Skokie 76, Ill 

Best Mig. Co., Kansas City 9, Mo. 

Hollister Incorporated, Chicago 10, Ill 

Macrobiotics, Inc., Whitestone 57, N. Y. 

Stafford Mfg. Co., Inc., Brooklyn 20, N. Y. 

U. S. Bronze Sign Co., Inc., New York 1, N. Y. 


SIGNS: CHANGEABLE LETTER 


Ace Bulletin & Directory Co., Inc., Chicago 
25, Ill. 

Acme Bulletin & Directory Board Corp., New 
York 3, N. Y 

Allen Marking Products, Inc., 
Mo. 

Best Mig. Co., Kansas City 9, Mo 

Nelson-Harkins Industries, Inc., Chicago 25, 
Ill. 

Spencer Industries, Inc., Philadelphia 22, Pa 

Tablet & Ticket Co., Chicago 7, Ill. 


SIGNS: CUSTOM 


len Marking Products, Inc., 
Mo. 


Kansas City 8, 


Kansas City 8, 


SIGNS: DIRECTIONAL 


Applegate Chemical Co., Skokie 76, Ill. 
Lake Shore Markers, Inc., Erie 12, Pa. 
Ace Bulletin & Directory Co., Inc., Chicago 
25, Ill. 
Allen Marking Products, Inc., 
Mo. 

Aloe-Health & Science Division of Brunswick 
St. Louis 3, Mo 

Architectural Bronze & Aluminum Corr 
Skokie 76 

Art In Bronze Division of Wooster Products 
Inc., Wooster 91, Ohio 

Bayer Co., A. J., Los Angeles 58, Calif. 

Best Mfg. Co., Kansas City 9, Mo 

Bildey Products Corp., New York 7, N. Y. 

Forman Bronze Co., Inc., The, Brooklyn 21 
N. Y 


Kansas City 8, 


I 


Cc 


International Bronze Tablet Co., Inc., New 
York 11, N. Y. 

McGann Bronze, Inc., 

Massillon Plaque Co., Massillon 46, Ohio 

Matthews & Co., Jas. H. Memorial Bronze 
Division, Pittsburgh 26, Pa 

Meierjohan-Wengler Co., Inc., 
Ohio 

Michaels Art Bronze Co., The, 


Somerville 43, Mass 


Cincinnati 15, 
Covington 12, 


Ky. 
Plastic Letter Industries, Inc., Chicago 6, Ill 
Southwell Co., San Antonio 5, Texas 
Spencer Industries, Inc., Philadelphia 22, Pa 
Tablet & Ticket Co., Chicago 7, Ill. 
United States Bronze Sign Co., Inc, New 
York 1, N. Y. 
Zax Corporation, Nashua 60, N. H. 


SILENCERS: DOOR 


Bittner Corp., New York 13, N. Y. 

IPCO Hospital Supply Corp.. New York 13. 
N. Y. 

American Hospital Supply Corp., Evanston 1, 
Il. 

Davol Rubber Company, Providence 1], R. I. 


Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Glynn-Johnson Corp., Chicago 40, Ill. 

Meinecke & Co., Inc., Baltimore 4, Md 

Park Surgical Co., Inc., Brooklyn 19, N. Y 

Stanley Hardware Division of The Stanley 
Works, New Britain 52, Conn 


SINKS: KITCHEN 


American-Standard, Plumbing & Heating Divi- 
sion, New York 18, N. Y. 

Blickman, Inc., S., Weehawken 87, N. !. 
Crane Co., Plumbing-Heating-Air Condition- 
ing Group, Johnstown 7, Pa. 
Elkay Mfg. Co., Broadview 55, IIl. 
Fearless Dishwasher Co., Inc., Rochester 2 

N. Y. 
Fischman Co., Philadelphia 33, Pa 
Just Mfg. Co., Franklin Park 31, IIl. 
McDonald Company, Reading 67, Mass. 
Murray Corporation of America, The, Eljer 
Plumbingware Division, Pittsburgh 22, Pa 
Pick Co., Inc., Albert, Chicago 8, Ill. 
Progressive Metal Equipment, Inc., 
phia 11, Pa. 
Southern Cross Mfg. Co., 
Pa. 
Southern Equipment Co., St. Louis 77, Mo 
Straus-Duparquet, Inc., New York 3, N. Y. 
Universal-Rundle Corp., New Castle 1, Pa 
Wasserstrom & Sons, Inc., N., Columbus 7 
Ohio 


SLICERS: FOOD 


Admiral Equipment Co., 

American Slicing Machine Co 
Il. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Don & Co., Edward, Chicago 16, II! 
Seneral Slicing Machine Co., Inc 
86, N. Y 

Hobart Mfg. Co., Troy 73, Ohio 

Hosp-i-Ware Products Division of Bloomfield/ 
Silex Industries, Inc., Chicago 32, Ill 

Insinger Machine Co., Philadelphia 35, Pa. 

Legion Utensils Co., Inc., Long Island City 1, 
N. Y. 


Philade] 


Chambersburg | 


New York 11, N. Y 
Chicago 46 


Walden 


Qualheim, Inc., Racine 3, Wis 

Reynolds Electric Co., River Grove 71, Ill 

Rival Mfg. Co., Kansas City 29, Mo. 

Sanitary Scale Co., Belvidere 8, Ill 

Smith’s Sons Co., John E., Buffalo 3, N. Y. 

Toledo Kitchen Machines, Division of Toledo 
Scale Corp., Rochester 21, N. Y. 

Toledo Scale, Division of Toledo Scale Corp., 
Toledo 12, Ohio 

United Manufacturers, Nutley 10, N. J 

U. S. Slicing Machine Co., Inc., LaPorte 50, 
Ind 

Young Co., H. G. W., Division of Insinger 
Machine Co., Philadelphia 35, Pa 


SLINGS (ARM, HEAD, PELVIS) 


DePuy Mig. Co., Inc., Warsaw 80, Ind. 
Posey Co., J. T.. Pasadena 7. Calif. 
Zimmer, Warsaw 80, Ind. 


Baka Mfg. Co., Inc., Sharon 67, Mass 

Camp & Co., S. H., Jackson 4, Mich 

Chick Co., Gibert Hyde, Oakland 21,: Calif 

Conco Surgical Products, Inc., Bridgeport 5, 
Conn. 

Franklin Hospital Equipment Corp., 
2, N. J. 

Melrose Hospital Uniform Co 
22, N. Y. 

Orthopedic Equipment Co., Inc., 
Ind. 


Newark 
Inc., Brooklyn 
Bourbon 4, 


Popper & Sons, Inc., New York 10, N. Y 
Rajowalt Co., Inc., Atwood 2, Ind 

Richards Mig. Co., Memphis 16, Tenn 
Wright Mfg. Co., Memphis 5, Tenn. 


SLIPPERS: PAPER 
IPCO Hospital Supply Corp., New York 13. 
N. Y. 


Knox 34, Ind. 


Arnold Health Equipment Co., 
Great Neck 


Busse Hospital Disposables Inc., 
21, N. Y. 


Chicago 31, Ill 


Debs Hospital Supplies, Inc., 
Woodside 


Graham-Field Surgical Co., Inc., 
77, N. Y. 

Harold Supply Corporation, New York 13 
N. Y 

Chicago 45, Ill. 


Mills Hospital Supply Co., 
Coatesville 20, 


Roya! Paper Products, Inc., 
Pa. 


Sani-Tread Co., Inc., New York 63, N. Y. 

Sayford Corp., Litchfield 59, Conn. 

Weck & Co., Inc., Edward, Long Island City 
1, N. Y. 


SLIPPERS: PATIENTS’ 
IPCO Hospital Supply Corp.. New York 13, 


Kuttnaner Mig. Co., Inc., Detroit 7, Mich. 


Abco, Inc., McKeesport 34, Pa. 

Alco Ranch Washable Footwear Co., San An- 
gelo 1, Texas 

Busse Hospital Disposables Inc., Great Neck 
21, N. Y. 

Debs Hospital Supplies, Inc., 

Harold Supply Corporation, 
N. Y. 


Chicago 31, Ill. 
New York 13, 


Karoll’s Inc., Chicago 2, Ill. 

Meinecke & Co., Inc., Baltimore 4, Md 

Melrose Hospital Uniform Co., Inc., Brooklyn 
22, N. Y. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston }, IIl. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Sanitary Safety Slipper Corp., Brooklyn 21, 
N. Y 


Stanley Co, Inc., William W., Hillside 5, 


N. J. 
U. S. Hospital Supply Corp., New York 3, 
N. Y. 


SNOW-THROWERS: ROTARY- 
PLOW (POWER, GASOLINE) 


Gravely Tractors, Division of Studebaker 
Corp., Dunbar 64, W. Va 

Jari Products, Inc., Minneapolis 8, Minn. 

Lambert, Inc., Dayton 4, Ohio 

Toro Mfg. Corp., Minneapolis 20, Minn. 


SOAPS: ANTISEPTIC 


National Chemsearch Corp., Dallas 7, Texas 
Zep Mig. Co., Atlanta 18, Ga. 


Abco, Inc., McKeesport 34, Pa. 

Advance Chemical Co., San Francisco 2, 
Calif. 

Arbrook, Somerville 76, N. J. 

Armour Grocery Products Co., Dial Specialty 
Products Division, Chicago 80, Ill. 

Blank Drug Corp., Long Island City 5, N. Y. 

Brulin & Co., Inc., Indianapolis 7, Ind. 

Colgate-Palmolive Co., New York 22, N. Y. 

Economics Laboratory Inc., New York 17, 

Essential Chemicals Co., Milwaukee 17, Wis. 

Franklin Research Co., Philadelphia 31, Pa. 

Hillyard Chemical Co., Hospital Division, St. 
Joseph 2, Mo. 

Huntington Laboratories, Inc., Huntington 50, 
Ind. 

Hysan Products Co., Chicago 9, Ill. 

Midland Laboratories, Dubuque 1, Iowa 

Parke, Davis & Co., Detroit 32, Mich. 

Sanfax Corporation, Atlanta 3, Ga. 

Schueler & Co., New York 11], N. Y. 

Stiefel Laboratories, Inc., Oak Hill 60, N. Y. 

Swift & Co., Chemicals for Industry Dept., 
Chicago 4, Ill. 

Ulmer Pharmacal Co., Minneapolis 3, Minn. 

Vestal Laboratories, Division of W. R. Grace 
& Co., St. Louis 10, Mo. 

Voorhis- Tiebout Co., Inc., Red Hook 71, N. Y. 

West Chemical Products, Inc., Long Island 
City 1, N. Y. 

Western Chemical Co., St. Joseph 1, Mo. 


SOAPS: LAUNDRY 
Zep Mig. Co., Atlanta 18, Ga. 


Abco, Inc., McKeesport 34, Pa. 

Armour Grocery Products Co., Dial Specialty 
Products Division, Chicago 80, Ill. 

Don & Co., Edward, Chicago 16, II. 

Hillyard Chemical Co., Hospital Division, St. 
Joseph 2, Mo. 

Huntington Laboratories, Inc., 
In 

Industrial Chemical Laboratories, Inc 
2, Nebr. 

Keever Co., Columbus 15, Ohio 

Kohnstamm & Co., Inc., H., Chicago 11, Ill. 

Midland Laboratories, Dubuque 1, lowa 

Procter & Gamble Co., Cincinnati 1, Ohio 

Swift & Co., Chemicals for Industry Dept., 
Chicago 4, Ill. 


Huntington 50, 
Omaha 
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SOAPS: LIQUID 
Zep Mig. Co., Atlanta 18, Ga. 


McKeesport 34, Pa 
*hemical Co., San Francisco 2, 


Specialty 


Dayton 1, Ohio 
I The, Westport 80, Conn 
ud, Chicago 16, Ill 
*o., Milwaukee 17, Wis 
Hospital Division, St 


J. 1., Indianapolis 7, 
Inc., Huntington 50, 


sgo 9, Ill 
ratories, Inc., Omaha 


n is 3, Minn 
p., Los Angles 5, 


{ W. R. Grace 
Island 


St. Joseph 1, Mo 

N r & n C Max, Cincinnati 2, Ohio 

SOFTENERS: WATER (ZEOLITE 
AND HOT PROCESS) 


»., King of 
Elgin 21, Il 

Wat ‘onditioning Co., Divisic 
> Inion 83, N. J 


SOLUTIONS: ENEMA (DIS- 
POSABLE CONTAINER) 


Clyserol Laboratories, Inc., Oklahoma City L 


Okla. 
. . nN 
=" ; . ng md , N 
, Johnson 
New Bruns 
lendale 1, Calif 
M ton Grove 53 


SOLUTIONS: STERILIZING 


Bard. Inc.. C. R.. Murray Hill 71. N. J. 
Bard-Parker Co., Inc., A Division of Becton, 
Dickinson & Co., Rutherford 70, N. J 


f ence 1, R. ! 


Huntington 50, 


ipany 
} 


t t Professional Di 


Or 


SOUND DISTRIBUTION 
EQUIPMENT 


SOURS: LAUNDRY 
Wyandotte Chemicals Corp., J. B. Ford Divi- 
sion, Wyandotte 93, Mich. 


McKeesport 
‘o., Columbus 15, Ohio 
Shicago 11, Ml 
Philadelphia 2 


SPEAKERS: UNDER-PILLOW 
(REMOTE-CONTROL) 


Commercial Products Division, 


imiral Corp 
ago 47, Ill 
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Auth Electric Company, Inc., Long Island City 

1, N. Y. 

Dictograph Products Inc., Danbury 10, Conn. 

Executone, Inc., Long Island City 1, N. Y. 

Hospix TV Services, Barrington 10, Ill. 

Motorola-Dahlberg Communication Systems, 
Chicago 51, Ul 

Wells Television, Inc, 


New York 17, N. Y. 


SPHYGMO©O MANOMETERS AND 
ACCESSORIES 


Baum Co., Inc., W. A.. Copiague 26. L. L. 
N. Y. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo 

Bard-Parker Co., Inc., A Division of Becton, 
Dickinson & Co., Rutherford 70, N. J 

Blank Drug Corp., Long Island City 5, N. Y. 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Graham-Field Surgical Co., Inc., Woodside 
77, N.Y 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Propper Mig. Co., Inc., Long Island City 1, 
N.Y 

Taylor Instrument Companies, Rochester 1, 
N. Y 

Weck & Co., Inc., 
me © 


SPLINTS: ARM, HAND, LEG 


Stryker Corp., Kalamazoo 1, Mich. 


Edward, Long Island City 


irvlite Surgical Products Division of Master- 

craft Medical & Industrial Corp., Long Is- 

land City 1, N. Y 

Graham-Field Surgical Co., Inc., Woodside 
77, N. Y 

Little Mfg. Co., Wadesboro 70, N. C 

Orthopedic Equipment Co., Inc., Bourbon 4, 
Ind 

Wright Mfg. Co., Memphis 5, Tenn 


SPONGES: GAUZE OR GAUZE 
AND COTTON 


Inc., Valley 


Carolina Absorbent Cotton 
Barnhardt Mfg. Co., Inc., Cha 

Johnson & Johnson — Hospital Division, Ne 
Brunswick 1, N 


( , New Haven 
: GENERAL UTILITY 
American Sponge Chame Co., Inc., I 
Island C 
assau Sponge 
Simoniz Co., Chicago 16 
w themical Co., St. Joseph 1, Me 


SPRAYERS: GERMICIDES, 
INSECTICIDES 


irgess Vibrocrafters, Inc., Grayslake 30, Ill 
, New York 22, N. Y 
sey Corp., Chicago 6, III 
fouston 1, Texas 
Huntington Laboratories, Inc., Huntington 50, 
Ind 
Midland Laboratories, Dubuque 1, Iowa 
Smith & Co., Inc., D. B., Utica 2, N. Y 
West Chemical Products, Inc., Long Island 
ity 1, N. Y 


SPRAYERS: PAINT 
Burgess Vibrocrafters, Inc., Grayslake 30, Il. 
DeVilbiss Co., Toledo 1, Ohio 

, Sprayit Division, She- 


Chicago 10, Ill 


} 


-olgate-Palmolive Co 


zu ) 


Thomas Industries Inc 
boygan 81, Wis 


SPRAYS: AEROSOL 


Alconox, Inc., New York 3, N. Y. 
National Chemsearch Corp., Dallas 7, Texas 
Zep Mig. Co., Atlanta 18, Ga. 


Abco, Inc., McKeesport 34, Ind. 

Aeroceuticals, Inc., Bridgeport 5, Conn. 

Aeroplast Corp., Dayton 3, Ohio 

Aireactor Corp., New York 16, N. Y. 

“Allright’’ Chemical Co., New York 32, N. Y. 

Blank Drug Corp., Long Island City 5, N. Y. 

Clapp & Son, Inc., C'tis, Boston 16, Mass. 

Colgate-Palmolive Co., New York 22, N. Y. 

Don & Co., Edward, Chicago 16, Ill. 

Industrial Chemical Laboratories, Inc., Omaha 
2. Nebr. 

Lever Brothers Co., New York 22, N. Y. 

Merck, Sharp & Dohme, Division of Merck & 
Co., Inc., West Point 86, Pa. 

Sanfax Corporation, Atlanta 3, Ga. 

Schueler & Co., New York 11, N. Y. 

Standardized Sanitation Systems, Inc., Bur- 
lington 3, Mass 

Virginia Chemicals Inc., West Norfolk 3, Va. 


SPRAYS: SILICONE 
Alconox, Inc., New York 3, N. Y. 


Aeroceuticals, Inc., Bridgeport 5, Conn. 

Blank Drug Corp., Long Island City 5, N. Y. 

Clay-Adams, Inc., New York 10, N. Y. 

Davis & Geck Division of American Cyanamid 
Co., Danbury, Conn. 

Schueler & Co., New York 11, N. Y. 


SPREADERS: FLATWORK 


Hydraxtor Co., Chicago 48, Ill. 
Super Laundry Machinery Co., Inc., 
57, I. 


Chicago 


SPRINGS: BED (BOX, GATCH, 
METAL, INNERSPRING, 
MOTOR-DRIVEN, ETC.) 

Holland Wire Products Inc., Holland 23, Mich. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Royalmetal Corp., New York 16, N. Y. 

Sealy. Inc., Contract Division, Chicago 11, Ill. 

Shampaine Industries, Inc., St. Louis 4, Mo. 

Simmons Co., Contract Division, Chicago 54, 

Ill. 
Smith & Davis Mig. Co., St. Louis 10, Mo. 


Burton-Dixie Corp., Chicago 8, Ill. 

Clark Linen & Equipment Co., Chicago 6, Ill 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Il. 

Denison Mattress Factory, Denison 21, Texas 

Don & Co., Edward, Chicago 16, Ill. 

Eichenlaubs, Pittsburgh 1, Pa 

Hard Mig. Co., Buffalo 7, N. Y. 


c 


Harold Supply Corporation, New York 13, 
N.Y 

Hill-Rom Co., Inc., Batesville 6, Ind. 

Hospital Furniture, Inc., Chicago 11, Ill. 

Huntington Furniture Corp., Lincolnton 92, 

Ingersoll Products, Division of Borg-Warner 
Corp., Chicago 43, Ill 

Inland Bed Co., Chicago 32, Ill 

Marshall Field & Co., Contract Division, Chi- 
cago SM, Ill 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Ross, Inc., Will, Milwaukee 12, Wis 

Shampaine Industries, Inc., Carrom Division, 
Ludington 31, Mich. 

Spring-Air Co., Chicago 11, Il. 

Superior Sleeprite Corp., Contract Division, 
Chicago 12, Ill 

U. S. Hospital Supply Corp., New York 3, 
N. Y 


Weck & Co., Inc., Edward, Long Island City 
1, N. Y. 


SPRINKLER SYSTEMS: FIRE 
(AUTOMATIC) 


Notifier Corp., Lincoln 4, Nebr. 


Fyr-Fyter Co., The, Globe Automatic Sprin- 
kler Dept., Newark 14, N. J 
Grinnell Co., Inc., Providence 1, R. I. 


SPRINKLER SYSTEMS: LAWN 
(UNDERGROUND, AUTO- 
MATIC) 


Moody Sprinkler Co., Inc., Arcadia 6, Calif. 
Mueller Brass Co., Port Huron 61, Mich. 
Toro Mfg. Corp., Minneapolis 20, Minn. 





SQUEEGEES 


Clarke Floor Machine Division, Studebaker 
Corp., Muskegun 43, Mich. 


American-Lincoln Corp., Toledo 3, Ohio 

Flour City Brush Co., Minneapolis 1, Minn. 

Fuller Brush Co., Industrial Products Division, 
East Hartford 8, Conn. 

Hild Floor Machine Co., Inc., Chicago 7, Ill. 

Hillyard Chemical Co., Hospital Division, St. 
Joseph 2, Mo. 

Western Chemical Co., St. Joseph 1, Mo. 

White Mop Wringer Co., Division of Electrolux 
Corp., Fultonville 72, N. Y. 


STACKERS: LAUNDRY 
(FLATWORK) 


American Laundry Machinery Industries, Cin- 
cinnati 12, Ohio 

Ametek, Inc., Troy Laundrite Division. East 
Moline 44, Il. 

Troy Laundrite. A Division of Ametek, Inc., 
East Moline 44, Ill. 


Hydraxtor Co., Chicago 48, Ill. 


STAIN AND RUST REMOVERS 
(LAUNDRY) 


Kohnstamm & Co., Inc., H., Chicago 11, Ill. 
Pennsalt Chemicals Corp., Philadelphia 2, Pa. 


STAIR ELEVATORS: ELECTRIC 
(RESIDENTIAL) 


American Stair-Glide Corp., Kansas City 8, 


Mo. 
Sedgwick Machine Works, Inc., New York 11 


N. Y 
STANDS: AUTOCLAVE 
Kadan Co., Inc., D. A., Yonkers 1, N. Y. 


Ac-Lab Equipment Co., New York (Bronx) 55, 
Y. 


STANDS: IRRIGATOR 


Brewer Co., E. F., Builer 7, Wis. 

Brewster Corp., Old Lyme 71, Conn. 

Robert Industries, Inc., H., St. Louis 10, Me. 
Shampaine Industries, Inc., St. Louis 4, Mo 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital 
Il. 

American Metal Furniture, Inc., Indianapolis 2, 
Ind. 

Atlantic Alloy Industries, Inc., 

Atlas Hospital Equipment Co., Inc., 
63, Pa. 

Atlas Sound, Division of American Trading 
and Products Corp., Brooklyn 18, N. Y. 

Blickman, Inc., S., Weehawken 87, N. J. 

Burrows Co., Chicago 45, IIl. 

Clark Linen & Equipment Co., 

Continental Hospital Supply, Inc., 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Precision Dynamics Corp., Burbank 5, Calif. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Shampaine Industries, Inc., Wilson Division, 
Columbus 6, Ga. 

Thorner Mfg. Co., Inc., Tamaqua 52, Pa. 

United Metal Fabricators, Inc., Johnstown 4, 
Pa 


Weck & Co., Inc 
N. Y 


Supply Corp., Evanston 1, 


Union 83, N. J. 
Windber 


Chicago 6, Ill. 
Cleveland 


, Edward, Long Island City 1, 


STANDS: SMOKING 
Royalmetal Corp., New York 16, N. Y. 


Baylis Industries, Inc., Bloomfield 3, N. J. 

Brandt & Sons, Inc., M., Bronx 57, N. Y. 

McDonald Products Corp., Buffalo 10, N Y. 
Mipro Metal Products Co., South San Fran- 
cisco 82, Calif. 

Standard Industrial Products Co., Peoria 5, Ill. 


STANDS: SOLUTION, BASIN, 
BOWL 


Brewer Co., E. F., Butler 7, Wis. 
Robert Industries, Inc., H., St. Louis 10, Mo. 
Shampaine Industries, Inc., St. Louis 4, Mo. 


Aloe-Health & Science Division of Brusnwick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
Il 


American Metal Furniture, Inc., Indianapolis 2, 


Ind. 

Atlantic Alloy Industries, Inc., Union 83, N. J. 

Atlas Hospital Equipment Co., Inc., Windber 
63, Pa. 

Blickman, Inc., S., Weehawken 87, N. J 

Clark Linen & Equipment Co., Chicago 6, Il. 

Continental Hospital Supply, Inc., Cleveland 
, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Hosp-i-Were Products Division of Bloom- 
field/Silex Industries, Inc., Chicago 32, Ill. 

Institutional Industries, Inc., Cincinnati 38, 
Ohio 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 
Ross, Inc., Will, Milwaukee 12, Wis. 
Shampaine Industries, Inc., Wilson Division, 
Columbus 6, Ga. 
Thorner Mig. Co., Inc., 
United Metal Fabricators, Inc., 
Pa. 

Vollrath Co., The, Sheboygan 82, Wis. 

Weck & Co., Inc., Edward, Long Island City 
a, Be Te 


STANDS: TELEVISION 


RCA Service Co., A Division of Radio Cor- 
poration of America, Camden 8, N. J. 


Tamaqua 52, Pa. 
Johnstown 4, 


Hospix TV Services, Barrington 10, Ill. 

Magnavox Co., Contract Sales Dept., Fort 
Wayne 5, Ind. 

Smith System Mig. Co., Minneapolis 14, Minn. 

Sparling Co., C. D., Detroit 16, Mich. 

Wells Television, Inc., New York 17, N. Y. 


American Metal Ware Co., Chicago 10, Ill. 

Arista Metalcrafts Co., Paterson 4, N J. 

Baylis Industries, Inc., Bloomfield 3, N. J. 

Blickman, Inc., S., Weehawken 87, N. J. 

Cecilware-Commodore Products Corp., Long 
Island City 5, N. Y. 

— Dishwasher Co., Inc., Rochester 2, 

) 

meDenald Company, Reading 67, Mass 

Progressive Metal Equipment, Inc., 
phia 11, Pa. 

S. & R. Soda Fountain Mig. Co., Inc., Para- 
mus 52, N. J. 

Southern Equipment Co., St. Louis 77, Mo. 

Stainless Food Equipment Co., Newark 3, N. J. 

Van Range Co., John, Cincinnati 2, Ohio 

Wasserstrom & Sons, Inc., N., Columbus 7, 
Ohio 

Western Urn Mfg. Co., 


STANDS: UTILITY (FOOD 
SERVICE EQUIPMENT) 


Allmetal Food Equipment Corp., New York 13, 


*Philadel- 


Los Angeles 37, Calif 


ie. Bs 

Arista Metalcrafts Co., Paterson 4, N. J. 

S. & R. Soda Fountain Mfg. Co., Inc., Paramus 
52, N. J 

Stainless Food Equipment Co., 
N. J. 

Wasserstrom & Sons, Inc., N., 
7, Ohio 


STARCH: LAUNDRY 


Wyandotte Chemicals Corp., J. B. Ford Divi- 
sion, Wyandotte 93, Mich. 


Keever Co., Columbus 15, Ohio 


Kohnstamm & Co., Inc., H., Chicago 11, Ill. 
Pennsalt Chemicals Corp., Philadelphia 2, Pa. 


STEAM TABLE BAINS MARIE 
INSETS 


Newark 3, 


Columbus 


Seco Company, Inc., St. Louis 77, Mo. 


Admiral Equipment Co., New York 11, N. Y. 

Blickmdn, Inc., S., Weehawken 87, N. J. 

Carrollton Mfg. Co., Carrollton 15, Ohio 

Don & Co., Edward, Chicago 16, Ill. 

Hall China Co., East Liverpool 20, Ohio 

Hosp-i-Ware Products Division of Bloom- 
field/Silex Industries, Inc., Chicago 32, Ill. 

Le Beau Products Co., Ferndale 20, Mich. 

McDonald Company, Reading 67, Mass. 

Progressive Metal Equipment, Inc., Philadel- 

phia 11, Pa. 


S. & R. Soda Fountain Mfg. Co., me., Para- 
mus 52, N. J. 

Straus-Duparquet, Inc., New York 3, N. Y. 

Vollrath Co., The, Sheboygan 82, Wis. 

Wear-Ever Aluminum, Inc., New Kensington 
68, Pa. 


STEAMERS: VEGETABLE 


Cleveland Range Co., Cleveland 3, Ohio 
McDonald Company, Reading 67, Mass. 
Van Range Co., John, Cincinnati 2, Ohio 
Vischer Products Co., Chicago 18, Ill. 


STEEL: STAINLESS (BARS, 
PLATES, SHEETS, STRIP) 


Chase Metals Service Division, Chase Brass & 
Copper Co., Waterbury 20, Conn. 

Crucible Steel Company of America, Pitts- 
burgh 30, Pa. 

Republic Steel Corp., Cleveland 1, Ohio 

United States Steel Corp., Pittsburgh 30, Pa. 


STERILIZERS: DISH AND 
GLASS 


Champion Dish Washing Machine Co., Win- 
ston Salem 6, N. C. 

Consolidated Machine Corp., Boston 35, Mass. 

Cunningham Co., Chicago 7, IIl. 

Hospital. Supply Co., Inc., Long Island City 1, 
N. Y¥ 


Hydor Therme Corp., Pennsauken 9, N. J. 
Rowe Co., L. L., Boston 14, Mass. 
Straus-Duparquet, Inc., New York 3, N. Y. 


STERILIZERS (INSTRUMENT, 
NEEDLE, SYRINGE) 


American Sterilizer Co., Erie 6, Pa. 

Gomco Surgical Mig. Corp., Buffalo 11, N. Y. 

Kadan Co., Inc.. D. A.. Yonkers 1, N. Y. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

—— Equipment Mig. Corp., Larchmont 38, 
; 





American Sterilizer Company 
2424 W. 23rd Street 
Erie, Pa. 16506 


See our advertisement in the 
Catalog Section 
for details on our 
Sterilizers 











Blank Drug Corp., Long Island City 5, N. Y. 

Castle Co., Wilmot Subsidiary of Ritter Corp., 
Rochester 23, N. Y. 

Debs Hospital Supplies, Inc., Chicago 31, Il. 

Hospital Supply Co., Inc., Long Island City 1, 
x. Ss 


Macrobiotics, Inc., Whitestone 57, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Ross, Inc., Will, Milwaukee 12, Wis. 

U. S. Hospital Supply Corp., New York 3, 
N. Y. 


STETHOSCOPES 
Carstens Mig. Co., Chicago 31, II. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

Bard-Parker Co., Inc., A Division of Bec- 
ton, Division & Co., Rutherford 70, N. J. 
Blank Diug Corp., Long Island City 5, N. Y. 

3urrows Co., Chicago 45, Ill. 

Cerdiosonics Medical Instruments Corp., Cam- 
bridge 38, Mass 

Clark Linen & Equipment Co., Chicago 6, III 

Clay-Adams, Inc., New York 10, N. Y. 

Continental Hospital Supply, Inc., Cleveland 7, 
Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Dittmar & Penn Corp., Philadelphia 44, Pa. 

Martin Instruments, Bloomfield 4, N. J. 

Mueller & Co., V., Chicago 12, Ill. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Pilling & Son Co., George P., Philadelphia 4, 


Pa. 
Propper Mfg. Co., Inc., Long Island City 
i, eS 


Ross, Inc., Will, Milwaukee 12, Wis. 
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STETHOSCOPES—Cont'd. 
mborn Co., Medical Division, Waltham SM, 
Island City 1, N. Y. 


” Mig Co., J., Long 
iF Rochester 1, 


nstrument Companies, 


Edward, Long Island City 


STIMULATORS: MUSCLE 


Hospital Division, Los Angeles 


Birtcher Corp 
Milton 63, Wis 
ratories, Division of International 
El Segundo 46, Calif 
Staunton 1, Va 
\., Glendale 3, Calif 
Quincy 70, Mass 


32, Calif 


Yew York 6, N. Y 

Division of American 
rp Sennen } Il 

apy Equipment & Supply 


Paul MM, 


STOCKINET: ORTHOPEDIC 


Zimmer, Warsaw 80, Ind. 
Ohio 
G., Boston 10, Mass 
yxtton Co., Division of 
Inc., Charlotte 1, N.C 
Inc., Bridgeport 5 


NULW tul € s Wis 
New York 3, N. Y. 
Edward, Long 


STOCKINGS: ELASTIC 


Cuyahoga Falls 


STOKERS: MECHANICAL 
New York 17, N. Y. 


mton 1, Ohio 


Windsor 35 


Erie 3, Pa 
Inc., Harrisonburg !, Va 
le 67 , 


STOOLS: FOOT 


Beam Metal Specialties. Inc.. Long Island City 
3, N. Y. 

Brewer Co., E. F., Butler 7. Wis. 

Edco Surgical Supply Co.. Inc.. 
23. N. Y. 

x Hospital Supply Corp., New York 13. 

Y. 

Boies Co., Inc., D. A.. Yonkers 1, N. Y. 

Kuttnauer Mig. Co.. Inc.., Detroit 7, Mich. 

Lumex, Inc., General Medical Equipment 
Corp., Bay Shore 6, N. Y. 

Market Forge Co., Everett 49, Mass. 

Robert Industries, Inc. H., St. Louis 10, Mo. 

Royalmetal Corp.. New York 16, N. Y. 

Shampaine Industries. Inc.. St. Louis 4, Mo. 

Simmons Co., Contract Division. Chicago M. 
tl. 

Smith & Davis Mig. Ce., 


New York 


St. Louis 10, Mo. 
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Admiral Equipment Co., New York 11, N. Y. 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
Il. 

American Metal Furniture, Inc 
Ind. 

Atlantic Alloy Industries, Inc., 

Atlas Hospital Equipment Co., Inc., 
63, Pa 

Blank Drug Corp., Long Island City 5, N. Y. 

Blickman, Inc., S., Weekawken 87, N. J. 

Brandt & Sons, Inc., M., Bronx 57, N. Y. 

Cameron Sales Co., Safety Harbor 72, Fla. 

Clark Linen & Equipment Co., Chicago 6, Ill 
Sommander-Omni Co., Inc., Brooklyn 21, 
N.Y 

Community Metal Products Corp., Forest Park 
30, Il. 

Continental Hospital Supply, Inc., 
7, Ohio 

Crescent Corp., Port Huron 60, Mich 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Eichenlaubs, Pittsburgh 1, Pa. 

Hard Mfg. Co., Buffalo 7, N.Y 

Hill-Rom Co., Inc., Batesville 6, Ind 

Hosp-i-Ware Products Division of Bloomfield/ 
Silex Industries, Inc., Chicago 32, Ill 

Hospac Corp., Woodside 77, N.Y 

Hospital Furniture, Inc., Chicago 11, Il. 

Huntington Furniture Corp Lincolnton 92 
N.C 

Inland Bed Co., Chicago 32, Ill 

Institutional Industries, Inc., 
Ohio 

Invalex of Ohio, Lodi 54, Ohio 

Invalex Sales Co., Inc., Long Beach 13, Calif 

Karoll’s Inc., Chicago 2, Ill 

Meinecke & Co., Inc., Baltimore 4, Md 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y 

Pedigo Products, Inc., Huntington Beach 46 
Calif ' 

Phelan Mig. Corp., Minneapolis 4, Minn 

Ross, Inc., Will, Milwaukee 12, Wis 

Shampaine Industries, Inc., Carrom Division, 
Ludington 31, Mich 

Shampaine Industries, Inc., Wilson Division, 
Columbus 6, Ga 

Superior Sleeprite Corp 
Chicago 12, Ill 

Thorner Mfg. Co., Inc., Tamaqua 52, Pa 

U. S. Hospital Supply Corp., New York 3, 


, Indianapolis 2, 


Union 83, N. J. 
Windber 


Cleveland 


Cincinnati 38, 


Contract Division 


Winfield Co., Inc., St. Petersburg 14, Fia 


STOPPLES: EAR (ANTI-NOSE) 
Keystone Cane & Crutch Co., 


Pa 
Mine Scfety Appliances Co 


STOPS: DOOR 


Shicago Spring Hinge Co., Chicago 7, Ill 
vorbin P. & F., Division of Emhart Corp., 

Yew Britain 50, Conn 

-Johnson Corp., Chi cago 40, Ml 

<awrence Bros., Inc., Sterling 81, Ill 
sargent & Co., New Haven 9, Conn 
Sargent & Greenleaf, Inc., Rochester 21, N. Y 
Shelby Corp., Shelby 75, Ohio 
Yale & Towne, Inc., Lock & Hardware Divi 
sion, Rye 80, N. Y. 


STOVES: ELECTRIC (COFFEE 
BREWER) 


Norristown, |! 


Pittsburgh 8, Pa 


ry Corporation, Chicago 45, Ill 
festern Urn Mig. Co., Los Angeles 37, Calif 


STRAWS: DRINKING 

Flex-Straw Co. International. Santa Monica 
6, Calif. 

Tufline Plastics, Inc., Butler 7, Wis. 


Anchor Plastics Co., Inc., Long Island City 6, 
N.Y. 

Bel-Art Products, Pequannock 40, N. Y. 

Busse Hospital Disposables Inc., Great Neck 
21, N.Y 

Columbus Plastic Products, Inc., 
23, Ohio 

Glassips Inc., Towson 4, Md 

National Soda Straw Co., Chicago 8. Ill, 

Ross, Inc., Will, Milwaukee 12, Wis. 

Safe-T Pacific Co., Redwood City 63, Calif. 

Stone Straw Corp., Washington 17, D. C. 


Columbus 


STRETCHERS: CARRYING 
Everest & Jennings. Inc., Los Angeles 25, 
Calif. 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 
Shampaine Industries, Inc., St. Louis 4, Mo. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
Ill. 


Blickman, Inc., S., Weekawken 87, N. J. 
Clark Linen & Equipment Co., Chicago 6, Ill. 
Halperin Co., Inc., A. E., Boston 18, Mass. 
Hydraulic Products Co., Providence 3, R. I. 
Macrobiotics, Inc., Whitestone 57, N. Y. 
Medical Supply Co., Rockford 2, Ill. 
Melrose Hospital Uniform Co., Inc., Brooklyn 
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Mueller & Co., V., Chicago 12, Ill. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Orthopedic Equipment Co., Inc., Bourbon 4, 
Ind. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Pratt Hospital Equipment Co., Subsidiary of 
Everest & Jennings, Inc., Los Angeles 25, 
Calif. 

Smith & Son, Inc., A., Philadelphia 23, Pa. 

Stanley Co., Inc., William W., Hillside 5, NJ. 

Tabbert Mfg. Corp., St. Joseph 85, Mich. 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


: WHEELED 
(AD ABLE, HYDRAULIC- 
co OL, FOLDING) 


Everest & Jennings. Inc., Los Angeles 25. 
Calif. 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Market Forge Co., Everett 49, Mass. 

Robert Industries, In-., H., St. Louis 10, Mo. 

Shampaine Industries, Inc., St. Louis 4, Mo. 

Stryker Corp., Kalamazoo 1, Mich. 

Swartzbaugh Division, United Service Equip- 
ment Co., Inc., Murfreesboro 31, Tenn. 


United Service Equipment Co., Inc., Palmer 69, 
Mass. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 
1, I. 

American lIatro-Dynamics Corp., Inglewood 1, 
Calif. 

American Metal Furniture, 
2, Ind. 

Atlantic Alloy Industries, Inc., 

Atlas Hospital Equipment Co., Inc., 
63, Pa. 


Inc., Indianapolis 


Union 83, N. J. 
Windber 


Blickman, Inc., S., Weekawken 87, N. J. 

Bomgardner Mig. Co., Cape Coral 4, Fila. 

Burrows Co., Chicago 45, Il. 

Clark Linen & Equipment Co., 

Colson Corp., Chicago 1], IIl. 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Ferno-Washington, Inc., Hospital Division, 
Greenfield 23, Ohio 

Gendron Wheel Co., Division of Howe Sound 
Co., Toledo 15, Ohio 

Gold Metal Folding Furniture Co., Racine 3, 


New York 13, 


Chicago 6, Ill 


Wis 
Harold Supply Corporation, 


styl ic Products Co., Providence 3, R. I. 

institutional Industries, Inc., Cincinnati 38, 
Ohio 

Jarvis & Jarvis Division, United Service Equip- 
ment Co., Inc., Palmer 69, Mass. 
Koenigkramer Co., F. & F., Cincinnati 16, 


io 

Meinecke & Co., Inc., Baltimore 4, Md. 

Mueller & Co., V., Chicago 12, Ill. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Nutting Truck & Caster Co., Inc., Food Service 
Division, Faribault 21, Minn. 

ss ge Equipment Co., Inc., Bourbon 4, 


Podien Products, Inc., Huntington Beach 46, 


Calif. 
Physicians & Hospitals Supply Co., Inc., Min- 


neapolis 3, Minn. 

Pratt Hospital Equipment Co., Subsidiary of 
Everest & Jennings, Inc., Los Angeles 25, 
Calif. 


Ross, Inc., Will, Milwaukee 12, Wis. 





Shampaine Industries, Inc., Carrom Division, 
Ludington 31, Mich. 

Shampaine Industries, Inc., Wilson Division, 
Columbus 6, Ga. 

Simmons Co., Hausted Division, Medina 56, 
Ohio 


Tabbert Mfg. Corp., St. Joseph 85, Mich. 

Thorner Mfg. Co., Inc., Tamaqua 52, Pa. 

United Metal Fabricators, Inc., Johnstown 4, 
Pa 

U. S. Hospital Supply Corp., New York 3, 


N. Y. 
Weck & Co., Inc., Edward, Long Island City 1, 
4 4 
Wocher & Son Co., Max, Cincinnati 2, Ohio 
SUCTION APPARATUS 
(ELECTRICAL) 
Everest & Jennings. Inc., Los Angeles 25, 
Calif. 


Geomco Surgical Mig. Corp., Buffalo 11, N. Y. 
Sorensen Co., Inc., C. M., Long Island City 
3, N. Y. 


Air Products & Chemicals, Inc., 
19, D. C. 

Air-Shields, Inc., Hartboro 40, Pa. 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Cystoscope Makers, Inc., Pelham 
Manor 3, N. Y. 

Clark Linen & Equipment Co., 

Continental Hospital Supply, Inc., 
7, Ohio 

Mueller & Co., V., Chicago 12, Ill. 

Oxygen Equipment & Service Co., Chicago 20, 
Ill 


Washington 


Chicago 6, Ill. 
Cleveland 


Pratt Hospital Equipment Co., Subsidiary of 
Everest & Jennings, Inc., Los Angeles 25, 
Calif. 

Sklar Mig. Co., J., Long Island City 1, N.Y. 


SUCTION-OUTLET 
APPARATUS: WALL 


Everest & Jennings. Inc., Los Angeles 25, 
Calif. 


Air Products & Chemicals, Inc., Washington 


19, D. © 
Ridgefield 57, 


Melchior, Armstrong, Dessau, 
N. J 


Oxygen Equipment & Service Co., Chicago 
20, Ill. 

Pratt a Equipment Co., Subsidiary of 
Everest & Jennings, Inc., Los Angeles 25, 
Calif. 

Union Carbide Corp., Linde Division, New 
York 17, N. Y. 


SUPPLEMENTS: FOOD 


Borcherdt Co., Chicago 12, Ill. 

Doyle Pharmaceutical Co., D. M., Minneapolis 
16, Minn. 

Mead Johnson & Co., Evansville 21, Ind. 


SUPPORTS: ABDOMINAL 
Piper Brace Sales Corp., Kansas City 5, Mo. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

Atco Surgical Supports, Inc., Cuyahoga Falls 
21, Ohio 

Baka Mfg. Co., Inc., Sharon 67, Mass. 

Camp & Co., S. H., Jackson 4, Mich. 

Kendall Co., The, Hospital Products Division, 
Chicago 6, Ill. 

Professional Appliance Co., 
Wis. 


SUPPORTS: BED COVER 
(FOLDING) 


Guardian Products Co., Inc., 
5, Calif. 


Milwaukee 2, 


N. Hollywood 


Better Sleep, Inc., New Providence 74, N. J. 

Little Mig. Co., Wadesboro 70, N. C. 

Orthopedic Equipment Co., Inc., Bourbon 4, 
Ind. 

Rajowalt Co., Inc., Atwood 2, Ind. 

Wright Mig. Co., Memphis 5, Tenn. 


SUPPORTS: PATIENTS’ 
(WHEEL CHAIR) 


Posey Co., J. T.. Pasadena 7, Calif. 


Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 


SUPPOSITORIES: ENEMA 


Geigy Pharmaceuticals, Division of Geigy Co. 
Inc., Ardsley 2, N. Y. 


Chicopee Mills, Inc., New York 13, N. Y. 
Lowndes Products, Inc., Philadelphia 31, Pa. 


SWITCHBOARDS: TELEPHONE 


Couch Co., Inc., S. H., North Quincy 71, 
Mass. 

DuKane Corp., St. Charles 74, Ill. 

Graybar Electric Co., Inc., New York 17, 
N. Y. 


SYRINGES: HYPODERMIC 
IPCO Hospital Supply Corp., New York 13, 
N. Y. 


Aloe- Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American “Hospital Supply Corp., Evanston 1, 
Il. 


Arrow Glass Co. of Vineland, Vineland 60, 


N. J. 

Becton, Dickinson & Co., Rutherford 70, NJ. 

Blank Drug Corp., Long Island City 5, N. Y. 

Burrows Co., Chicago 45, Ill. 
Clark Linen & Equipment Co., 

Clay-Adams, Inc., New York 10, 

Commander-Omni Co., Inc., 
N, Y. 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Davis & Geck Division of American Cyana- 
mid Co., Danbury 13, Conn. 

Debs Hospital Supplies, Inc., 
Il. 

Dittmar Thermometer Corp., 


Chicago 6. Ill. 
N. Y. 
Brooklyn 21, 


Chicago 31, 
Bellerose 26, 


Eisele & Co., Nashville 8, Tenn. 

General Medical Supply Corp., Indianapolis 
2, Ind. 

Harold Supply Corporation, New York 13, N. Y. 

Hospac Corp., Woodside 77, N. Y. 

Hypo Surgical Supply Corp., New York 13, 


N.Y. 
Macrobiotics, Inc., Whitestone 57, N. Y. 
Meinecke & Co., Inc., Baltimore 4, Md. 
Mercer Glass Works, Inc., New York 3, N. Y. 
Mills Hospital Supply Co., Chicago 45, Ill. 
Mueller & Co., V., Chicago 12, II. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 
Pfizer Laboratories Division, Chas. 
Co., Inc., New York 17, N. Y. 
Physicians & Hospitals Supply Co., 

neapolis 3, Minn. 
Popper & Sons, Inc., New York 10, N. Y. 
Propper Mfg. Co., Inc., Long Island City 1, 
N. Y. 


Piizer & 


Inc., Min- 


Randall Faichney Corp., Boston 28, Mass. 
Ross, Inc., Will, Milwaukee 12, Wis. 

Surgicon Corp., New York 3, N. Y. 

Travenol Laboratories, Inc., Morton Grove 53, 


Ill. 
U. S. Hospital Supply Corp., New York 3, 
N. Y 


Weck & Co., Inc., Edward, Long Island City 
1, N.Y 


Wocher & Son Co., Max, Cincinnati 2, Ohio 


TABLES: BEDSIDE AND 
OVERBED 


Beam Metal Specialties, Inc., Long Island City 
3, N. Y. 


Brewster Corp., Old Lyme 71, Conn. 
Edco Surgical Supply Co., Inc., New York 
23, N. Y. 
Everest & Jennings, Inc., Los Angeles 25, 
Calif. 
Guardian Products Co., Inc., N. Hollywood 
alif 


» Calif. 
IPCO Hospital Supply Corp., New York 13, 
N. Y. 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 
Lumex, Inc., General Medical Equipment 
Corp., Bay Shore 6, N. Y. 
Robert Industries, Inc., H, St. Louis ¥ Mo. 
Royalmetal Corp., New York 16, N. 
Shampaine Industries. Inc., St. Louis “ “Mo. 


Simmons Co., Contract Division, Chicago 4, 
Il. 


Smith & Davis Mig. Co., St. Louis 10, Mo. 


Admiral Equipment Co., New York 11, N. Y. 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
il. 


American Metal Furniture, Inc., Indianapo'.s 
2, In 

American Seating Co., Grand Rapids 2, Mich. 

Atlantic Alloy Industries, Inc., Union 83, N. J. 

Atlas Hospital Equipment Co., Inc., Windber 


63, Pa. 
Brandt & Sons, Inc., M., Bronx 57, N. Y. 
Burrows Co., Chicago 45, IIl. 
Cameron Sales Co., Safety Harbor 72, Fla. 
Clark Linen & Equipment Co., Chicago 6, Ill. 
Commander-Omni Co., Inc., Brooklyn 21, 
N. Y. 
Community Metal Products Corp., Forest Park 
30, Ill. 


Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Don & Co., Edward, Chicago 16, Ill. 

Eichenlaubs, Pittsburgh 1, Pa. 

Graham-Field Surgical Co., Inc., 
9y Me Ve 

Hard Mfg. Co., Buffalo 7, N. Y. 

— Supply Corporation, 
N. 


Woodside 


New York 13, 


Hill- Rows Co., Inc., Batesville 6, Ind. 

Hospital Furniture, Inc., Chicago 11, Ill. 

Hospital Supply Co., Inc., Long Island City 1, 
N. Y. 

oe Furniture Corp., Lincolnton 92, 
N. C. 

Ingersoll Products, Division of Borg-Warner 
Corp., Chicago 43, Ill. 

Inland Bed Co., Chicago 32, Ill. 

Institutional Industries, Inc., 
Ohio 

Invalex of Ohio, Lodi 54, Ohio 

Invalex Sales Co., Inc., Long Beach 13, Calif. 

Joerns Furniture Co., Stevens Point 82, Wis. 

Karoll’s Inc., Chicago 2, Ill. 

Keystone Cane & Crutch Co., Norristown 1, 
Pa. 

Macrobiotics, Inc., Whitestone 57, N. Y. 

Major Laboratory Mfg. Co., Oklahoma City 1, 
Okla. 

Marshall Field & Co., 
Chicago 54, Ill. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Mueller & Co., V., Chicago 12, Ill. 
National Hospital Furniture Division of Na- 
tional Industries, Inc., Odenton 13, Md. 
Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Phoenix Furniture Corp., Sheboygan 81, Wis. 

Physicians & Hospitals Supply Co., Inc., 
Minneapolis 3, Minn. 

Ries Mfg. Co., Cincinnati 2, Ohio 

Ross, Inc., Will, Milwaukee 12, Wis. 

Shampaine Industries, Inc., Carrom Division, 
Ludington 31, Mich. 

Sparling Co., C. D., Detroit 16, Mich. 

Superior Sleeprite Corp., Contract Division, 
Chicago 12, Ill. 

Thonet Industries, Inc., New York 16, N. Y. 

Thorner Mfg. Co., Inc., Tamaqua 52, Pa. 

Tomlinson —— Hospital Division, High 
Point 61, Cc. 

United dh Fabricators, Inc., 
Pa. 

U. a Hospital Supply Corp., New York 3, 

A 


Cincinnati 38, 


Contract Division, 


Johnstown 4, 


Weck. & Co., Inc., Edward, Long Island City 


Wocher & Son Co., Max, Cincinnati 2, Ohio 


TABLES: COOKS’, BAKERS’ 


Crescent Metal Products, Inc., Cleveland 8, 
hio 


Duke Mig. Co., St. Louis 60, Mo. 


Arista Metalcrafts Co., Paterson 4, N. J. 

Blickman, Inc., §., Weehawken 87, N. J. 

E. P. Co., Inc., Los Angeles 21, Calif. 

Fearless Dishwasher Co., Inc., Rochester 2, 
ee, 2 


McDonald Company, Reading 67, Mass. 

Pick Co., Inc., Albert, Chicago 8, Ill. 

Progressive Metal Equipment, Inc., Philadel- 
phia 11, Pa. 

Southern Equipment Co., St. Louis 77, Mo. 
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TABLES: COOKS’, BAKERS’ 
—Cont'd. 


TABLES: CUSTOM 
FABRICATED 


lgin 20, Ill 


TABLES: EXAMINATION AND 
TREATMENT 


American Sterilizer Co.. Erie 6, Pa. 

Brewer Co., E. F., Butler 7. Wis. 

Kadan Co., Inc., D. A. Yonkers 1, N. Y. 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 
Robert Industries, Inc., H., St. Louis 10. Mo. 
Shampaine Industries, Inc., St. Louis 4, Mo. 


TABLES: MASSAGE 


Kadan Co.. In D. A.. Yonkers 1, N. Y. 
Shampaine Industries, Inc., St. Louis 4, Mo. 


Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 

Reischmann, Inc., Ted, New York 16, N. Y. 
r Mig. Co., Inc., Tamaqua 52, Pa 

focher & Son Co., Max, Cincinnati 2, Ohio 


TABLES: SERVING 


Crescent Metal Products, Inc., 
Ohio 

Duke Mig. Co., St. Louis 60, Mo. 

Swartzbaugh Division. United Service Equip- 
ment Co., Inc., Murfreesboro 31, Tenn. 

United Service Equipment Co., Inc., Palmer 
69, Mass. 


Cleveland 8, 


Baltimore 24, 
Reading 67, Mass 
sago 8, Ill 
ipment, Inc., Philadel- 


c 9 aeshe 
t. Louis 


New York 


TABLES: STEAM 


Duke Mfg. Co., St. Louis 60, Mo. 
Seco Company. Inc.. St. Louis 77, 


New York 2 N 
orp., Wood-Ridge 75 


Cincinnati 2, Ohio 
Columbus 7 


TABLES: VEGETABLE AND 
SALAD PAEPARATION 

; I S., Weehawken 87, N. J 

Reading 67, Mass 

Co., St. Louis 77, Mo 
Inc., N., Columbus 7, 


man ne 


TABLES: WARMING 


Crescent Metal Products, Inc., 
Ohio 

Duke Mig. Co., St. Louis 60. Mo. 

Swartzbaugh Division. United Service Equip- 
ment Co., Inc., Murfreesboro 31, Tenn. 

United Service Equipment Co., Inc., Palmer 
69, Mass. 


Cleveland 8, 


Weehawken 87, N. J 
Reading 67. Mass 

Chicago 8, Ill 
1ipment, | Philadel- 
77, M 


s Louis Mo 
Co Newark 3 


New York 3, N. Y 


rp., Wood-Ridge 75 


Cincinnati 2, Ohio 
Inc., N., Columbus 7 


TABLES: WHEEL CHAIR 
(ADJUSTABLE) 

Edco Surgical Supply Co., Inc.. New York 23, 
N. Y. 

Everest & Jennings. Inc., Los Angeles 25. 
Calif. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

LaBerne Mig. Co . Columbia 5. S. C. 

Lumex. Inc., General Medical Equipment 
Corp.. Bay Shore 6, N. Y. 


Brandt Sons, Inc., M., Bronx 57, N. Y. 


Hausmann Woodwork, Inc., W. R., Bronx 52, 


N. Y. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Il. 

Smith Bros. Inc., Altoona 9, lowa 

Sparling Co., C. D., Detroit 16, Mich. 


TABLES: WORK, UTILITY 


Brewster Corp., Old Lyme 71. Conn. 

Chicago Hardware Foundry Co., North Chi- 
cago 64, Ill. : 

Crescent Metal Products. Inc., Cleveland 8, 
Ohio 

Duke Mig. Co., St. Louis 60, Mo. 

Edco Surgical Supply Co., Inc., New York 23, 
N. Y. 

Kandean Co., Inc., D. A.. Yonkers 1, N. Y. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Market Forge Co., Everett 49, Mass. | 

Shampaine Industries, Inc.. St. Louis 4, Mo. 

Swartebaugh Division. United Service Equip- 
ment Co., Inc., Murfreesboro 31, Tenn. 

United Service Equipment Co., Inc., Palmer 
69, Mass. 


Admiral Equipment Co., New York 11, N. Y. 

Allison, W. D., Division of Shampaine Indus- 
tries, Inc., St. Louis 4, Mo 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
IL. 

American Metal Furniture, Inc., 
2, Ind. 

Amsco-Excel Division of American Sterilizer 
Co., Johnstown 1, N. Y. 

Arista Metalcrafts Co., Paterson 4, N. J. 

Atlantic Alloy Industries, Inc., Union 83, N. J 

Atlas Hospital Equipment Co., Inc., Windber 
63, Pa. 

Blickman, Inc., S., Weehawken 87, N. J. 

Brandt & Sons, Inc., M., Bronx 57, N. Y. 

Colson Corp., Chicago 11, Il 

Commander-Omni Co., Inc., 


Indianapolis 


9 


Brooklyn 21, 
N. . 

Community Metal Products Corp., Forest Park 
30, Ill. 

E. P. Co., Inc., Los Angeles 21, Calif 

Fearless Dishwasher Co., Inc., Rochester 2 
~ 

Grand Rapids Sectional Equipment Co., 
Grand Rapids 6, Mich. (Wood) 

Harold Supply Corporation, New York 13, 
N. Y. 


W. R., Bronx 52, 


Hausmann Woodwork, Inc., 
N. Y 


Institutional Industries, Inc., Cincinnati 38, 
Ohio 

Jamestown Metal Products, Inc., 
. & © 

Johnson Plastic Tops, Inc., Elgin 20, Ill 

King Medical Equipment Co., Inc., New York 
60, N. Y. (Folding) 

Lenderking Metal Products, Inc., Baltimore 24, 
Md. 

Lyon Metal Products, Inc., Aurora 7, Ill. 

Macrobiotics, Inc., Whitestone 57, N. Y. 

Maysteel Products, Inc., Milwaukee 3, Wis 

National Hospital Furniture Division of Na- 
tional Industries, Inc., Odenton 13, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, IIl. 

Phoenix Furniture Corp., Sheboygan 81, Wis. 

Progressive Metal Equipment, Inc., Philadel- 
phia 11, Pa. 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Southern Equipment Co., St. Louis 77, Mo. 

Straus-Duparquet, Inc., New York 3, N. Y. 

Surgic Sales Co., Lawrence 40, Mass. 

Thorner Mig. Co., Inc., Tamaqua 52, Pa. 

United Metal Fabricators, Inc., Johnstown 4, 
Pa. 

Wasserstrom & Sons, Inc., N., Columbus 7, 
Ohio 


TABLETS: MEMORIAL 
Lake Shore Markers, Inc., Erie 12, Pa. 


Jamestown 


Ace Bulletin & Directory Co., Inc., Chicago 
25, Il. 

Architectural Bronze & Aluminum Corp., Sko- 
kie 76, Ill. 

Art In Bronze Division of Wooster Products 
Inc., Wooster 91, Ohio 

Bayer Co., A. J., Los Angeles 58, Calif. 

Best Mig Co., Kansas City 9, Mo. 





Bildey Products Corp., New York 7, N. Y. 

Forman Bronze Co., Inc., The, Brooklyn 21, 
N. Y. 

—T Co., Bronze Division, Providence 7, 
= 3 

Harmax, Inc., Portland 2, Ore. 

International Bronze Tablet Co., Inc., New 
York 11, N. Y. 

Josten’s Medical Services Division, Rochester 
2, Minn. 

McGann Bronze, Inc., Somerville 43, Mass. 

Massillon Plaque Co., Massillon 46, Ohio 

Matthews & Co., Jas. H., Memorial Bronze 
Division, Pittsburgh 26, Pa. 

Meierjohn-Wengler, Inc., Cincinnati 15, Ohio 

Michaels Art Bronze Co., The, Covington 12, 
Ky. 

Newman Brothers, Inc., Cincinnati 16, Ohio 

Southwell Co., San Antonio 5, Texas 

Spencer Industries, Inc., Philadelphia 22, Pa. 

Stafford Mfg. Co., Inc., Brooklyn 20, N. Y. 

Steere Signs, Chicago 19, Ill. 

United States Bronze Sign Co., Inc., New 
York 1, N. Y. 

Zax Corporation, Nashua 60, N. H. 


TANKS: FULL BODY IMMER- 
SION (HYDROTHERAPY) 


Ile Electric Corp., Williamsport 4, Pa. 
Logan, Inc., Pasadena 3, Calif. 
Rocke Appliances Inc., Bleomington 2, IIl. 


Blickman, Inc., S., Weehawken 87, N. J 

Carrollton Mig. Co., Carrollton 15, Ohio 

Crane Co., Plumbing-Heating-Air Condition- 
ing Group, Johnstown 7, Pa 

Dakon Corp., New Hyde Park 44, N. Y. 

Elkay Mfg. Co., Broadview 55, Ill. 

Hydro-Products Associated, Roseburg 70 Ore. 

Jacuzzi Research, Inc., Berkeley 2, Calif 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Preston Corp., J. A., New York 3, N. Y 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill 

Ross, Inc., Will, Milwaukee 12, Wis 

Stanley Physical Therapy Equipment & Supply 
0., Chicago 6, Ill 

Whitehall Electro Medical Co., 
sack 1, N. J. 


Inc., Hacken- 


TAPE: ADHESIVE 


—« Hospital Supply Corp.. New York 13, 


ea Mig. Co., Inc., Detroit 7, Mich. 

Acme Cotton Products Co., Inc., Valley 
Stream 82, N. Y. 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

Blank Drug Corp., Long Island City 5, N. Y. 

Carolina Absorbent Cotton Co., Division of 
Barnhardt Mfg. Co., Inc., Charlotte 1, N. C. 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N. J. 

Kendall Co., The, Hospital Products Division, 
Chicago 6, Ill 

Marsales Co. Inc., 

Meinecke & Co., Inc., 

Mills Hospital Supply Co., Chicago 45, Ill. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Parke, Davis & Co., Surgical Dressings Sales 
Detroit 32, Mich. 

Permacel, New Brunswick 3, N. J. 

Ross. Inc., Will, Milwaukee 12, Wis 

Scholl Mig. Co., Inc., Surgical Supply Divi- 
sion, Chicago 10, II. 

Seamless Rubber Co., New Haven 3, Conn. 

3M Company, St. Paul 19, Minn. 

U. S. Hospital Supply Corp 
N. Y. 

Weck & Co., Inc., 
i, oe Be 

Wocher & Son Co., Max, Cincinnati 2, Ohio 


New York 18, N. Y. 
Baltimore 4, Md 


New York 3, 


Edward, Long Island City 


TEA POTS: INDIVIDUAL (EN- 
AMELED, STAINLESS STEEL) 


American Hospital Supply Corp., Evanston 1, 
Ill. 

Clark Linen & Equipment Co., Chicago 6, IIl. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Don & Co., Edward, Chicago 16, IIl. 


Hosp-i-Ware Products Division of Bloomfield/ 
Silex Industries Inc., Chicago 32, Ill 

Marshall Field & Co., Contract Division, Chi- 
cago 54, Ill. 

Polar Ware Co., Sheboygan 82, Wis. 

Ross, Inc., Will, Milwaukee 12, Wis. 


TELEPHONE SYSTEMS: 
INTERCOMMUNICATING 


Webster Electric Co., Racine 3, Wis. 


Auth Electric Company, Inc., Long Island City 
1, N. Y. 
Automatic Electric Co., Northlake 64, Ill. 
Couch Co., Inc., S. H., North Quincy 71, 
Mass. 
Dictograph Products Inc., 
Graybar Electric Co., Inc., 
N. Y 
ITT Kellogg, Chicago 38, Ill 
Stromberg-Carlson Corp., Rochester 1, N. Y 
Wheeler Electronic Co., Division of Sperry 
Rand Corp., Waterbury 20, Conn 


TELEVISION ANTENNA 
SYSTEMS (HOSPITAL) 


RCA Service Co., A Division of Radio Cor- 
poration of America, Camden 8, N. J. 


Danbury 10, Conn. 
New York 17 


Admiral Corp., Commercial Products Division, 
Chicago 47, Ill. 

American Communications Corp., 
Gardens 34, N. Y 

EvenView Television Systems, Los 
Calif. 

Hospix TV Services, Barrington 10, Ill 

Jerrold Electronics Corp., Philadelpjhia 32, Pa 

Magnavox Co., Contract Sales Dept., Fort 
Wayne §, Ind. 

Midwest Television Systems, Inc., 
iis 3, Minn. 

Motorola-Dahlberg Communication 
Chicago 5], Il. 

Sylvania Electric Products Inc., 


Springfield 


Angeles 25 


Minneapo 
Systems, 
New York 17, 


+» We 
Wells Television, Inc., New York 17, N. Y 


TELEVISION RECEIVERS 


RCA Service Co., A Division of Radio Cor- 
poration of America, Camden 8, N. J. 


Admiral Corp., Commercial Products Division, 
Chicago 47, Ill. 

American Communications Corp., Springfield 
Gardens 34, N. 

EvenView Television Systems, 
25, Calif. 

General Electric Co., Major Appliance Divi- 
sion, Louisville 25, Ky. 

General Electric Co., TV Receiver Dept., Syr- 
acuse 1, N. Y. 

Magzavoz Co., 
Wayne 5, Ind. 

Motorola-Dahlberg Communications 
Chicago 5], Ill. 

Radio Corporation of America, Camden 2, N. J 

Sylvania Electric Products Inc., New York 17, 
N. Y. 


Wells Television, Inc., New York 17, N. Y. 
Zenith Sales Corp., Chicago 39, Ill. 


Los Angeles 


Contract Sales Dept., Fort 


Systems, 


TELEVISION RECEIVERS: BED- 
SIDE (RENTAL SERVICE) 


Hospix TV Services, Barrington 10, Ill. 

Midwest Television Systems, Inc., Minneapo- 
lis 3, Minn. 

Sylvania Electric Products Inc., New York 
17, N. Y. 

Wells Television, Inc., New York 17, N. Y. 


TELEVISION SYSTEMS: 
CLOSED-CIRCUIT 


RCA Service Co., A Division of Radio Cor- 
poration of America, Camden 8, N. J. 


Admiral Corp., Commercial Products Division, 
Chicago 47, 

Blonder-Tongue Laboratories, Inc., Newark 2, 
N. J. 

Cohu Electronics, Inc., Kin Tel Division, San 
Diego 12, Calif. 

Dage Division, Thompson Ramo Wooldridge 
Inc., Michigan City 60, Ind. 

Diamond Electronics, Diamond Power Special- 
ty Corp., Lancaster 30, Ohio 


Du Mont Laboratories, Division of Fairchild 
Camera & Instrument Corp., Clifton 15, N_J. 

EvenView Television Systems, Los Angeles 25, 
Calif. 

GPL Division General Precision, Inc., Pleas- 
antville 70, N. Y. 

General +R Co., Apparatus Sales, Sche- 
nectady 5, 

Granger Ando ted Palo Alto 4, Calif. 

Graybar Electric Co., Inc., New York 17, N. Y. 

ITT Kellogg, Chicago 38, Ill. 

International Meditronix, Inc., Lawndale 60, 
Calif. 

International Telephone & Telegraph Corp 
Industrial Products Division, San Fernando 
42, Calif. 

Motorola-Dahlberg 
Chicago 51, Ill. 

Radio Corporation of America, Camden 2, N. J 

Sylvania Electric Products Inc., New York 17, 


Communication Systems, 


N. Y. 
Wells Television, Inc., New York 17, N. Y. 
Westinghouse Electric Corporation, X-Ray Di- 
vision, Baltimore 3, Md. 


TELEVISION, RADIO AND 
INTERCOMMUNICATION 
SYSTEMS (COMBINED): 
REMOTE-CONTROL (UNDER- 
PILLOW SPEAKER) 

Executone, Inc., Long Island City 1, N. Y. 


Hospix TV Services, Barrington 10, Ill. 
Motorola-Dahlberg Communication 


Chicago 5], Ill. 
Wells Television, Inc., New York 17, N. Y 


Systems, 


TENDERIZERS: MEAT 


Hobart Mfg. Co., Troy 73, Ohio 

Leland Detroit Mfg. Co., Detroit 10, Mich. 

Sanitary Scale Co., Belvidere 8, Ill. 

Toledo Kitchen Machines, Division of Toledo 
Scale Corp., Rochester 21, N. Y. 

Toledo Scale, Division of Toledo Scale Ccrp., 
Toledo 12, Ohio 

United Manufacturers, Nutley 10, N. J. 

U. S. Slicing Machine Co., Inc., LaPorte 50, 
Ind. 


TENTS: BED (THERMOSTATIC- 
CONTROL) 


Ille Electric Corp., Williamsport 4, Pa. 


Continental Hospital Supply, Inc., Cleveland 
Ohio 
Hydor Therme Corp., Pennsauken 9, N. J. 
Rehabilitation Equipment Inc., New York 28, 
N. Y. 


TENTS: HUMIDITY 


Air Products & Chemicals, Inc., Washington 
19, D. C. 

Air-Shields, Inc., Hatboro 40, Pa. 

Continental Hospital Supply, Inc., 
7, Ohio 

Hudson Oxygen Therapy Sales Co., 
geles 27, Calif. 

Melchior, Armstrong, Dessau, 


Cleveland 
Los An- 
Ridgefield 57, 


National Cylinder Gas Division of Chemetron 
Corp., Chicago 11, Ill. 

Oxygen Equipment & Service Co., 
20, Il 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Shampaine Industries, Inc., O.E.M. Division, 
Union 83, N. J. 


Chicago 


THERMOMETERS: CLINICAL 
IPCO Hospital Supply Corp. New York 13, 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 
Aloe-Health & Science Division of Brunswick, 


St. Louis 3, Mo. 
American Hospital Supply Corp., Evanston 1, 
Ill. 


Arrow Glass Co. of Vineland, Vineland 60, 
N. 


J. 
Atkins Technical Inc., Gainesville 3, Fla. 
Becton, Dickinson & Co., Rutherford 70, N. J. 
Blank Drug Corp., Long Island City 5, N. Y. 
Burrows Co., Chicago 45, Ill. 
Clark Linen & Equipment Co., Chicago 6, Ill. 
Clay-Adams, Inc., New York 10, N. Y. 
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THERMOMETERS: CLINICAL 
—Cont'd. 


Cleveland 


: 


CERAMIC 


TILE: FACING (STRUCTURAL) 


o ¢£ 


ry 


burgh 22, Pa 
Canton 1, Ohio 


TIMERS: EGG (AUTOMATIC) 
; r Curtis C Park Ridge 68 


ia mat sa-Timer & Mia 
A | 7Q-iime » Mig 


TIPS: CHAIR, CRUTCH, ETC. 
(RUBBER) 


Guardian Products Co., Inc., N. Hollywood 5. 
Calif. 
American Hospital Supply Corp., Evanston 1, 
I 
Davol Rubber Company, Providence 1, R. I. 
Debs Hospital Supplies, Inc., Chicago 31, Ill. 
Elastic Tip Co., Milton 87, Mass 
38 Ashland 5, Ohio 
B. F., Hospital & Surgical 
Akron 18, Ohio 
Physicians & Hospitals Supply Co., 
neapolis 3, Minn 
Popper & Sons, Inc., New York 10, N. Y. 
Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 
Ross, Inc., Will, Milwaukee 12, Wis 
Surgicon Corp., New York 3, N. Y. 
Edward, Long Island City 


Inc., Min- 


Weck & Co., Inc., 
1N.Y 


TIRES AND WHEELS 


Colson Corp., Chicago 11, Ill 

Faultless Caster Co., Evansville 17, Ind 

Ferno-Washington Inc., Hospital Division, 
Greenfield 23, Ohio 

Gendron Wheel Co 
Co., Toledo 15, Ohio 

Hamilton ( xr & Mig Xo., Hamilton lI, 

( 


Division of Howe Sound 


Jarvis & Jarvis Division, United Service Equip- 
Inc., Palmer 69, Mass 
Equipment Co., Inc., Palmer 


ment Co., 
United Service 


69, Mass 


TISSUES: FACIAL 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Debs Hospital Supplies, Inc., Chicago 31, Ill 
Diana Mig. Co., Green Bay 4, Wis. 
6, Il 
Neenah 57, Wis 
Marathon, Division of American Can Co., Nee- 
nah 57, Wis 
Meinecke & Co., Inc, Baltimore 4, Md 
Northern Paper Mills, A Marathon Divisicn of 
American Can Co., Green Bay 2, Wis. 
Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 
Park Surgical Co., Inc., Brooklyn 19, N. Y 
Parke, Davis & Co., Surgical Dressings Sales, 
Detroit 32, Mich 
Hospitals 
; 3, Minn 
Ross, Inc., Will, Milwaukee 12, Wis 
sott Paper Co., Philadelphia 13, Pa 
stirling Converting Co., Inc., Bound Brook 
N. J. 
S. Hospital Supply Corp., New York 3, 
N. Y. 


Supply Co Inc 


TOASTERS: ELECTRIC 


Savory Equipment, Inc., Newark 5, N. .Y. 
Don & Co., Edward, Chicago 16, Ill. 
zeneral Electric Co., Housewares Division, 
Bridgeport 2, Conn 
jraybar Electric Co., Inc., New York 17, N. Y 
Pick Co., Inc., Albert, Chicago 8, Ill 
Ross, Inc., Will, Milwaukee 12, Wis 
Straus-Duparquet, Inc., New York 3, N. Y. 
Toastmaster Division, McGraw-Edison Co., 
Elgin 20 
Universal-Stanley, Division of Landers, Frary 
& Clark, New York 22, N. Y 
le ghouse Electric Corporation, Pittsburgh 


TOPS: TABLE, COUNTER, 
FURNITURE 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 
Shampaine Industries, Inc., St. Louis 4, Mo. 


Alberene Stone, Division of The Georgia Mar 
ble Co., New York 16, N. Y. 

Amsco-Excel Division of American Sterilizer 
Co., Jamestown 1, N. Y 

Art Metal, Inc., Jamestown 1, N. Y. 

Atlantic Alloy Industries, Inc., Union 83, N. J 

Blickman, Inc., S., Weehawken 87, N .J 

Brody Seating Co., B., Chicago 39, Ill 

Congoleum-Nairn Inc., Kearny 32, N. J 

Consoweld Corp., Wisconsin Rapids 94, Wis 

Elkay Mig. Co., Broadview 55, Ill 


General Tire & Rubber Co., Bldg. Ma- 
terials Division, Akron 9, Ohio 

Goodyear Tire & Rubber Co., Inc., Akron 16, 
Ohio 

Grand Rapids Sectional Equipment Co., 
Grand Rapids 6, Mich. (Wood) 

Harold Supply Corporation, New York 13, 
N. Y 


Harrison Steel Cabinet Co., Chicago 44, Ill. 

Huntington Furniture Corp., Lincolnton 92, 
N. C. 

Jamestown Metal Products, Inc., Jamestown 1, 
N. Y 


Johns-Manville, New York 16, N 

Just Mig. Co., Franklin Park 31, Ill 

Kewaunee Mig. Co., Adrian 21, Mich. 

Libbey-Owens-Ford Glass Co., Toledo 2, Ohio 

McDonald Company, Reading 67, Mass. 

Marsh Wall Products, Division of 
ite Corp., Dover 22, Ohio 

Maysteel Products, Inc., Milwaukee 3, Wis. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Met-L-Wood Corp., Chicago 38, Ill. 

National Hospital Furniture Division of Na- 
tional Industries, Inc., Odenton 13, Md. 

Phoenix Furniture Corp., Sheboygan 81, Wis. 

Pittsburgh Plate Glass Co., Glass Divi- 
sion, Pittsburgh 22, Pa. 

Sheldon Equipment Co., E. H., Muskegon 40, 
Mich. 

Watson Mig. Co., Inc., 


Mason- 


Jamestown 1, N. Y. 


TOWELS: PAPER 


Draper Products. Appleton 12, Wis. 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 
Zep Mig. Co., Atlanta 18, Ga. 


Abco, Inc., McKeesport 34, Pa. 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Paper & Plastic Products, Inc., Mil- 
waukee 12, Wis. 

Bay West Paper Co., Green Bay 3, Wis. 

Blank Drug Corp., Long Island City 5, N. Y 

Brown Co., New York 17, N. Y. 

Busse Hospital Disposables Inc., Great Neck 

‘ Y. 

Consolidated Cover Co., San Francisco 24, 
Calif. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Don & Co., Edward, Chicago 16, Ill. 

Fort Howard Paper Co., Green Bay 5, Wis 

Hoffmaster Co., Inc., Oshkosh 2, Wis. 

Industrial Chemical Laboratories, Inc., 
2, Nebr. 

Kimberly-Clark Corp., Neenah 57, Wis. 

Marathon, Division of American Can Co., Nee- 
nah 57, Wis. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Northern Paper Mills, A Marathon Division of 
American Can Co., Green Bay 2, Wis 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y 

Physicians & Hospitals Supply Co., Inc., Min 
neapolis 3, Minn. 

Pick Co., Inc., Albert, Chicago 8, Ill 

Ross, Inc., Will, Milwaukee 12, Wis. 

Scott Paper Co., Philadelphia 13, Pa. 

Sexton & Co., John, Chicago 32, Ill 

Steiner Co., Chicago 11, Ill. 

Stetson Co., M.D., Boston 18, Mass 

Straubel Paper Co., Green Bay 2, Wis 

U. S. Hospital Supply Corp., New York 3, 
N. Y. 

Verdolyack, Inc., A. G., Kalamazoo 4, Mich 

West Chemical Products, Inc., Long Islqnd 
City 1, N. Y. 

Whitestone Products Corp., Farmingdale °35, 
N. Y. 

Woodlets Inc., Buffalo 3, N. Y. 


Omaha 


TOWELS AND TOWELING 

IPCO Hospital Supply Corp.. New York 13, 
N. Y. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Alley Co., Inc., E. E., Sloatsburg 74, N. Y 

Baker Linen Co., H. W., New York 13, N. Y. 

Burrows Co., Chicago 45, Ill. 

Cannon Mills, Inc., New York 20, N. Y. 

Carolina Absorbent Cotton Co., Division of 
Barnhardt Mig. Co., Inc., Charlotte 1, N. C. 

Clark Linen & Equipment Co., Chicago 6, Ill 

Debs Hospital Supplies, Inc., Chicago 31, IIl. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Il. 

Don & Co., Edward, Chicago 16, Ill. 





Dundee Mills Inc., New York 18, N. Y. 

Fast Co., James G., Chicago 7, Ill. 

Hardy & Co., Inc., James G., New York 
10, N. Y. 

Jamieson Inc., Chicago 5, Ill. 

Kansas City White Goods Mig. Co., Kan- 
sas City 8, Mo. 
Marshall Field & Co., 

cago SM, Ill. 


Contract Division, Chi- 


Mills Hospital Supply Co., Chicago 45, Ill. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, IIl. 

Pacific Mills Domestics, New York 18, N. Y. 

Rhoads & Company, Philadelphia 8, Pa. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Standard Textile Co., Inc., Cincinnati 37, Ohio 

Startex Mills, New York 13, N. Y. 

Stevens & Co., Inc., J. P. New York 36, N. Y. 

Straus-Duparquet, Inc., New York 3, N. Y. 

Webb Mig. Co., Philadelphia 33, Pa. 

Wellington Sears Co., Inc., New York 18, N. Y. 

Whitehouse Mfg. Co., Chicago 10, Il! 


TRACKS: TRAVERSE 
(CURTAIN) 


General Cubicle Co., Ambler 2, Pa. 
Robert Industries, Inc., H., St. Louis 10. Mo. 


ADC Drapery Track Corp., Allentown 3, Pa 

Beltor Mfg. Corp., Marlton 53, N. J. 

Capital Cubicle Co., Inc., Brooklyn 32, N. Y. 

Grant Pulley & Hardware Corp., Eastern Divi- 
sion, West Nyack 94, N. Y. 

Hill-Rom Co., Inc., Batesville 6, Ind. 

Jiffy Join, Inc., New York 16, N. Y. 

Marshall-McMurray Co., Los Angeles 26, Calif. 

Nelson Co., Inc., A. R., Hospital Division, 
Long Island City 1, N. Y. 

Plastic Products, Inc., Richmond 23, Va. 

Reliable Metal Products Co., Inc., 
Vernon 50, N. Y. 

Silent Gliss, Inc., Freeport 32, Ill. 

Stanley-Judd Division of The Stanley Works, 
Wallingford 92, Conn. 

Textura Ltd., Beverly Hills 10, Calif 


TRACTION APPARATUS: 
FRACTURE BED 

DePuy Mig. Co., Iuc., Warsaw 80, Ind. 

Posey Co., J. T., Pasadena 7, Calif. 


Stryker Corp., Kalamazoo 1, Mich. 
Zimmer, Warsaw 80, Ind. 


Mount 


Camp & Co., S. H. Jackson 4, Mich. 

Conco Surgical Products, Inc., Bridgeport 5, 
Conn. 
Orthopedic 
4, Ind. 
Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Il. 
Stanley Physical Therapy Equipment & Supply 

Co, Chicago 6, Ill. 


TRAINING PROGRAM: 
CUSTODIAN’S 


National Sanitary Supply Association, Chicago 
6, Ill. 


TRANSCRIPTION EQUIPMENT: 
ELECTRONIC 


Dictaphone Corp., New York 17, N. Y. 

Gray Mig. Co., Tecumseh 86, Mich. 

Rheem Califone Division of Rheem Mfg. Co., 
Los Angeles 16, Calif. 


Equipment Co., Inc., Bourbon 


TRAPS: FLOAT AND 
THERMOSTATIC 


American Air Filter Co., Inc., Louisville 8, Ky. 
Dunham-Bush, Inc., West Hartford 10, Conn. 
Sarco Co., Inc., New York 22, N. Y. 


TRAYS: ASH 
Davenport & Son Co., A. C., Palatine 67. Ill. 


Baylis Industries, Inc., Bloomfield 3, N. J 

Continental Can Co., Inc., New York 17, N. Y. 

Ekco Containers, Inc., Wheeling 90, Ill. 

Hosp-i-Ware Products Division of Bloomfield/ 
Silex Industries, Inc., Chicago 32, Ill. 

Jeannette Glass Co., Jeannette 44, Pa. 

Legion Utensils Co., Long Island City 1, N. Y 

Libby Glass Division, Owens-Illinois, Toledo 
1, Ohio 

McDonald Products Corp., Buffalo 10, N. Y. 


Polar Ware Co., Sheboygan 82, Wis. 

Service Ideas, Inc., Minneapolis 2, Minn. 

Watrous, Inc., Bensenville 6, Ill. 

Wear-Ever Aluminum, Inc., New Kensington 
Pa. 


TRAYS: BED (FOLDING LEG) 


Beam Metal Specialties, Inc., Long Island City 
3 ay Old Lyme 71, Conn. 

Edco Surgical Supply Co., Inc., New York 23, 
Guandien Bootecte On., tan. B. Hollywood 5. 
IPO Hospital Supply Corp., New York 13. 


Kuttnauer Mfg. Co., Inc., Detroit 7, Mich. 
Royalmetal Corp., New York 16, N. Y. 


Admiral Equipment Co., New York 11, N. Y. 
American Wheel Chair Division, Institutional 
Industries, Inc., Cincinnati 38, Ohio 
Blank Drug Corp., Long Island City 5, N. Y. 
Clark Linen & Equipment Co., Chicago 6, IIl. 
Debs Hospital Supplies, Inc., Chicago 31, Ill. 
Don & Co., Edward, Chicago 16, Ill. 
Graham-Field Surgical Co., Inc., 
side 77, N. Y. 
Hard Mig. Co., Buffalo 7, N. Y. 
Hosp-i-Ware Products, Division of Bloomfield/ 
Silex Industries, Inc., Chicago 32, Ill. 
Hospital Supply Co., Inc., Long Island City 1, 
we 


Wood- 


Keystone Cane & Crutch Co., Norristown 


Long Island City 1, 


1, Pa. 
Legion Utensils Co., Inc., 
N. Y. 


Macrobiotics, Inc., Whitestone 57, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Replogle Globes, Inc., Chicago 39, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Shampaine Industries, Inc., Carrom Division, 
Ludington 31, Mich. 

Specialties Mfg. Co., Inc., 

U. §S. Hospital Supply Corp., 


Stratford 97, Conn. 
New York 3, 


Wear-Ever Aluminum, Inc., New Kensington, 


68, Pa. 
Wocher & Son Co., Max, Cincinnati 2, Ohio 


TRAYS: MEDICINE, DRESSING, 
INSTRUMENT 


Beam Metal Specialties, Inc., Long Island City 
3. N. Y¥. 

Brewster Corp., Old Lyme 71, Conn. 

. Hospital Supply Corp. New York 13, 


m5 Mig. Co., . Detroit 7, Mich. 


American Hospital Supply Corp., Evanston 1, 
Ill. 


Bunn Corp., John, Buffalo 9, N. Y 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Continental Hospital Supply, Inc., Cleveland 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Dittmar & Penn Corp., Philadelphia 44, Pa. 

Graham-Field Surgical Co., Inc., Woodside 77, 
ae A 


Hospac Corp., Woodside 77, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md 

Mueller & Co., v., Chicago 12, I. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis. 

*. a Hospital Supply Corp., New York 3, 

Welw Ever Aluminum, Inc., New Kensington 

68, Pa 


TRAYS: SERVING (PLASTIC, 
STAINLESS 


Beam Metal Specialties. Inc., Long Island City 
Gonriion Products Co., Inc., N. Hollywood 5, 
IPCO Hopital Supply Corp., New York 13, 
eaianie Mig. Co.. Inc., Detroit 7. Mich. 


Admiral Equipment Co., New York 11, N. Y. 


ee Hospital Supply Corp., Evanston 1, 


Pi Pee Wheel Chair Division, Institutional 
Industries, Inc., Cincinnati 38, Ohio 

Bel-Art Products, Pequannock 40, N. J. 

Blank Drug Corp., Long Island City 5, N. Y. 

— County Enterprises, Inc., Quakertown 
1, Pa. 

Cambro Inc., Huntington Beach 48, Calif. 

Carrollton Mfg. Co., Carrollton 15, Ohio 

Clark Linen & Equipment Co., Chicago 6, Ill. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Don & Co., Edward, Chicago 16, Ill. 

General Tire & Rubber Co., Bolta Products 
Division, Lawrence 42, Mass. 

=". Supply Corporation, New York 13, 


Hosp-i-Ware Products Division of Bloomfield/ 
Silex Industries, Inc., Chicago 32, II. 

Keyes Fibre Co., Waterville 2, Maine 

Keystone Cane & Crutch Co., Norristown 1, 


a. 

Le Beau Products Co., Ferndale 20, Mich. 

—s Utensils Co., Inc., Long Island City 1, 
Y. 


Meinecke & Co., Inc., Baltimore 4, Md. 

— Fiber Glass Tray Co., Linesville 24, 
a. 

Mueller & Co., V., Chicago 12, Ill. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Il. 

Pick Co., Inc., Albert, Chicago 8, Ill. 

Plasta-Medic, Inc., Pasadena 1, Calif. 

Plastics Mfg. Co., Dallas 24, Texas 

Polar Ware Co., Sheboygan 82, Wis. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Si Lite, Inc., Chicago 39, Ill. 

Specialties Mig. Co., Inc., Stratford 97, Conn. 

Straus-Duparquet, Inc., New York 3, N. Y. 

as as Hospital Supply Corp., New York 3, 


Ca 
United States Rubber Co., New York 20, N. Y. 
Vollrath Co., The, Sheboygan 82, Wis. 
Wear-Ever Aluminum, Inc., New Kensington 
68, Pa. 
Zoia Banquetier Co., Inc 


TREADS: SAFETY (BATHTUB 
AND SHOWER) 


Hendrickson, Inc., Minneapolis 11, Minn. 
Slip-X Safety Treads, Inc., Springfield 5, Ill. 


TREADS: STAIR 


Alberene Stone, Division of The Georgia Mar- 
ble Co., New York 16, N. Y. 

Aluminum Co. of America, Pittsburgh 19, Pa. 

American Biltrite Rubber Co., Amtico Floor- 
ing Division, Trenton 7, N. J. 

— Floor Products Co., Washington 16, 

American Mat Corp., Toledo 2, Ohio. 

Armstrong Cork Co., Lancaster 4, Pa. 

Buxbaum Co., Canton 1, Ohio 

Johnson Rubber Co., Special Products Divi- 
sion, Middlefield 62, Ohio 

Koffler Sales Corp., Chicago 18, Ill. 

Melflex Products Co., Inc., Akron 8, Ohio 

Musson Rubber Co., R. C., Akron 6 Ohio 

National Terrazzo & Mosaic Ass‘n, Inc., Wash- 
ington 6, D. C. 

R.C.A. Rubber Co., Akron 5, Ohio 

——s Floor Products, Inc., Tuscumbia 74, 

a. 

Safe Tread Co., Inc., Ridgewood 50, N. J. 

U. S. Ceramic Tile Co., Canton 2, Ohio 

Vermont Marble Co., Proctor 65, Vt. 

Wooster Products, Inc., Wooster 91, Ohio 


TRIM: METAL 


Crucible eo Company of America, Pitts- 
burgh 30, 

Dahlstrom bio’ Corp., Jamestown 1, N. Y. 

Inland Steel Products Co., Milwaukee 1, Wis. 

Kawneer Co., Niles 20, Mich. 

Marsh Wall Products, Division of Masonite 
Corp., Dover 22, Ohio 

Overly Mfg. Co., Greensburg 1, Pa. 

Trussbilt Division of Siems Bros., Inc., St. 
Paul 8, Minn. 


, Cleveland 3, Ohio 


TRUCKS: MAINTENANCE 


Gennett & Sons, Inc., Richmond 74, Ind. 

Market Forge Co., Everett 49, Mass. 

Swartzbaugh Division, United Service Equip- 
ment Co., Inc., Murfreesboro 31, Tenn. 
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TRUCKS: MAINTENANCE 


—Cont'd. 


United Service Equipment Co., Inc., Palmer 
69, Mass. 
Zep Mig. Co., Atlanta 18, Ga. 


McKeesport 34, Pa 


TRUCKS: OXYGEN 
CYLINDER 


Liquid Carbonic Division of General Dynam- 
ics Corp., Chicago 3. Ill. 

Lumex, Inc., General 
Corp.. Bay Shore 6, N. Y. 

Ohio Chemical & Surgical Equipment Co., A 
Division of Air Reduction Co., Inc.. Madison 
10, Wis. 

Shampaine Industries, Inc., St. Louis 4, Mo. 


Medical Equipment 


Washington 


Ww 


TRUCKS AND CARTS 
(LAUNDRY, LINEN SERVICE, 
sre, SERVICE, UTILITY, 


American Laundry Machinery Industries, Cin- 
cinnati 12, Ohio 

Ametek. Inc., Troy Laundrite Division, East 
Moline 44, Ill. 

Brewer Co., E. F., Butler 7, Wis. 

Crescent Metal Products, Inc., 
Ohic 

Crimsco, Inc., Kansas City 30. Mo. 

Duke Mig. Co., St. Louis 60, Mo 

Edco Surgical Supply Co., Inc., 
23. N. Y. 

Gennett & Sons, Inc.., 

IPCO Hospital Supply Corp. 
N. Y. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Lakeside Mig. Inc., Milwaukee 7. Wis. 

Lumex Inc., General Medical Equipment 
Corp.. Bay Shore 6. N. Y. 

Market Forge Co., Everett 49, Mass. 


Cleveland 8, 


New York 


Richmond 74, Ind. 
New York 13, 


Seco Company, Inc., St. Louis 77, Mo. 

Sh stri Inc., St. Louis 4, Mo. 

Swartzbaugh Division, United Service Equip- 
ment Co., Inc., Murfreesboro 31, Tenn. 

Troy Laundrite, A Division of Ametek. Inc., 
East Moline 44, Ill. 

United Service Equipment Co., Inc., Palmer 
69, Mass. 








Crimsco, Inc. 
5001 E. S9th Street 
Kansas City, Mo. 64130 


See our advertisement in the 
Catalog Section 
for details on our 
Mobile Conveyors 











Abco, Inc., McKeesport 34, Pa 

Admiral Equipment Co., New York 11, N. Y. 

Advance Food Service Equipment, Inc., West- 
bury 90, L. I., N. Y 

Aloe-Health & Scie 
St. Lruis 3, Mo 

American Hospital Supply Corp., Evanston 1, 


ion of Brunswick, 


nee Divis 


Alloy Industries, Inc., Union 83, N. J. 
Inc., S., Weehawken 87, N. J 
cs & Perkins, Inc., Detroit 16, Mich. 
County Enterprises, Inc., Quakertown 
l, Pa 
rows Co., Chicago 45, Il. 
Caddy Corp. of America, Secaucus $4, N. J 
San-Pro Corp., Fond du Lac 36, Wis 
r Corp Santa Monica 4, Calif 
t-Hoffmann Corp., North Chicago 64, Ill. 
lark Linen & Equipment Co., Chicago 6, Ill 
Colson Corp., Chicago 1], Ill 
Yontinental Hospital Supply, Inc., 
?, Ohio 
Debs Hospital Supplies, Inc., Chicago 31, III 
Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill 
Don & Co., Edward, Chicago 16, Ill 
E. P. Co., Inc., Los Angeles 21, Calif 
Eastern Steel Rack Co., Boston 25, Mass. 
Ellis Drier Co., Chicago 39, Ill 
Fairbanks Co., New York 3, N. Y 
Dishwasher Co., Inc., Rochester 


Cleveland 


ra 


Federal Fiber Corp., Long Island City 2, N.Y. 

Fischman Co., Philadelphia 33, Pa. 

Food Warming Equipment Co., Inc., Elk 
Grove Village 7, Ill 

Franklin Co., Inc., Bernard, Philadelphia 24, 
Pa 

Frick Co., W. H., Division of Lincoln Mfg. Co., 
Fort Wayne 8, Ind 

l Co., Colorado 
Corporation, 


Springs 9, Colo. 
New York 13, 


: Corp., Woodside : Y. 
Ware Products i 
field/Silex Industries 
Institutional Industries, 
Ohio 
s & Jarvis Division, United Service Equ 
nt Co., Inc., Palmer 69, Mass 
Kohnstamm & Co., Inc., H., Chicago 11, Ill 
Lane & Bros., Inc., W. T., Poughkeepsie | 
N. Y 
Leebaw Mig. Co., Canfield 6, Ohio 
Lenderking Metal Products, Inc., 
24, Md 
Lexco Engineering & Mig. Corp., Souderton 
64, Pa 
Lincoln Mig. Co., Inc., Fort Wayne 8, Ind. 
Mc aatock Mig. Co., A Division of Ekco 
Products Co., Whittier 8, Calif 
McDonald Company, Reading 67, Mass 
MacBick Co., Wilmington 87, Mass. 
Major Laboratory Mig. Co., Oklahoma City 1, 
la 
Meese, Inc., Madison 50, Ind 
Meinecke & Co., Inc., Baltimore 4, Md 
Mercury Mig. Co., Division of Steele-Harri- 
son Mfg. Co., Hialeah 10, Fla 
Mills Hospital Supply Co., Chicago 45, Ill 
Meuller & Co., V., Chicago 12, Ill 
Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 
Nutting Truck & Caster Co., Inc., Food Serv- 
ice Division, Faribault 21, Minn. 
Pedigo Products, Inc., Huntington Beach 46, 
Calif 
Penn-Chem Corp., Lancaster 2, Pa. 
Physicians & Hospitals Supply Co., Inc., 
Minneapolis 3, Minn. 


Bloom 
Chicago 32, Ill 
Cincinnati 38, 


Baltimore 


Pick Co., Inc., Albert, Chicago 8, Ill. 

Progressive Metal Equipment, Inc., Philadel- 
phia 11, Pa. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Rubbermaid Inc., Wooster 92, Ohio. 

Serv-O-Lift Corp., Dorchester 25, Mass 

Shampaine Industries, Inc., Wilson Division, 
Columbus 6, Ga. 

Southern Equipment Co., St. Louis 77, Mo. 

Straus-Duparquet, Inc., New York 3, N. Y. 


Super-Sturdy Inc., New York 12, N. Y. 

Tab Products Co., San Francisco 3, Calif. 

Tecni-Quip Industrial Systems, Paramount 24, 
Calif. 

Theodore Equipment Corp., Wood-Ridge 75, 
N. J 


Thorner Mfg. Co., Inc., Tamaqua 52, Pa. 

U. S. Hospital Supply Corp., New York 3, 
N. Y 

Van: Range Co., John, Cincinnati 2, Ohio 

Wasserstrom & Sons, Inc., N., Columbus 7, 
Ohio 

White Mop Wringer Co., Division of Elec- 
trolux Corp., Fultonville 72, N. Y. 

Young Co., Paul O., Line Lexington 32, Pa. 


TUBES: DRAINAGE (BEDSIDE) 
Bard, Inc., C. R., Murray Hill 71, N. J. 


TUBES: DRINKING 


Flex-Straw Co. International, Santa Monica 6, 

Calif. 

Tufline Plastics, Inc., Butler 7, Wis. 
Anchor Plastics Co., Inc., Long Island City 6, 

a Tv. 

Armstrong Cork Co., Lancaster 4, Pa. 
Bel-Art Products, Pequannock 40, N. J 
Busse Hospital Disposables Inc., 

a &. & 

Clark Linen & Equipment Co., Chicago 6, Ill. 
Columbus Plastic Products, Inc., Columbus 

23, Ohio 
Curvlite Surgical Products Division of Mas- 

tercraft Medical & Industrial Corp., Long 

Island City 1, N. Y. 

Debs Hospital Supplies, Inc., Chicago 31, 

Il. 

Harold Supply Corporation, New York 13, 

N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 

Mills Hospital Supply Co., Chicago 45, Ill. 
National Soda Straw Co., Chicago 8, Ill. 
Pennsylvania Glass Products Co., Inc., Pitts- 

burgh 13, ' 

Physicians & Hospitals Supply Co., Inc., 

Minneapolis 3, Minn. 

Ross, Inc., Will, Milwaukee 12, Wis. 
Safe-T Pacific Co., Redwood City 63, — 
Stone Straw Corp., Washington 17, D. C. 


TUBES: ENEMA (DISPOSABLE) 


Clyserol Laboratories, Inc., Oklahoma City 
1, Okla. 


Great Neck 


Bard-Parker Co., Inc., A Division of Becton, 
Dickinson & Co., Rutherford 70, N. J. 

Busse Hospital Disposables Inc., Great Neck 
7. i. 

MacBick Co., Wilmington 87, Mass. 

Pharmaseal Laboratories, Glendale 1, Calif. 

Sterilon Corp., Buffalo 11, N. Y. 


TUBING: URINARY DRAINAGE 


Bard, Inc., C. R., Murray Hill 71, N. J. 

Bittner Corp., New York 13, N. Y. 

Everest & Jennings. Inc., Los Angeles 25, 
Calif. 

IPCO Hospital Supply Corp.. New York 13, 
N, Y. 


Bard-Parker Co., Inc., A Division of Becton, 
Dickinson & Co., Rutherford 70, N. J. 

Becton, Dickinson & Co., Rutherford 70, N. J. 

Davol Rubber Company, Providence 1, R. I. 

Hospital Supply & Development Co., Inc., 
Braddock 4, Pa. 

Kendall Co., The, Hospital Products Division, 
Chicago 6, Ill. 

MacBick Co., Wilmington 87, Mass. 

Perry Rubber Cc., Massillon 46, Ohio 

Pharmaseal Laboratories, Glendale 1, Calif. 

Pratt Hospital Equipment Co., Subsidiary of 
Everest & Jennings, Inc., Los Angeles 25, 
Calif. 

Rubber-Latex Products, Inc., 
2i, io 

Sterilon Corp., Buffalo 11, N. Y. 


Cuyahoga Falls 





Orthopedic Traction 
involves a large team in your nursing home— 





ZIMCODE - traction training talk 














ZIMCODE - traction handbooks 
FASTRAC - A Zimcode time saver 








say = 


ZIMCODE helps this team. 


ZIMCODE is the most comprehensive in-service traction program ever attempted by any- 
one. We knew that a good company, with such a helpful program, would be favorably re- 
ceived and well considered. We were right; our men are working night and day! Some of 
us are down right exhausted. Nursing home enthusiasm has been unbelievably high. 

Remember you don’t have to buy or use ZIMCODE traction components in order to re- 
ceive this great in-service training program, but we have a sneaky feeling you'll prefer our 
components (if you’re not already using them). 


Why don’t you contact the Zimmer distributor for your nursing home? Or, get the 
complete details from department M19. ZIMMER ® WARSAW, INDIANA ij 


For more facts circle 83 on reply card 








TUMBLERS: DRYING AND 
CONDITIONING (LAUNDRY) 


American Laundry Machinery Industries, Cin- 
cinnati 12, Ohio 

Ametek, Inc., Troy Laundrite Division, East 
Moline 44, Ill. 

Huebsch Originators, Milwaukee 1, Wis. 

Pellerin Milnor Corp., New Orleans 19, La. 

Troy Laundrite. A Division of Ametek, Inc., 
East Moline 44, Ill. 


er Co , Chic 
xxt ; Chicago 48, Ill 
ial "Prod acts Corp., Waco 3, Texas 
t Minneape 
’ Jopl & 
Milwau kee 1, Wis. 


ision of McGraw-Edison 


cago 39, Ill. 


ver 2, Colo 
shicago 


TUMBLERS: GLASS, PLASTIC, 
ALUMINUM, STAINLESS 
STEEL, ETC. 


Edco Surgical Supply Co., Inc 
N. Y. 
—. Hospital Supply Corp., 


» New York 23, 
New York 13. 
Detroit 7, Mich. 


New York H, N. Y 
Evanston 1, 


7 Mig. Co., Inc., 


iral Equipment Co., 

m pital Supply Corp., 
Aurora 7, Ill 

, Lan 

F | Pequannock 40, N. J 
Moldi ng Corp., Boonton 5, N. J 

en & Equipment Co., Chicago 6, Ill 

; New York | 


Cleveland 


nan 40, M Iss 
Corp., New York 3 
eboygan 82, Wis 
TURNERS: PAGE (AUTOMATIC, 
ELECTRIC) 
ok 71,V. 


yentex Cor 


d Tool orks a 8, Minn 
Home Produc American Hospital 
Sorp., Evanston 1, Ill 

on Corp., J. A Se eS 
tation Products a ision of American 
Supply Corp., Evanston |, Ill 
ULTRASONIC THERAPY 
EQUIPMENT 


Health & Science Division of Brunswick, 
Louis 3, Mo. 


American Hospital Supply Corp., Evanston I, 
I. 

Birtcher Corp., Hospital Division, Los Angeles 
32, Calif. 

Burdick Corp., Milton 63, Wis. 

Dallons Laboratories, Division of Interna- 
tional Rectifier Corp., El Segundo 46, Calif. 

Fischer & Co., R. A., Glendale 3, Calif. 

Mettler Electronics Corp., Pasadena 1, Calif. 

Rehabilitation Equipment Inc., New York 28, 
N. Y 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 

Stanley Physical Therapy Equipment & Sup- 
ply Co., Chicago 6, Ill. 


UNDERPADS (DISPOSABLE) 


Kuttnauer Mig. Co., Inc., Detroit 7. Mich. 

Posey Co., J. T., Pasadena 7, Calif. 

Acme Cotton Valley 
Stream 82, N 

Aloe-Health & Science Division of Brunswick 
St. Louis 3, Mo. 

Brown-Bridge Mills, Inc., Troy 73, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Diana Mig. Co., Green Bay 4, Wis 

Johnson & Johnson — Hospital Division, New 
Brunswick 1, N. J 

Kendall Co., The, Hospital Products Division 
Chicago 6, Ill. 

Lowndes Products, Inc., Philadelphia 31, Pa 

Marsales Co., Inc., New York 18, N. Y 

Meinecke & Co., Inc., Baltimore 4, Md. 

Parke, Davis & Co., Surgical Dressings Sales 
Detroit 32, Mich. 

Ross, Inc., Will, Milwaukee 12, Wis 

Seamless Rubber Co., New Haven 3, Conn 


Products Co., Inc., 
Y. 


UNIFORMS AND GOWNS: 
PERSONNEL (ALL-TYPES) 


Draper Products, Appleton 12, Wis. (Paper) 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


American Hospital Supply Corp., Evanston 1, 
Ill. 

Angelica Uniform Co., St. Louis 66, Mo 

Burrows Co., Chicago 45, Ill 

Clark Linen & Equipment Co., Chicago 6, Ill 

Croydon Mig. Co., Inc., New York 1, N. Y 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Don & Co., Edward, Chicago 16, Ill 

Fashion Seal Uniforms, New York 1, N. Y. 

Fast Co., James G., Chicago 7, Ill 

Jamieson Inc., Chicago 5, Il. 

Lin Mig. Co., Oklahoma City 1, Okla 

Melrose Hospital Uniform Co., Inc., 
Brooklyn 22, N. Y. 

Mills Hospital Supply Co., Chicago 45, Ill. 

Ross, Inc., Will, Milwaukee 12, Wis 

Shane Uniform Co., Inc., Evansville 7, Ind 

Snowhite Garment Mig. Co., Milwaukee 4, 
Wis 

Standard Textile Co., 


Whitehouse Mig. Co., 


Inc., Cincinnati 37 


Chicago 10, III 


URINALS: MALE AND 
FEMALE 


Bard, Inc., C. R.. Murray Hill 71. N. J. 

Bittner Corp.. New York 13, N. Y. 

IPCO Hospital Supply Corp.. New York 13. 
N. Y. 


Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


New York 11, N. Y 

1-Art Products , Pequannock 40, N. J. 

Slant Drug Corp., Long Island City 5, N. Y 

Curvlite Surgical Products Division of Mas- 
ercraft Medical & Industrial Corp., Long 
Island City 1, N 

Davol Rubber Company, Providence 1, R. I. 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Don & Co., Edward, Chicago 16, Ill. 

Graham-Field Surgical Co., Inc., Woodside 
77, N. Y. 

Jones Metal Products Co., Zylon Products 
Inc., Subsidiary, West Lafayette 45, Ohio 

Meinecke & Co., Inc., Baltimore 4, Md 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, IIL 

Plasta-Medic, Inc., Pasadena 1, Calif 

Polar Ware Co., Sheboygan 82, Wis. 

Preston Corp., J. A., New York 13, N. Y 

Ross, Inc., Will, Milwaukee 12, Wis. 

Rusch, Inc., New York 11, N. Y. 


U. S. Hospital Supply Corp., New York 3, 
N. ¥ 


Vollrath Co., The, Sheboygan 82, Wis. 


URINARY APPLIANCES 


Bard, Inc., C. R., Murray Hill 71. N. J. 
Bittner Corp., New York 13, N. Y. 


Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Cystoscope Makers, Inc., 
Manor 3. > 

Davol Rubber Company, Providence 1, R. I 

Macrobiotics, Inc., Whitestone 57, N. Y. 


URNS: COFFEE 


Seco Company, Inc., St. Louis 77, Mo. 
Shampaine Industries, Inc., St. Louis 4, Mo. 
West Bend Co., West Bend 95, Wis. 


American Metal Ware Co., Chicago 10, Ill. 

Best Products Co. (Not Inc.), Chicago 18 
il. 

Blickman, Inc., S., Weekawken 87, N. J 

Cecilware Commodore Products Corp., Long 
Island City 5, N. Y. 

Groen Mig. Co., Elk Grove Village 7, Ill. 

McDonald Company, Reading 67, Mass 

Pick Co., Inc., Albert, Chicago 8, Ill. 

Rowe Co., L. L., Boston 14, Mass. 

Southern Equipment Co., St. Louis 77, Mo. 

Straus-Duparquet, Inc., New York 3, N. Y. 

Vulean-Hart Corp., Louisville 1, Ky. 

Westinghouse Electric Corporation, Pittsburgh 
3, Pa. 


Baylis Industries, Inc., Bloomfield 3, N. J. 

Brandt & Sons, Inc., M., Bronx 57, N. Y. 

Debs Hospital Supplies, Inc., Chicago 31, 
Ill. 


McDonald Products Corp., Buffalo 10, N. Y. 

Mipro Metal Products Co., South San Fran- 
cisco 82, Calif. 

Ross, Inc., Will, Milwaukee 12, Wis. 


UTENSILS: CLINICAL 
(COMPLETE 


Pelham 


LINE) 
IPCO Hospital Supply Corp., New York 13, 
N. Y. 
Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 


Admiral Equipment Co., New York 11, N. Y. 

Aloe-Health & Science Division of Brunswick, 
St. Louis 3, Mo. 

American Hospital Supply Corp., Evanston 1, 
Ill. 

Blank Drug Corp., Long Island City 5, N. Y. 

Burrows Co., Chicago 45, Ill. 

Clark Linen & Equipment Co., 

Continental Hospital Supply, Inc., 
7, Ohio 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Don & Co., Edward, Chicago 16, Ill. 

Harold Supply Corporation, New York 13, 
N. Y. 


Chicago 6, Ill. 
Cleveland 


Hospac Corp., Woodside 77, N. Y. 

Hosp-i-Ware Products Division of Bloomfield/ 
Silex Industries, Inc., Chicago 32, Ill. 

Jones Metal Products Co., Zylon Prod 
ucts, Inc., Subsidiary, West Lafayette 45, 
Ohio 

Meinecke & Co., Inc., Baltimore 4, Md. 

Mills Hospital Supply Co., Chicago 45, Ill. 
Mueller & Co., V., Chicago 12, Ill. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 

Park Surgical Co., Inc., Brooklyn 19, N. Y. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Polar Ware Co., Sheboygan 82, Wis. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Surgicon Corp., New York 3, N. Y. 

U. >. Hospital Supply Corp., New York 3, 


N. Y 
Vollrath Co., The, Sheboygan 82, Wis. 
Wear-Ever Aluminum, Inc., New Kensington 
68, Pa. 
Weck & Co., Inc., Edward, Long Island City 
1, N. 
Weiss & ‘Sons Inc., Max, Stamford 4, Conn. 
Wocher & Son Co., Max, Cincinnati 2, Ohio 


UTENSILS: CLINICAL 
(PLASTIC) 

Bel-Art Products, Pequannock 40, N. J. 

Blank Drug Corp., Long Island City 5, N. Y. 

Busse Hospital Di Inc., Great Neck 





21, N. Y. 
Jones Metal Products Co., Zylon Products, 
Inc., Subsidiary, West Lafayette 45, Ohio 
Plasta-Medic, Inc., Pasadena 1, Calif 
Vollrath Co., The, Sheboygan 82, Wis 


UTENSILS: COOKING 
West Bend Co., West Bend 95, Wis. 


Admiral Equipment Co., New York ll, N. Y 
Anchor Hocking Glass Corp., Lancaster 30 
Ohio 
Carrollton Mfg. Co., Carrollton 15, Ohio 
Corning Glass Works, Corning 31, N. Y 
Don & Co., Edward, Chicago 16, III 
Hall China Co., East Liverpool 20, Ohio 
Hosp-i-Ware Products Division of Bloomfield/ 
Silex Industries, Inc., Chicago 32, Ill 
Legion Utensils Co., Inc., Long Island City | 


N 


Leyse Aluminum Co., Kewaunee 16, Wis 

McDonald Company, Reading 67, Mass 

Pick Co., Inc., Albert, Chicago 8, Ill 

Polar Ware Co., Sheboygan 82, Wis 

Revere Copper & Brass Inc., New York 17, 
N. Y. 

Spun Aluminum Products Corp 
Se 

Straus-Duparquet, Inc., New York 3, N. Y 

Voll ° The, Sheboygan 82, Wis 

Aluminum, Inc., New Kensington 


New York 12 


68, Pa 
UTILITY UNITS: PATIENT'S 
ROOM (BUILT-IN) 


American Sterilizer Co., Erie 6, Pa. 
Shampaine Industries, Inc., St. Louis 4, Mo. 


Aloe-Health & Science Division 


Jamestown Metal Products, Inc., Jamestown 
ez 

Maysteel Products, Inc., Milwaukee 3, Wis 

St. Charles Mfg. Co., Hospital Casework Divi- 
sion, St. Charles 74, Ill. 

Watson Mfg. Co., Inc., Jamestown 1, N. Y 


VACUUM BOTTLES AND 
PITCHERS 


Clark Linen & Equipment Co., Chicago 6, Ill 

Legion Utensils Co., Inc., Long Island City 1, 
N. Y. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Thermos Division of King-Seeley Thermos Co 
Norwich 60, Conn. 

Universal-Stanley, Division of Landers, Frary 
& Clark, New York 22, N. Y. 


VACUUM CLEANERS 


Clarke Floor Machine Division, Studebaker 
Corp., Muskegon 43, Mich. 


Ace-Sycamore, Inc., Sycamore 78, Ill 

Advance Floor Machine Co., Spring Park 84, 
Minn. 

American-Lincoln Corp., Toledo 3, Ohio 

Breuer Electric Mig. Co., Chicago 40, Ill 

Finnell System Division of Masury-Young Co., 
Boston 29, Mass 

General Electric Co., Housewares Division 
Bridgeport 2, Conn. 

General Floorcraft, Inc., Bronx 66, N. Y. 

Graybar Electric Co., Inc., New York 17, N. Y 

Hild Floor Machine Co., Inc., Chicago 7, Ill 

Holcomb Mfg. Co., Inc., J. 1., Indianapolis 7, 
Ind. 

Holt Mfg. Co., Tampa 17, Fla. 

Holub Industries, Inc., Sycamore 78, Ill. 

Hoover Company, North Canton 20, Ohio 

Huntington 50, 


Multi-Clean Products, Inc., St. Paul 16, Minn. 

National Super Service Co., Toledo 24, Ohio 

Nobles Engineering & Mig. Co., St. Paul 6, 
Minn 

Ponsell Floor Machine Co., Huntington 48, 
N. Y 


Pullman Vacuum Cleaner Corp., Boston 15, 
Mass. 
Quaker Maintenance Co., Inc., New York 1, 


N. Y. 
Ross & Story Products Corp., Syracuse 10, N. Y. 
Spencer Turbine Co., Hartford 6, Conn. 
Standardized Sanitation Systems, Inc., Bur- 
lington 3, Mass. 
Stetson Co., M. D., Boston 18, Mass. 
United Floor Machine Co., Inc., Chicago 19, 
Il. 


Western Chemical Co., St. Joseph 1, Mo 
Westinghouse Electric Corporation, Pittsburgh 
30, Pa. 


VALVES: FLUSH (CLOSET, 
URINAL, SERVICE SINK) 


Kohler Co., Kohler 44, Wis. 


Reed-Cromex Corp., Cleveland 12, Ohio 
Sloan Valve Co., Chicago 24, Ill. 

Speakman Co., Wilmington 99, Del. 

Watrous, Inc., Bensenville 6, Ill. 


VALVES: MIXING (ELBOW OR 
KNEE ACTION, PEDAL- 
CONTROL) 


Kohler Co., Kohler 44, Wis. 


Chicago Faucet Co., Des Plaines 18, IIl. 

Crane Co., Plumbing-Heating-Air Conditioning 
Group, Johnstown 7, Pa. 

Lawler Automatic Controls, Inc., Mount Ver- 


St. Louis 3, Mo Huntington Laboratories, Inc., 
Amsco-Excel Division of Ameri terilizer Ind 

Co., Jamestown 1, N. Y Kari-Vac Inc., Chicago 43, Ill 
Geneva Industries, Inc., Hospital Kent Co., Elkhart 14, Ind 

vision, Geneva 3, Ill Lawlor Mfg. Co., S. C., 
Huntington Furniture Corp., Lincolnton 92, Mercury Floor Machines, Inc., 

N. C Park 50, N. J. 


non 52, N. Y. 
Leonard Valve Co., Cranston 7, R. I 
Powers Regulator Co., Skokie 76, Ill. 
Speakman Co., Wilmington 99, Del. 
T. & S. Brass & Bronze Works, Inc., Westbury 
90, L. L, N. Y. 


Melrose Park 60, Ill 
Palisades 





SAVE PRECIOUS TIME!...use 


CLYSEROL® 


THE ORIGINAL 
5 MINUTE ENEMA SOLUTION in the 


disposable plastic container with 


Will you tiya.. 
FREE SAMPLE of RE-ODIT? 
a 


... to PROVE TO YOU there's nothing 
like RE-ODIT to control HOSPITAL and 
NURSING HOME ODORS 





the self-lubricating rip. RE-ODIT has been proved under 


the most trying of hospital con- 
ditions. It does not perfume 
the oir . . . it neutralizes odors, 
leaving a most pleasant, clean, SICK ROOMS 
wholesome odor that is truly 

a pleasure. 


RE-ODIT, the nurses’ friend, is 
easier i a boon to patients, personnel 
and visitors . . . does away with 
the nauseating effects of strong 
odors and provides instead a 
fresh, clean-smelling atmosphere. 
Its astonishing effectiveness can 
be proved by USE ONLY. That 
is why we ook you to try it BATHROOMS 
WITH OUR COMPLIMENTS. We 
want to prove to YOU too, that 
RE-ODIT is a MUST in every 
hospital and nursing home. 


wn 


Clyserol—phosphate and oil retention— 
now the standard enema in thousands of 
hospitals and clinics, has proved safer and 
more efficient than SS enemas... 
to administer more acceptable to 
patients of all ages... 
saver for personnel that its 
small purchase price is quickly 
repaid. Extension included for 
cases where higher release 


point is desired. 


and such a time- 





——, 


AY ONE BOTTLE controls room odors from four to 


Available through your local ten weeks’ time. 


surgical supply dealer N 


ONE DROP controls bedpan odors for four or 
Write Today For Information 


sorte and FREE SAMPLES! 
CLYSEROL LABORATORIES, INC. 


1533 WEST RENO © OKLAHOMA CITY, OKLA. 73101 
a tuntlonimmenenl 


For more facts circle 84 on reply card 


Send today for FREE SAMPLE 


EQUIPMENT 


| five hours after use. 


CLYSEROL LABORATORIES, INC. 


1533 WEST RENO © OKLAHOMA CITY, OKLA. 73101 





VAPORIZERS VITAMINS 


t Chemicals, | Washingtc . Abbott Laboratories, North Chicago &, Il 
American Hospital Supply Corp., Evanston 1, 
on 


Ayerst Laboratories, New York 17, N. Y. 
Blank Drug Corp., Long Island City 5, N. Y 
Interstate Drug Exchange, Inc., Plainview 3, 
L. £. BF. 
Lederle Laboratories Division, American Cya 
namid Co., Pearl River 65, N. Y 
Lilly & Co., Eli, Indianapolis 6, Ind 
N sson & Robbins Inc., New York 17, N. Y 
N Sharp & Dohme, Division of Merck & 
West Point 86, Pa 
Mer rel Co., Wm. S., Division of Richardson- 
Merrell Inc Sincinnati 15, Ohio 
VARNISH Co Riverdale 40, Md 
¢ Organcn Inc., West Or ange 52, N. J 
Parke, Davis, & Co., Detroit 32, Mich 
Pfizer Laboratories Division, Chas Pfizer & Co., 
Inc., New York 17, N. Y 
Philadelphia Laboratories, Inc., Philadelphia 
Pa 


20., Inc 


hlyn Laboratories, Inc., Philadelphia 24, Pa 
I La berate s, Division of Hoffman-La 
che, Inc , Nutley 10, N. J 
libb & ns, E. R., Division of Olin Mathie 
son Chemical Corp. New York 22, N. Y. 
Stuart Co., Pasadena 7, Calif 
harmac al Co., Minneapolis 
t Kalamazoo 1, Mich 
Thite .ehesate Inc., Kenilworth 33, N. J 
Winthrop Laboratories, New York 18, N. Y 
Wolins Pharmaceutical Co., Farmingdale 3, 
es BA 


Vyeth Laboratories 


3, Minn 


Philadelphia 1, Pa 


WADDING: CELLULOSE 
ABSORBENT 


ebs Hospital Supplies, Inc., Chicago 31, III 
Johnson & Johns on — Hospital Division, New 
N 
al] Co The 

Chicago 6, Ill 
Marsales Co., Inc., New York 18, N. Y 
Meinecke & Co., Inc., Baltimore 4, Md 
Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 
VASES: FLOWER Ross, Inc., Will, Milwaukee 12, Wis 


tling Converting Co., Inc., Bound Brook 5, 
. 


Hospital Products Division, 


New York 3, 


VENDING MACHINES: 


WADDING: 
SANITARY NAPKIN G a (CUT 


AND UNCUT 
— Hospital Supply Corp.. New York 13, 
Y. 


Car ina Absor Cotton Co., Division of 
B nhar it Mig. , Inc., Charlotte 1, N. C. 
t Inc., Chicago 31, II. 
- Hospital Division, New 
pital Products Division, 
, New York 18, N. Y. 
ilwaukee 12, Wis 


WAINSCOTING 


, Inc., Frederic, Passaic 56, N. J. 
Co., Cincinnati 15, Ohio 
fisconsin Rapids 94, Wis 

incinnati 32, Ohio 
Rubber Co., Inc., Akron 16, 
trand Rapids Sectional Equipment Co., Grand 
Rapids 6, Mich. (Wood) 
M ~ Wa al] Produ cts, Divis 
, Dover 22, O} 
L Wood Cor; Chic ago 38, Ill 
snail Terrazzo & Mosaic Ass‘n, Inc., Wash- 
ington 6, D. C 
U SS. Ceramic Tile Co., Canton 2, Ohio 
VIALS: CAPSULE, TABLET, Vermont Marble Co., Proctor 65, Vt 
SERUM (GLASS) Vinyl Plastics, Inc., Sheboygan 82, Wis 


ion of Masonite 


We Wood Products Division 


yyerhaeuser Co 


Tacoma 1, Wash. 


WALKERS: INVALID 


American Sterilizer Co., Erie 6. Pa. 

Brewer Co., E. F., Butler 7. Wis. 

Brewster Corp., Old Lyme 71, Conn. 

DePuy Mig. Co., Inc., Warsaw 80, Ind. 

Edco Surgical Supply Co., Inc., New York 23, 
N 


Everest & Jennings, Inc., Los Angeles 25, Calif 

Kadan Co., Inc., D. A.. Yonkers 1, N. Y. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

Lumex, Inc., General Medical Equipment 
Corp., Bay Shore 6, N. Y. 

Zimmer, Warsaw 80, Ind. 


American Hospital Supply Corp., Evanston 1, 
Il 

American Metal Furniture, Inc., 
2, Ind. 

American Wheel Chair Division of Institutional 
Industries, Inc., Cincinnati 38, Ohio 

Atco Surgical Supports, Inc., Cuyahoga Falls 
21, Ohio 

Brandt & Sons, Inc., M., Bronx 57, N. Y. 

Burrows Co., Chicago 45, Ill. 

Cameron Sales Co., Safety Harbor 72, ‘Fla 

Clark Linen & Equipment Co., Chicago 6, Ill 

Crescent Corp., Port Huron 60, Mich 

Debs Hospital Supplies, Inc., Chicago 31, Ill 

Erie City Mfg. Co., Erie 2, Pa 

Gendron Wheel Co., Division of Howe Sound 
Co., Toledo 15, Ohio 

Higgs Associates, Inc., 
N. Y¥ 


Indianapolis 


Homer, New York 16, 


Hospac Corp., Woodside 77, N. Y 
Institutional Industries, Inc., Cincinnati 3, 
hio 

International Hospital Products, Inc 
1, Calif 

Invalex of Ohio, Lodi 54, Ohio 

Invalex Sales Co., Inc., Long Beach 13, Calif 

Keystone Cane & Crutch Co., Norristown 1, Pa 

Magline Inc., Pinconning 50, Mich 

Major Laboratory Mfg. Co., Oklahoma City 1 
Okla 

Meinecke & Co., Inc., Baltimore 4. Md 

Metal-Matic, Inc., Minneapolis 14, Minn. 

Mueller & Co., V., Chicago 12, Ill 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill 

Ortho-Kinetics, Inc., Waukesha 86, Wis. 

Orthopedic Equipment Co., Inc., Bourbon 4, 
Ind. 

Park Surgical Co., Inc., Brooklyn 19, N. Y 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn 

Preston Corp., J. A., New York 3, N. Y. 

Rajowalt Co., Inc., Atwood 2, Ind. 

Rehabilitation Equipment Inc., New York 28, 
N 4 

Rehabilitation Products Division of American 
Hospital Supply Corp., Evanston 1, Ill. 

Ries Mfg. Co., Cincinnati 2, Ohio 

Ross, Inc., Will, Milwaukee 12, Wis. 

U. S. Hospital Supply Corp., New York 3, N. Y. 

Winfield Co., Inc., St. Petersburg 14, Fla. 

Wright Mfg. Co., Memphis 5, Tenn. 


WALLBOARD 


Armstrong Cork Co., Lancaster 4, Pa. 

Barrett Division, Allied Chemical Corp., New 
York 6, N. Y. 

Bestwall Gypsum Co., Paoli 1, Pa 

Celotex Corp., Chicago 3, Ill 

Flintkote Co., New York 20, N. Y 

Johns-Manville, New York 16, N. Y. 

Marsh Wall Products, Division of Masonite 
Corp., Dover 22, Ohio 

National Gypsum Co., Buffalo 2, N. Y. 

Ruberoid Co., New York 17, N. Y. 

United States Gypsum Co., Chicago 6, Ill 


, Glendale 


WALLS: EXTERIOR 
(STRUCTURAL) 


Adams & Westlake Co., Elkhart 14, Ind. 
Bayley Co., William, Springfield 3, Ohio 
Ceco Steel Products Corp., Chicago 50, Ill. 
Cupples Products Corp., St. Louis 44, Mo. 
Fenestra, Inc., Architectural Products Divi- 
sion, Lima 2, “Ohio 
Flynn Mig. Co., Michael, rea 24, Pa. 
Marmet Corp., Wausau l, 
Michaels Art Bronze Co., The, Covington 12, 
Ky. 
National Gypsum Co., Buffalo 2, N. Y. 
Valley Metal Products Co., Plainwell 80, Mich. 
Ware Aluminum Windows, Inc., Miami 35, Fla 


WARDROBES 


Brunswick Corp., Commercial Furniture Divi- 
sion, Kalamazoo 3, Mich. 

Kuttnauer Mfg. Co., Inc., Detroit 7, Mich. 

Royalmetal Corp., New York 16, N. Y. 

Shampaine Industries. Inc., St. Louis 4, Mo. 

Simmons Co., Contract Division. Chicago S4, 
ml. 





Admiral Equipment Co., New York ll, N. Y. 

All-Steel Equipment Inc., Aurora 7, Ill. 

Aloe-Health & Science Division of Brunswick, 
St. Louis as Mo. 

Amsco-Excel Division of American Sterilizer 
Co., Jamestown 1, N. Y. 

Art Metal, Inc., Jamestown 1, N. Y. 

Blickman, Inc., S., Weehawken 87, N. J. 

Eichenlaubs, Pittsburgh 1, Pa. 

General Fireproofing Co., Youngstown 1, Ohio 

Geneva Industries, Inc., Hospital Casework Di- 
vision, Geneva 3%, Ill. 

Hard Mig. Co., Buffalo 7, N. Y. 

Harrison Steel Cabinet Co., 

Hausmann Woodwork, Inc., 


Chicago 44, Ill. 
W. R., Bronx 52, 


Hill-Rom Co., Inc., Batesville 6, Ind. 

Jamestown Metal ‘Products, Inc., Jamestown 1, 
N. Y. 

Lyon Metal Products, Inc., Aurora 7, Ill. 

Maysteel Products, Inc., Milwaukee 3, Wis. 

Mills Hospital Supply Co., Chicago 45, Ill. 

Nelson Co., Inc., A. R., Long Island City 1, 
N. Y. 


Penco Products Inc., Oaks 56, Pa. 

Phoenix Furniture Corp., Sheboygan 81, Wis. 

Republic Steel Corp., Mig. Division, Youngs- 
town 5, Ohio 

St. Charles Mfg. Co., Hospital Casework Di- 
vision, St. Charles 74, Ill. 

Shamp.ine Industries, Inc., 
Ludington 31, Mich. 

Supreme Steel Equipment Corp., Brooklyn 32, 
N. Y 


Carrom Division, 


Thorner Mfg. Co., Inc., Tamaqua 52, Pa. 
Watson Mfg. Co., Inc., Jamestown 1, N. Y. 
Wocher & Son Co., Max, Cincinnati 2, Ohio 


WARMERS: BED (ELECTRIC) 
Battle Creek Equipment Co., Battle Creek 17, 


Mich. 
Hospital Supply Co., Inc., Long Island City 
1, N. Y. 


American Sterilizer Co., Erie 6, Pa. 
IPCO Hospital Supply Corp., New York 13, 
N. Y. 


Kuttmauer Mig. Co., Inc., Detroit 7, Mich. 

Scientific Equipment Mig. Corp., Larchmont 
38, N. Y. 

Shampaine Industnes. Inc., St. Louis 4, Mo. 


M 


©., Jamestown 1, N _ 
Atlantic Alloy Industries, Inc., Union 83, N. J. 
Blickman, Inc., S., Weehawken 87, N. J. 
Castle Co., Wilmot Subsidiary of Ritter Corp., 
Rochester 23, N. Y. 
Debs Hospital Supplies, Inc., Chicago 31, Ill. 
Hospital Supply Co., Inc., Long Island City 
1, N. Y. 

Meinecke & Co., Inc., Baltimore 4, Md. 
Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, Ill. 
Ross, Inc., Will, Milwaukee 12, Wis. 
U. S. Hospital Supply Corp., New York 3, 

Y 


Amsco-Excel Division of American Sterilizer 
¥ 


Walrus Mfg. Co., Decatur 23, Ill. 
Watson Mfg. Co., Inc., Jamestown 1, N. Y. 
Wocher & Son Co., Max, Cincinnati 2, Ohio 


WARMERS: FOOD 
Crescent Metal Products. Inc., Cleveland 10, 
Ohio 


Duke Mig. Co., St. Louis 60, Mo. 

Swartzbaugh Division, United Service Equip- 
ment Co., Inc., Murfreesboro 31, Tenn. 

United Service Equipment Co., Inc., Palmer 69, 
Mass 


Admiral Equipment Co., New York 11, N. Y. 

Blickman, Inc., S., Weehawken 87, N. J. 

—_ stem Enterprises, Inc., Quakertown 
$l, 

Caddy "Cen of America, Secaucus 94, N. J. 

Carter-Hoffmann Corp., North Chicago 64, IIl. 

Cleveland Range Co., Cleveland 3, Ohio 

Cory Corporation, Chicago 45, Ill. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Dietary Products, American Hospital Supply 
Corp., Evanston 1, Ill. 

Don & Co., Edward, Chicago 16, Ill 

Fearless Dishwasher Co., Inc., Rochester 2, 
a: Be 

Food Warming Equipment Co., Inc., Elk Grove 
Village 7, Ill. 

Franklin Products Corp., Chicago 6, Ill. 


General Electric Co., Commercial Equipment 
Dept., Chicago Heights 11, Ill. 

Glenco Refrigeration Corp., Philadelphia 3%, 
Pa. 

Jordon Commercial Refrigerator Co., Philadel- 
phia 37, Pa. 

Koch Refrigerators, Inc., Kansas City 15, Kans. 

Legion Utensile Co., Inc., Long Island City 1, 
N. Y. 

Merritt, Inc., B., Chicago 6, Ill. 

Pick Co., Inc., Albert, Chicago 8, Ill. 

Progressive “a Equipment, Inc., 
phia 1], 

Ross, Inc., Will, Milwaukee 12, Wis. 

Southern Equipment Co., St. Louis 77, Mo. 

TherMcCold Corp., Division of McCall Refrig- 
erator Corp., Hudson 34, N. Y. 

Toastmaster Division, McGraw-Edison Co., 
Elgin 20, Il. 

Van Range Co., John, Cincinnati 2, Ohio 

Victory Metal Mig. Corp., Plymouth Meeting 
62, Pa. 

Vulcan-Hart Corp., Louisville 1, Ky. 


WASHER-EXTRACTORS: 
LAUNDRY 


Philadel- 


American Laundry Machinery Industries, Cin- 
cinpati 12, Ohio 

Ametek, Inc., Troy Laundrite Division, East 
Mokne 4, Ill. 

Pellerin Milnor Corp., New Orleans 19, La. 

Troy Laundrite, A Division of Ametek, Inc., 
East Moline 44, Ill. 


Braun, Inc., G. A., Syracuse 5, N. Y. 

Edro Corp., Dyna Wash Division, New Britain 
51, Conn. 

Hammond Industries, Inc., Waco 3, Texas 

Hoyt Mfg. Co., Westport 90, Mass. 

Imperial Products Corp., Waco 3, Texas 

Speed Queen, A Division of McGraw-Edison 
Co., Ripon 7], Wis. 

UniMac Corp., Atlanta 5, Ga. 

Washex Machinery Corp., Plainview 3, L. L., 
B. Vs 


WASHER-SANITIZERS: 
INSTRUMENT, UTENSIL 


American Sterilizer Co., Erie 6, Pa. 


Castle Co., Wilmot, Subsidiary of Ritter Corp., 
Rochester 23, N. Y. 


WHSHER-STEAMERS: 
BEDPAN AND URINAL 


American Sterilizer Co., Erie 6, Pa. 

Kadan Co., Inc., D. A., Yonkers 1, N. Y. 

Kuttnauer Mig. Co., Inc., Detroit 7, Mich. 

— Equipment Mfg. Corp., Larchmont 38, 
» Be 


Castle Co., nt Subsidiary of Ritter Corp., 
Rochester 23, N. 

Crane Co., biewhiae: Heating-Air Condition- 
ing Group, Johnstown 7, Pa. 

Debs Hospital Supplies, Inc., Chicago 31, Ill. 

Heinicke Instruments Co., Hollywood 20, Fla. 

~~ Supply Co., Inc., Long Island City 


Meinecke & Co., Inc., Baltimore 4, Md. 

Nursing Home Products, American Hospital 
Supply Corp., Evanston 1, III. 

Physicians & Hospitals Supply Co., Inc., Min- 
neapolis 3, Minn. 

Ross, Inc., Will, Milwaukee 12, Wis. 

Speakman Co., Wilmington 99, Del. 

T. & S. Brass & Bronze Works, Inc., Westbury 
- 4. b, ft. Y. 

U.S. Hospital Supply Corp., New York 3, 5 ¥ 

Wright Co., Inc., R. G., Buffalo 7, N. Y. 


WASHERS: GARBAGE CAN 


Atomic Dispoger Corp., Compton 23, Calif. 
Brulé Incinerator Corp., Blue Island 6, III. 
Circo Ultrasonic Corp., Clark 66, N. J. 
Sellers Injector Corp., Philadelphia 30, Pa. 
Southern Cross Mfg. Co., Chambersburg 1, Pa 
Washburn & Granger, Inc., Paterson 24, N. J. 
Wright Co., Inc., R. G., Buffalo 7, N. Y. 


WASHERS: GLASSWARE 


Blakeslee & Co., G. &., Chicago 50, Ill. 

Champion Dish Washing Machine Co., Winston 
Salem 6, N. C. 

Cunningham Co., Chicago 7, Ill. 

Hobart Mfg. Co., Troy 73, Ohio 


Insinger Machine Co., Philadelphia 35, Pa. 

Jackson Products Co., Tampa 4, Fla. 

McDonald Company, Reading 67, Mass. 

MacBick Co., Wilmington 87, Mass. 

Southern Cross Mfg. Co., Chambersburg 1, Pa. 

Straus-Duparquet Inc., New York 3, N. Y. 

Toledo Scale, Division of Toledo Scale Corp., 
Toledo 12, Ohio 

United Manufacturers, Nutley 10, N. J. 

Universal Dishwashing Machinery Co., Nutley 
10, N. J. 


WASHERS: LAUNDRY 
(AUTOMATIC) 


American Laundry Machinery Industries, Cin- 
cinnati 12, Ohio 

Ametek, Inc., Troy Laundrite Division, East 
Moline 44, Ill. 

Huebsch Originat Milwaukee 1, Wis. 

Pellerin Milnor Corp., New Orleans 19, La. 

Troy Laundrite, A Division of Ametek, Inc., 
East Moline 44, Ill. 





Cook Machinery Co., Inc., Dallas 10, Texas 

Ellis Drier Co., Chicago 339, Ill. 

Frigidaire Division, General Motors Corp., Day- 
ton 1, Ohio 

General Electric Co., Major Appliance Division, 
Louisville 25, Ky. 

Hammond Industries, Inc., Waco 3, Texas 

Hydraxtor Co., Chicago 48, IIl. 

Kelvinator Division, American Motors Corp., 
Detroit 32, Mich. 

Marquette Corp., Minneapolis 14, Minn. 

Maytag Co., Newton 8, lowa 

Miller Laundry Machinery Co., Detroit 38, Mich. 

Norge, Subsidiary of Borg Warner Corp., Chi- 
cago M4, Ill. 

Speed Queen, A Division of Mc.Graw-Edison 
Co., Ripon 71, Wis 

Stebbins Mig. & Supply Co., Denver 2, Colo. 

Super Laundry Machinery Co., Inc., Chicago 
57, Ill 


Westinghouse Electric Corporation, Pittsburgh 
Pa. 


WATER PURIFYING SYSTEMS 


Elgin Softener Inc., Elgin 21, Ill. 

Filtrine Mig. Co., Waldwick 63, N. J. 

Graver Water Conditioning Co., Division of Un- 
ion Tank Car Co., Union 83, N. J. 

Permutit Co., A Division of Pfaudler Permutit 
Inc., Paramus 52, N. J. 


WATER TREATMENT COM- 
POUNDS (SCALE PREVEN- 
TION AND REMOVAL) 


Dearborn Chemical Co., Chicago 54, Ill. 
Elgin Softener Inc., Elgin 21, Ill. 

Kelite Corp., Berkeley Heights 22, N. J. 
Nalco Chemical Co., Chicago 38, Ill. 

Oakite Products, Inc., New York 6, N. Y. 
Reliance Chemicals Corp., Houston 24, Texas 
Western Chemical Co., St. Joseph 1, Mo. 


WINDOWS: COMBINATION 
SCREEN AND STORM 


Kane Mfg. Corp., Kane 35, Pa. 


WINDOWS: DOUBLE-HUNG 


Adams & Westlake Co., Elkhart 14, Ind. 

Barnhart Co., A. W., Port Chester 73, N. Y. 

Cupples Products Corp., St. Louis 44, Mo. 

Curtis Companies Incorporated, Clinton 32, 
Iowa 

Fleet of America, Inc., Buffalo 25, N. Y. 

Flynn Mig. Co., Michael, Philadelphia 24, Pa. 

Republic Steel Corp., Mfg. Division, Youngs- 
town 5, Ohio 

Rolscreen Co., Pella 19, Iowa 

Ware Aluminum Windows, Inc., Miami 35, Fla. 


WINDOWS: METAL 


Adams & Westlake Co., Elkhart 14, inc. 
Barnhart Co., A. W., Port Chester 73, N. Y. 
Bayley Co., William, Springfield 3, Ohio 
Blue M Electric Co., Blue Island 6, IIl. 
Brown & Grist, Inc., Newport News 1, Va. 
Ceco Steei Products Corp., Chicago 50, Ill. 
Fleet of America, Inc., Buffalo 25, N. Y. 
Flynn Mfg. Co., Michael, Philadelphia 24, Pa. 
Hope's Windows, Inc., Jamestown 1, N. Y. 
Kawneer Co., Niles 20, Mich. 
Lenderking Metal Products, Inc., Baltimore 24, 
Md. 
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WINDOWS: METAL—Cont'd. X-RAY APPARATUS: MOBILE 

Dynalectron Corp., Mattern Division, Lake City 
60, S. C 

zeneral Electric Co., X-Ray Dept., Milwaukee 
1, Wis. 

Keleket, A Division of Laboratory for Electron- 
ics, Inc., Waltham 54, Mass 

North American Philips Co., Inc., Medical & 
Dental Division, New York 19, N. Y. 
ker X-Ray Cort White Plains 5, N. Y 


Profexray Inc., Maywood 54, Ill. 

Standard X-Ray Co., Chicago 14, Ill. 

Westinghouse Electric Corporation, X-Ray Di- 
vision, Baltimore 3, Md. 

Wocher & Son Co., Mat, Cincinnati 2, Ohio 


YARN (HAND-KNITTIN 
HAND-WEAVING) 
Bernat & Son Co., Emilie Uxbridge 69, Mass. 


Lily Mills Co., Shelby 50, N. C. 
Melrose Yarn Co., Inc., Brooklyn 3, N. Y 











Expanded editorial 
service for 
nursing homes 
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NURSING HOME ADMINISTRATOR has been providing an 
important editorial service for nursing home administrators for 
18 years. To satisfy your growing need for information, the 
editors of Nursing Home Administrator have introduced, over 


the past two years, many changes to improve its value to you. 


Here are the features you'll find in every issue of Nursing 


Home Administrator: 


e Better Business Practice e Housekeeping 


e Nursing Home Law e Nursing Home Opinion Poll 


e Washington News Report e Nursing Home Forum 


e Nursing Home of the Month e Menus of the Month 


e Food Service 


e Nursing Home News 


e New Product News 


. . . plus regular articles on subjects of interest, such as Medicare, safety practices, inservice 


education, nursing service, management methods and finances, rehabilitation, purchasing, 


insurance, personnel, planning and building, convention reports, public and community re- 


lations, nursing home-patient-physician relationships, and others. 


Nursing Home Administrator covers this broad range of subjects in order to provide 


for you the most vital and constructive information service possible. In addition, every issue 


includes many advertisements informing you about the products and service of firms 


which are anxious to do business with you. 


Be sure to read every issue. 


NURSING HOME ADMINISTRATOR j'vecrevstit Pobieaton 











TO ADVERTISEMENTS 


La Berne Manufacturing Co., 

Lake Shore Markers, Inc. aoe 

Lames BGR GG 4 vdn sos 00600 ince cenesesséae 29, 30 
Liquid Carbonic Division ..............+..+... Inside Front Cover 
Logan, Inc. 52 
SEE, DO  waccccuhsedisne chgclacuss<ieubagpednas esas can ae 


MarkClark Products, Inc. 
Market Forge Company 
Morton Metalcraft 


National Chemsearch Corp. 
Norton Door Closer Division 
Notifier Corporation 


See Se Be Pee ee ee ee 


Ohio Chemical 


Pellerin Milnor Corp. .ccccccccccccccccsscececcccese Back Cover 
36 


Physicians’ Record Company 
Piper Brace Sales Corporation 
Posey Company, J. T. ..cccescccccccccccccccccccsescvccces 


Radio Corporation of America, RCA Service Company ........ 
Robert Industries, Inc., H. 

Rocke Appliance Company 

Royalmetal Corporation 


Sani-Pac Corporation . 

Savory Equipment, Inc. ........+++0+00++ 
Scientific Equipment Mfg. Corp. 

Sealy, Inc. boeenesenuhéoersabepneean 
Seco Company, Inc. 

Shampaine Industries 

Simmons Company 

Slip-X Safety Treads 

Smith & Davis Manufacturing Company 
Sorensen Company, Inc., C. M. boo se 
Sorg Products Co. 

Stryker Corporation 

Swartzbaugh Division United Service Equipment Co., Inc. .... 


Troy Laundrite, A Division of Ametek, Inc. ........+00++000 101 
Tujline Plastics, Inc. 


United Service Equipment Co., Inc., Swartzbaugh Division .... 


Webster Electric Company 
West Bend Company 
Wyandotte Chemicals Corporation 


Kadan Company 
Kohler Company ces cosee dnseeeeoonses 
eS TE, DG. ivttaddadendendetenvteeeeasn Zep Manufacturing Corporation 
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N.H.A. Buying Guide 


READER 
INFORMATION 
SERVICE 


Help yourself to free information 
about advertised products 


CHECK BOXES or 
CIRCLE KEY NUMBERS 


Check boxes in front of companies in the 
Catalog Section from which you'd like more 
information, or circle key numbers of adver- 
tised products in which you're interested. 
Drop the card in the mail. We pay the post- 
age. 


The index on the preceding page lists cata- 
logs and advertisements alphabetically by 
manufacturer. 


A second Reader Infurmation Card is provided for the 
use of one of your staff members. 


CHECK BOXES or 
CIRCLE KEY NUMBERS 


=o) =| 10) -1\))- Ware) ) aaa) an od - = aoe VJ 


N.H.A. BUYING GUIDE 1965-66 EDITION 
l 2 3 4 ; 4 #15 #16 I7 1 
iz ae. ae 3 ‘ >a 7nBm a 30 3 zr: a Ss & 6 
38 39 ) l 45 4 47 48 | 50 51 5 53 4 

: ‘ e . 69 7 7] . 

ac 
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For additional information about advertised products, circle key 
numbers above. 


For additional information about products shown in the Catalog 
Section, check companies below: 

[_] Lakeside Mfg. Co. 

[] Royalmetal Corp. 

[-] Simmons Co. 


[-] American Sterilizer Co. 
[_] Crimsco, Inc. 
[_] Kohler Co. 


Please type or print name, title and address 
Name 

Title 

Institution 

Address 


City, State, Zip Code 


YOUR Administr./ Bus. BED SIZE 200 or more 


FUNCTION Nursing } 101 - 200 
Feeding } 51-100 
rHskeep. ‘Maint. ]} 26-50 
Purchasing 15-25 
Other 14 or less 


N.H.A. BUYING GUIDE 1965-66 EDITION 


For additional information about advertised products, circle key 
numbers above. 


For additional information about products shown in the Catalog 
Section, check companies below: 

[] Lakeside Mfg. Co. 

[_] Royalmetal Corp. 

[] Simmons Co. 


[] American Sterilizer Co. 
[) Crimsco, Inc. 
[] Kohler Co. 


Please type or print name, title and address 
Name 

Title 

Institution 

Address 


City, State, Zip Code 


YOUR Administr./Bus. ~}) 200 or more 
FUNCTION Nursing } 101-200 
Feeding }) 51-100 
] Hskeep. /Maint. } 26-50 
] Purchasing 1 15-25 
] Other [) 14 or less 


BED SIZE 
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READER 
INFORMATION 
SERVICE 
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HOW TO USE THESE CARDS 


to get free information about 


‘eBoy 
"ON LIWUId 
SSV1D iSuid 


advertised products 
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SSINISNG 


Find the key numbers of the ad- 
vertisements in which you're in- 
terested 


Check the boxes or circle the key 
numbers on the reverse side of 
one of these cards 


O9VIIHD 


LUVW JISIGNVHIYIW OSOL 


AG GiVd 38 THM I9V1SOd 


Drop card in the mail. We pay the 
postage. 
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Only one system is 


THE System... 


BARDEX' VALVE FOLEY CATHETER TRAY 


REMEMBER IT...USE 1T...YOU’LL BE GLAD YOU DID 


SIMPLE: Everything needed in a single a, REDUCES LABOR COST: Not one wasted 
sterile unit with contents conveniently J step...saves time now spent collecting, 
arranged in step-by-step order to facilitate sterilizing, assembling and cleaning up. 


the nurse's task. STERILE, COMPLETE and READY TO USE 


pose 





SAFE: A sterile, preconnected closed | Now Available...Your FREE Color Brothers on thé 
drainage system that provides unbroken New Bardex Vaive Foley Catheter Tray “Catheteriza- 
one-line construction from bladder tion and THE System” SEND FOR IT TODAY. 

to collection device. This closed system, 
together with rigid aseptic 
technique”), can approach 

100°/o in the reduction 

of infection. 














STATE 


Cc. R. BARD, INC. 
MURRAY HILL,N.u. 


REFERENCES: 1. Desautels, R. E., Walter, 

C. W., Graves, R. C. and Harrison, J, H.: 
Technical Advances in the Prevention 

of Urinary Tract Infection: Journal of Urology, 
March, 1962. 2, Desautels, Robert E., M.D., So a ee ee fe ee mee a ee ee we ee ee 
‘‘Mismanagement cf Urethral Cathcterization,’’ 

Hospital Medicine, Pg. 10-13; 

March, 1965. 


So1tAaAuse 


Since 1907 
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For more facts circle 8 ov: reply card 





MILNOR 


washers..... extractors... 


— a 
Pome “4 ter JS 
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MILNOR Washers— MILNOR Extractors— 
sizes 25, 50, 75 and 100 Ib. sizes 20, 26 and 30 inches 


& combination washer-extractors 





MILNOR Economy Models MILNOR Washer-Extractors— MILNOR 2 Compartment MILNOR 3 Compartment 
25 Ib. Combination Self balancing, high Combination Washer- Combination Washer- 
Washer-Extractors —2 performance, combinations— Extractors—sizes 42"' x 26"’ Extractors—sizes 60"' x 36"’ 
models, 400 and 600 rpm sizes 25 and 60 Ib. and 42"' x 42”’ and 60°’ x 44”’ 


Tell us about your needs, we’ll send you com- 
eee match any loa plete information based on the recommen- 
dations of our laundry planning engineers. 


PELLERIN MILNOR CORPORATION, P. O. 
BOX 19264, NEW ORLEANS, LOUISIANA 


. +. meet any need wns. usa. 


World renowned for engineering excellence + Distributors worldwide 


es ety 
ag gat-? 


For more facts circle 9 on reply card 
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